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LETTER 


FROM THE 
SECRETARY OF THE SMITHSONIAN INSTITUTION, 
SUBMITTING ) 


THE ANNUAL EEPORT OF THE BOARD OF REGENTS OF THE 
INSTITUTION FOR THE YEAR ENDING JUNE 30, 1916. 


SMITHSONIAN UNsTITUTION, 
Washington, December 81, 1916. 
To the Congress of the United States: 

In accordance with section 5593 of the Revised Statutes of the 
United States, I have the honor, in behalf of the Board of Regents, 
to submit to Congress the annual report of the operations, expendi- 
tures, and condition of the Smithsonian Institution for the year end- 
ing June 50,1916. I have the honor to be, 

Very respectfully, your obedient servant, 
ur 
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ANNUAL REPORT OF THE BOARD OF REGENTS OF THE SMITHSONIAN 
INSTITUTION FOR THE YEAR ENDING JUNE 30, 1916. 


SURJECTS, 


1, Annual report of the secretary, giving an account of the opera- 
tions and condition of the Institution for the year ending June 40, 
1916, with statistics of exchanges, etc. 

2, Report of the executive committee of the Board of Regents, 
exhibiting the financial affairs of the Institution, including a state- 
ment of the Smithsonian fund, and receipts and expenditures for the 
year ending June 30, 1916, 

3. Proceedings of the Board of Regents for the fiscal year ending 
June 30, 1916, 

4. General appendix, comprising a selection of miscellaneous mem- 
oirs of interest to collaborators and correspondents of the Institution, 
teuchers, and others engaged in the promotion of knowledge. These 
memoirs relate chielly to the calendar year 1916, 
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REPORT 
OF THE 


SECRETARY OF THE SMITHSONIAN INSTITUTION 
CHARLES D. WALCOTT, 


Tothe Board of Regents of the Smithsonian Institution: 

Gextitemes: I have the honor to submit herewith the customary 
annual report on the operations of the Smithsonian Institution and 
its branches during the fiscal year ending June 30, 1916, including 
work placed by Congress under the direction of the Board of Regents 
in the United States National Museum, the Bureau of American 
Ethnology, the International Exchanges, the National Zoological 
Park, the Astrophysical Observatory, and the United States Bureau 
of the International Catalogue of Scientific Literature. 

The general report reviews the affairs of the Institution proper and 
briefly summarizes the operations of its several branches, while the ap- 
pendices contain detailed reports by the assistant secretary and others 
directly in charge of various activities, The reports on operations of 
the National Museum and the Bureau of American Ethnology will 
also be published as independent volumes. 


THE SMITHSONIAN INSTITUTION. 
THE ESTABLISHMENT. 


The Smithsonian Institution was created an establishment by act 
of Congress approved August 10,1846. Its statutory members are 
the President of the United States, the Vice President, the Chief 
Justice, and the heads of the executive departments. 


THE BOARD OF REGENTS, 


The Board of Regents, which is charged with the administration of 
the Institution, consists of the Vice President and the Chief Justice of 
the United States as ex officio members, three Members of the Senate, 
three Members of the House of Representatives, and six citizens, “ two 
of whom shall be residents in the city of Washington and the other 
four shall be inhabitants of some State, but no two of them from the 
same State.” 

1 





In regard to the personnel of the board the only change during 


the fiscal year was the appointment of James T. Lloyd, Representa- 
tive from Missouri. The roll of Regents on June 30, 1916, was as 


follows: Edward D. White, Chief Justice of the United States, 
Chancellor; Thomas R. Marshall, Vice President of the United 


States; Henry Cabot Lodge, Member of the Senate; William J. 


Stone, Member of the Senate; Henry French Hollis, Member of the 
Senate; Scott Ferris, Member of the House of Representatives; 
Ernest W. Roberts, Member of the House of Representatives; James 
T. Lloyd, Member of the House of Representatives; Andrew D. 
White, citizen of New York; Alexander Graham Bell, citizen of 
Washington, D. C.; George Gray, citizen of Delaware: Charles F. 
Choate, jr., citizen of Massachusetts: John B. Henderson, jr., citizen 
of Washington, D. C.; and Charles W. Fairbanks, citizen of Indiana. 
The board held its annual meeting on December 9,1915. The pro- 
ceedings of that meeting, as also the annual financial report of the 
executive committee, have been printed, as usual, for the use of the 
Regents, while such important matters acted upon as are of public 
interest are reviewed under appropriate heads in the present report 
of the Secretary. A detailed statement of disbursements from Gov- 
ernment appropriations, under the direction of the Institution for 
the maintenance of the National Museum, the National Zoological 
Park, and other branches, will be submitted to Congress by the 
Secretary in the usual manner in compliance with the law. 





FINANCES, 


The permanent fund of the Institution and the sources from which 
it was derived are as follows: 


Deposited in the Treasury of the United States. 


Bequest of James Smithson, 1840____ SS ieee eee ie) 
Residaary legacy of James Smithson, er 20, 210, 63 
Deposit of savings of income, 1887... = ip aed AN | _ 105, (0, aT 
Bequest of James Hamilton, 1875.00. = $1, 000 
Accimulated Interest on Hamilton fund, 1806... | 1, 000 








: =, 000, 00 
Bequest of Simeon Habel, 1880.00.00 500, 00 
Deposits from proceeds of sale of bonds. A EP ee eee eee oe 51, 500, 00 
Gift of Thomas G. Hodgkins, eo lent, Eee 200, 000, 00 
Part of residuary legacy of Thomas G. Hodgkins, 1994. | 8, 000, 00 
Deposit from savings of income, Lee cal os a a 25, 000, G0 


Residuary legacy of Thomas G. Hodgkins, 1907_________ --=---_- 7, O18, 60 
Deposit from savings of income, it, Sle Ce ia. 24 
Part of bequest of William Jones Rhees, 1918... wohl. Oe 


Deposit of proceeds from sale of real estate (gift of Robert Stan- 
OE a Abe Se ee ee eel 9, 602. 42 
Bequest of Addison T. Reld, 1914... 4,725. 91 


Deposit of savings from income, Avery bequest, 1914. 204. 09 


Deposit of savings from income, Avery fund, 1915... $1,862.60 








Deposit of snvings from Income, Reid fund, 1915_.___________ 426. 0-4 
Deposit of balance of principal, $248.05, and Income, $25.39, Rhees 

oP ABS ho a ea A PE Se al oe Ses Perea Sie as ee Ue 276, 44 
ee ee omni George W. Poore fund, 

Seti ae aoe ewe bee ee rn 24, SH. 82 
spo of part of principal of Addison T, Reid fund, it) 4, 608, 50 
Deposit of principal of George H. Sanford fund, 1916__._______. 1, 020, 00 
Deposit of savings from income, 1976... St 2, G81. 41 

Total of fund deposited in the United States Treasury... 996, 000, 00 


Ofher resources, 


Registered and cunranteed 4 per cent bonds of the West Shore 

Raliroad Co., part of legacy of Thomas G. Hodgkins (par 

oe TS pe arate eee ne a a nme ra et en a 42, 000, 00 
Coupon 5 per cent bonds of the Brooklyn Rapld Transit Co., due 

July 1, 1918 (cost)-—_.___ SS eee 5, 40. 65 
Coupon 6 per cent bonds of the Argentine Nation, due Dec, 15, 

aL a a 5, 089, 75 


Total permanent fund .._______- [Cee ea ee 1, 048, 194. 88 

The second installment to the Addison T. Reid fund, amounting 
to $4,698.59, and a bequest to be known as the George H. Sanford 
fund, amounting to $1,020, were added during the year to the per- 
manent fund deposited in the Treasury of the United States, which, 
together with incomes of several specific funds amounting to 
$2,081.41, now aggregates the total sum of $996,000, which bears 
interest at the rate of 6 per cent per annum. 

The sum of $10,000, being a part of the bequest designated as the 
Frances Lea Chamberlain fund, the income of which is to be applied 
to the maintenance of the Isaac Lea collection of gems and mollusks 
in the National collections, was received by the Institution in 
October, 1915, and on the advice of the executive committee was in- 
vested in gold notes maturing on December 15, 1917, and July 1, 
1918. These investments form a nucelus of ‘hat will hereafter be 
known as the consolidated fund. The income account of each specific 
fund will be credited with the proportion of income which each in- 
vested fund bears to the whole fund. 

The income of the Institution during the year, amounting to 
$107,670.26, was derived as follows: Interest on the permanent 
foundation, $60,751.23; contributions from various sources for specific 
purposes, $22,954.99 ; first payment of the Frances Lea Chamberlain 
fund, $10,000; second payment on account of the Addison T. Reid 
fund, $4,698.59; and from other miscellaneous sources, $9,265.45. 

Adding the cash balance of 342,165.86 on July 1, 1915, the total 
resources for the fiscal year amounted to $149,836.12, The disburse- 
ments, which are given in detail in the annual report of the executive 
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committee, amounted to $105,195.10, leaving a balance of $44,711.02 
on deposit June 30, 1916, in the United States Treasury and in cash. 
The Institution was charged by Congress with the disbursement of 
the following appropriations for the year ending June 30, 1916: 
International ee a i Poet oie reser sr $32, 000 
BeuEAene CUNTONO— yo ES 42 000 
Astrophysical CE Va by ne oe a See er 15, 000 
National Museum : 
Furniture and fixtures 2... 25, 000 
Heating and Ughting....______ ==+----—--+-.__.--------........ 48 000 


Preservation of collections... ae ee 
PEN ec we os ee tet ee ee 2, 000 
Ua Be So es meee pelea ie ty a) 


Bullding repoira- as se ein 
Bookstacks for Government bureau Vist. eT ee 6, S00 
National Zoological Park_______ aaa, 100), 000 
International Catalogue of Sclentific Literature 7, S00 








st | BE SAG spe Jes seth ra Se ee ca cea, tA) 


Tn addition to the above specific amounts to be disbursed by the 
Institution there was included under the general appropriation for 
printing and binding an allotment of $76,200 to cover the cost of 
printing and binding the Smithsonian annual report, and reports 
and miscellaneous printing for the Government branches of the 
Institution. 


THE FREER ART GALLERY. 


One of the most important events since the foundation of the In- 
stitution was consummated in December last. In my last report it was 
mentioned that Mr. Charles L. Freer was considering the question 
of erecting a suitable building for the permanent preservation of 
the splendid collection of objects of art which he presented to the 
Institution in 1906 and has since augmented by many further gifts. 
It is exceedingly gratifying here to record the gift by Mr. Freer of 
$1,000,000 in cash for the immediate erection of a building and 
that the site and preliminary plans have been agreed upon, so that 
the actual construction work will soon begin. The building will be 
of granite and located at the southwest corner of the Smithsonian 
reservation at Twelfth and B Streets. 

The munificent donation by Mr. Freer of his collection and pro- 
vision for its preservation is unsurpassed in this country, and is one 
of the most notable gifts of its character in the world’s history. 

Mr. Freer describes his collection as follows: 

These several collections Include specimens of very widely separated periods 
of artistic development, beginning before the birth of Christ and ending to-day. 
No attempt has been made to secure specimens from unsympathetic sources, ny 
collecting having been confined to American and Asiatic schools, My great 
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desire has been: to unite modern work with masterpieces of certain periods of 
high civilization harmonious in spiritual and physical suggestion, having the 
power to broaden esthetic culture and the grace to elevate the human mind, 

The original collection consisted of about 2,300 paintings and other 
objects of art, and has since been increased to 5,346 items, including 
American paintings and sculptures, the Whistler collection, and 
oriental paintings, pottery, bronzes, and jades from China, Korea, 
Japan, and other Asiatic countries. 

A full catalogue of items is given by Mr. Rathbun in his Museum 
Bulletm on the National Gallery of Art. 


EXPLORATIONS AND RESEARCHES. 








The usual activities were continued during the past year in ad- 
vancing one of the fundamental objects of the Smithsonian Institu- 
tion, the inerease of knowledge. In this work various explorations 
and researches were inaugurated or participated in by the Institution 
and its branches, covering practically all divisions of astronomical, 
anthropological, biological, and geological science. The extent of 
these explorations and researches during the history of the Institu- 
tion covers a wide range, although a great deal more of most impor- 
tant work could have been accomplished had adequate funds been 
available. Friends of the Institution have generously aided this 
work, particularly during the last few years, through the contribu- 
tion of funds for specific purposes, but much yet remains undone, and 
opportunities for undertaking important lines of investigation are 
constantly being lost through lack of means to carry them into 
execution. 

Several proposed expeditions to various parts of the world have 
been temporarily delayed by the war in Europe. 

1 will here mention only briefly some of the’recent activities of the 
Institution in these directions and for details of other investigations 
may refer to the appendices containing the reports of those directly 
in charge of the several branches of the Institution. 





GEOLOGICAL EXPLORATIONS IS THE ROCKY MOUNTAINS, 


In continuation of my previous work in the Rocky Mowntain re- 
gion, I was engaged during the season of 1915 in field investigation 
in the Yellowstone Park area and from there north into the Belt 
Mountains east of Helena, Mont. The work in the Yellowstone Park 
was carried on with two objects in view: 

First. To determine, if possible, the extent to which the lower forms 
of algew and possibly bacteria contributed, through their activities, 
to the deposition from the geyser and hot spring waters of the con- 
tained carbonate of lime and silica. 
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Second. The securing for the National Museum of a series of 
geyser and hot spring deposits, also silicified wood from the petrified 
forests and certain types of volcanic rocks. 

During the investigation and collecting, numerous photographs 
were taken of geysers and hot springs and of deposits made from the 
waters through evaporation and organic agencies. 

The collections were brought to the camps by pack horses and 
buckboard and subsequently packed for shipment at Fort Yellow- 
stone and Yellowstone. Material assistance was afforded by the co- 
operation of the acting superintendent of the park, Col. L. M. Brett, 
United States Army, and officers of the United States Engineer Corps 
in charge of the maintenance and development of the park roads and 
trails. 

Upward of 5 tons of specimens were collected and shipped to 
the National Museum. This collection permits of the preparation of 
a special Yellowstone Park exhibit of great beauty and interest. 

Tt was found that algun] growth was everywhere present when the 
temperature of the waters was from 70° to not much above 180° F, 
and that this growth had a marked effect upon the amount and charac- 
ter of both calcareous and siliceous deposits. 

After completing the investigation of the geyser and hot spring 
deposits, a trip was made to the Fossil Forest in the northeastern 
section of the park, in the Lamar River Valley. Large collections 
‘were made here of silicified wood and various minerals, one of the 
latter being a remarkable and beautiful form of calcite rosettes, 
which were illustrated and technically described in the pamphlet on 
Smithsonian explorations in 1915, 

The camp site in the Lamar Valley was one of unusual interest 
and beauty. The high hills to the south showed the rock cliffs con- 
taining silicified woods, calcite rosettes, and beautiful specimens of 
chalcedony. A little way from the camp the party met with a 
large herd of bison grazing freely in the broad open valley; also 
herds of elk, bands of antelope, a few black bear, and an occasional 
wolf, 

On leaving the park, after 675 miles of travel with the camp out- 
fit, the party proceeded down the West Gallatin River Canyon, stop- 
ping to examine the section of Cambrian rocks at the mouth of 
Squaw Creek. The next permanent camp was made in Deep Creek 
Canyon, 17 miles east of Townsend, Mont., where the extensive pre- 
Cambrian sections of the Dig Belt Mountains are beautifully shown. 
About 2 tons of pre-Cambrian specimens were collected in this 
vicinity before the storms of late September (1915) closed the sea- 
son's field work. 


‘Smithsonian Miscellancous Collections, Vol. 64, No. 3, 1910, 
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MASTODON FROM INDIANA. 


Many finds of mastodon and mammoth remains, especially from 
different localities in States bordering on the Great Lakes, are con- 
stantly being reported to the Institution. These “finds,” chiefly in 
swamp deposits of the Pleistocene, generally consist of a few isolated 
bones or teeth, but afford evidence of an abundance of these great 
creatures during the geological age just preceding the present. Com- 
pared, however, with the great number of remains found, complete 
skeletons are rare, principally because the finds are gunnrally brought 
to light by workmen who have little or no knowledge of the scien- 
tific value of the remains. The National Museum was therefore 
fortunate during the past year in the acquisition of a fine, nearly 
complete adult male mastodon skeleton from a swamp deposit in 
northwestern Indiana. 

A part of the skull, four limb bones, a few ribs and vertebre 
were unearthed by a dredge crew while excavating a drainage canal 
and shipped to the Institution. Mr. J. W. Gidley, of the National 
Museum, later succeeded in finding the lower jaws, most of the re- 
maining vertebrm and ribs, parts of the pelvis, and a few more limb 
and foot bones, and on a second visit found the missing sections of 
the vertebral column, several more foot bones, and other important 
fragments. On assembling all the bones recovered it has been found 
that, with comparatively little artificial restoration, an unusually fine 
and complete specimen of the American mastodon can be prepared 
for exhibition. 





PALEONTOLOGICAL AND STRATIGRAPHIC STUDIES IN THE PALEOZOIO ROCKS, 


Dr. E. O. Ulrich of the National Museum, was occupied for sev- 
eral months during the field season of 1915, under the auspices of 
the United States Geological Survey, in a study of the lower 
Paleozoic deposits of the Mississippi Valley. He was engaged 
chiefly in seeking evidence respecting the boundary line between the 
Cambrian and Ozarkian systems. For this purpose many of the 
outcrops of these rocks were visited, but the most important evidence 
was found in the upper Mississippi Valley and in the Missouri where 
the Upper Cambrian rocks are particularly well displayed, and the 
succeeding deposits of the Ozarkian system are more commonly 
fossiliferous than elsewhere. The relative abundance of fossils in 
these areas permitted the actual boundary between the two systems 
to be accurately determined after considerable study. This boun- 
dary was found to coincide with the uneven plane formed at the 
junction of the deposits laid down by the retreating Cambrian sea 
with those formed by the return of the waters in the succeeding 
Ozarkian time. During the progress of these stratigraphic studies 


8 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916, 


numerous collections of fossils were secured for the museum series, 
and incidentally the investigations resulted in the proper placement 
of many fossils whose stratigraphic position had hitherto been un- 

In the latter part of the season Dr. Ulrich worked out the field 
relations of some insufficiently located collections of Paleozoic fossils 
made in southwest Virginia at various times in the past. The most 
important result of these investigations is the proof that a large 
coral fauna, exceedingly like that which marks the horizon of the 
Onondaga limestone throughout the extent of this well known and 
widely distributed Middle Devonian formation, had already in- 
yaded the continental basins as far as southwest Virginia durmg the 
closing stages of the preceding Lower Devonian. This instance of 
recurring fossil faunas is regarded as one of the most important of 
the many similar instances that have been established through the 
field studies of Dr. Ulrich during the past 25 years. All have served 
in correcting erroneous correlations of formations that had arisen 
through the confusion of earlier or later appearances of faunas with 
the one recognized in the standardized sequence of stratigraphic 
nits. 

Mr, R. D. Mesler, under the supervision of Dr. Ulrich, spent the 
summer of 1915 in making collections of Ordovician and Silurian 
fossils from formations and localities in the Appalachian and Missis- 
sippi Valleys which had hitherto been little represented in the 
museum collections. A large number of fossils resulted from his 
trip, particularly from the Middle Ordovician rocks of east Tennes- 
see, which will form the basis of a future monograph on the paleon- 
tology of that region. 


EXPLORATIONS ODN SIRERIA, 


Through the liberality of the Telluride Association the Institution 
was enabled to send Mr. B. Alexander with the Koren Expedition 
to the Kolyma River region of northern Siberia. The expedition left 
Seattle, Wash., in June, 1914, and returned in September, 1915. The 
immediate purpose of the trip was to obtain remains of large extinct 
animals, particularly of the mammoth for which the region is noted. 
The results were not all that were hoped for, but a considerable quan- 
tity of material was obtained, though no complete skeleton. A re- 
port, with photographs taken by the party, was published in the 
pamphlet on Smithsonian explorations and field work in 1915. The 
collection of bones sent in by the expedition contains a few fine speci- 
mens, together with a considerable number of isolated bones, which 
are valuable for study and comparison. They all indicate a Iate 
Pleistocene age, as the bones of many of the forms represented can 
with difficulty be distinguished from those of species still living in 





that region, The animals represented include the mammoth, bison, 
carabou, horse (two or more species), rhinoceros, musk-ox, wolverine, 
and wolf. The prize specimen is a finely preserved, almost complete 
ckull of Elephas primigenius. It is of especial interest as being the 
only skull of the Siberian mammoth in any of our American 
museums. 


in 
rica 





COLLECTING FOSSIL ECHINODERMS IN THE OHIO VALLEY. 


Explorations for fossil echinoderms were conducted during the 
summer of 1915, under the supervision of Mr. Frank Springer, nsso- 
ciate in paleontology in the United States National Museum. The 
work was limited to two areas of Silurian rocks in the Ohio Valley 
from each of which much valuable material was procured for the 
study of certain definite problems. In southern Indiana Mr. Her- 
rick E. Wilson, under Mr. Springer’s direction, spent a number of 
weeks quarrying for Niagaran echinoderms, particularly crinoids, in 
the vicinity of St. Paul where numerous outcrops of the Laurel lime- 
stone occur. The object of this work was to secure as many spect- 
mens as possible for comparisons of this peculiar fauna with those 
from European Silurian rocks. Not only was much material ob- 
tained by the quarrying operations, but all of the local collections of 
fossils were purchased for Mr. Springer, so that the Museum, which 
hitherto had practically no fossils from the Laurel limestone, is now 
in possession of a splendid general collection of fossils from this 
particular formation. 

The second area of exploration was in west Tennessee along the 
Tennessee River, where Mr, W. F. Pate spent some weeks in search- 
ing for the peculiar crinoidal bulb, Camarocrinus, and the associ- 
ated crinoid, Seyphocrinus, both of which Mr. Springer has proved 
to belong to the same organism. Mr. Pate was successful in finding 
several localities where excellent specimens of the Camarocrinus and 
Seyphocrinus were associated. Much material was secured and the 
specimens will be used in the preparation of Mr. Springer’s mono- 
graph upon this group of crinoids. 





GEOLOGICAL WORK IN PENNSYLVANIA AND VIRGINIA, 


By arrangement with the United States Geological Survey, Dr. 
Edgar T. Wherry, of the National Museum, continued his studies 
of the geology of the Reading quadrangle in eastern Pennsylvania 
for » month during the summer of 1915. He completed the areal 
mapping of the Cambrian and Ordovician rocks of the region, and 
has transmitted to the Survey the manuscript of a report upon 
his work, He also mapped Cambrian and Triassic formations on 
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the Quakertown and Doylestown quadrangles, which lie to the east 
of the Reading. 

A brief visit was made to a newly discovered cave near Lurich, 
Va., where the cave marble was reported to be of economic im. 
portance. This view proved to be unjustified, but some unusual 
stalactitic formations were found, two specimens of which were 
obtained for the Museum collections. 


EXPEDITION TO BORNEO AND CELEBES, 


As the result of zoological explorations carried on by Mr, H.C, 
Raven in Celebes, through the generosity of Dr. W. L. Abbott, the 
Museum has received 464 mammals, 870 birds, 50 reptiles, and some 
miscellaneous specimens. The mammals ‘and birds are of great 
value as the first adequate representation of a fauna that has par- 
ticular interest in connection with previous work in other parts 
of the Malay Archipelago. Early in the summer of 1915 Mr. Raven 
returned to America and spent several months on vacation and in 
preparing for further explorations in Celebes and other parts of the 
East Indies. Dr. Abbott has offered his continued support to this 
work. Mr. Raven left Washington for the East by way of Japan 
and Singapore, about the middle of October. Two months later 
he reported from Buitenzorg, Java, that he was making good prog- 
ress toward the collecting ground. 


EXPLORATIONS IN CHINA AND MAN CHURLA. 


Zoological explorations, mentioned in previous reports, have been 
continued in China and Manchuria by Mr. Sowerby through the 
generosity of s friend of the Institution who desires to remain un- 
known. During July, August, and September, he made an expedi- 
tion to the lower reaches of the Sungari River and the I-mien-po 
district in north Manchuria, where he succeeded in collecting some 
teresting specimens of mammals, birds, and fishes to be for- 
warded to the Institution. 


EXPLORATIONS IN EASTERN SIRERTA. 


In the summer of 1915 Mr, Copley Amory, jr., returned from the 
northeast coast of Siberia, where for about a year he had been 
athering zoological material in connection with a party under 
Capt. John Koren. As his part of the results of the expedition Mr. 
Amory turned over to the National Museum 865 mammals, 264 birds, 
and various miscellaneous specimens principally of plants, fish, and 
birds’ eggs. Most of this material was prepared by Mr. Amory him- 
self, though various members of the expedition contributed to the 
collections of both mammals and birds. Among the Mammals, about 
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25 wild species are represented and are of interest for comparing 
the Alaskan species with their nearest Asiatic relatives. 


EXPEDITION TO §T. THOMAS, DANIEH WEST INDIES, 


Mr. C. R. Shoemaker, of the division of marine invertebrates in 
the National Museum, spent the two months from the middle of 
June to the middle of August, 1915, in the Danish West Indies, 
under the auspices of the Carnegie Institution of Washington, D. C., 
securing collections of corals and other marine invertebrates. This 
expedition has enriched the collections of the National Museum by 
about 5,000 specimens, which it is hoped will throw considerable 
light on the correlation of these islands in the West Indian complex. 

The collecting was done in the open water, bays, and channels at 
St. Thomas, St. John, and St. James. The deeper waters were ex- 
plored by means of dredging from a motor boat, while native divers, 
working from the heavy West Indian row boats, were used for 
collecting in the shallow waters. In addition to this, much shore 
collecting was done. Owing to the very strong and constant trade 
wind, work on exposed reefs was in many cases made impossible by 
the heavy surf. Collecting i in the protected bays, however, was most 
suecessful, us a great variety of bottom was to be found in many 
of them. 

While the chief aim of the expedition was to secure as complete 
a representation of the coral fauna as possible—and this aim met 
with considerable success—fine collections of other marine inverte- 
brates were also obtained, including protozoa, sponges, hydroids, 
medusm, alcyonarians, anemones, bryozoans, starfish, sea urchins, holo- 
thurians, annelids, crustaceans, mollusks, and eacidiana Collections 
were also made on land whenever opportunities offered, including 
insects, mollusks, reptiles, and batrachians. 





CACTUS INVESTIGATIONS IN BRAZIL AND ARGENTINA, 


Dr. J. N. Rose, associate in Botany, United States National 
Museum (at present connected with the Carnegie Institution of 
Washington in the preparation of a monograph of the Cactacem of 
America), accompanied by Mr. Paul G. Russell, of the United States 
National Museum, continued the botanical exploration of South 
America during the summer of 1915, spending over five months in 
travel and field work in Brazil and Argentina. 

In addition to the good-sized collections of cactuses, consisting of 
living, herbarium, and formalin specimens, moderately large collec- 
tions of insects, shells, diatoms, and other natural- history specimens 
were obtained. In all about 8.000 herbarium specimens were ob- 
tained and over 90 cases, large and small, of living plants were sent 
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back to the United States. The living collection is now on exhibition 
at the New York Botanical Garden. 

Bahia, Brazil, wag the first place visited, which clty served as a base for 
‘collecting trips Into the interior of the State of Bahia. One of these was to the 
town of Joazelro, located about $4) miles north-northwest of Bahia, and lying 
in a typlen! cactus desert, although this region Is traversed by the large Rio 
‘Sao Francisco. Notwithstanding the fact that this stream is full the entire 
‘year, little or no attempt is being made to use the water for irrigation purposes, 
The country ts of that type known as “ catinga,” and resembles in a remarkable 
way the deserts of the West Indles; indeed, the genera of plants are in mn y 
eases the same, though the species are distinct. Here was seen the “ carnuba,” 
or wax palm, from which is obtalned the wax utilized In making records for 
phonographs. Near Joazeiro is the Horto Plorestal, or “ forest gurden,” a 
Government experiment station in charge of Dr. Leo Zehntner, who rendered 
great assistance in the study and collection of the cactuses of the region, 

After moking short stops nt various stations in’ returning to Bahia, a trip 
was made to Machado Portella, a small town about 175 miles west and a little 
south of Bahia, the terminus of no little nitrow-gauge rallway. This is piso 
a semiarid region and proved exceedingly Interesting botunically. The next 
side trip was to Toca da Onea, still farther south, on the edge of a thick 
tropical forest and ino region much more hamid than the northern part of the 
Stabe. 

About six weeks were then spent in beautiful Rio de Janeiro and vicinity, 
Here, even In the city Itself, n botanist finds n great deal to Interest him, for 
the trees are covered with epiphyte cactuses, mostly of the genus Rhipsalis, 
and within the city itself rises the pleturesque Corcovado, a thickly wooded 
mountain on whose slopes are found many rare ferns and tree-Inhabiting 
enctuses, The Jardin Botantco in this city Is one of the finest in the world. 
Over 200 species of palms from all parts of the troples are here grown in the 
open, besides many other rare tropical plants. In another section of the elty, 

ina fine large park called the Quinta Bon Vista, is the Museo Nacional, where 
a Dumber of rare cactuses were found In the herbarium. 

From Kio de Janeiro an ascent of Itatiaya, the highest mountaln In Brazil, 
was made, and on the very top, 10,000 feet above the sea, was found © small 
cactus with beautiful rose-colored flowers. Excursions were also made to 
Cabo Frio, to Tha Granite, and to the islands In the Bay of Elo de Janeiro, A 
few days were spent in the Orgun Mountains, near Petropolis, the summer home 
of the wealthiest classes of Ito de Janeiro, This rnnge of mountains merits nq 
more thorough blological exploration than has been hitherto undertaken. 

Proceeding southward, 1 day was spent at Santos, Brozll, the world's Ereatest 
In the city. Several visits were made to the fine suburb of La Plate, where 
resides Dr, Carlos Spegazzini, the leading authority on Argentine cactuses, 

From Buenos Aires a trip was taken across Argentina to Mendoza, clty 
situated near the foot of the Andes, In a region favorable to the growth. of aue- 
culent plants. From there a short excursion was made to Portrerillos, Arpen- 
plants were found In both these places. : 
lecthon of Dr. Frederick Kurtz was found to contain some rare types. wh! etal 
very kindly submitted for examination and study. In this vicinity, as well og 
In the neighboring town of Cosquin, many cactuses were collected on the semi 
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POU-CLEARING INVESTIGATIONS, 


Aided by a grant of $2,000 from the Smithsonian Institution and a 
grant from the Research Corporation, a committee of electrical engi- 
neering experts, under the general direction of Mr. F. G. Cottrell, 
continued during 1915 the investigations begun at San Francisco by 
the University of California, in cooperation with the United States 
Lighthouse Service, relative to the clearing of fog by means of elec- 
trical precipitation. In a preliminary report read at the first meet- 
ing of the committee, Prof. Ryan, of Stanford University, says: 

Science has established the fact that all dust and fog particles in the open 
atmosphere are electrified and subject to dispersion or precipitation, It is. ap- 
parent, therefore, that a source of very high direct voltage, with facilities for 
control and application, may be of Inestimable value in certain quarters and 
seasons for clearing fog away from a street, from along a passenger rallway, from 
around the landing stages of e ferry, or, possibly, about or in advanre of a ship 
Uuder hemlwnay at seq, 

The clearing of fog differs from the treatment of smoke and fumes 
in several respects, principally in that the smoke particles must be 
actually deposited on the electrodes to bring about. the desired effect, 
whereas in treating fog it is only necessary to cause coalescence of 
the minute particles into larger ones to give much freater transpar- 
ency, even disregarding the more rapid settling of the larger drops 
However, other difficulties are to be expected in the problem of 
clearing fog, such as the conditions arising from the continual 
immersion in the wet atmosphere. What is chiefly needed for an 
intelligent conception of the problem is actual first-hand experience 
in handling these and other unusual conditions. 

The most striking features of the apparatus used in these experi- 
ments are the Thordarson 350,000 to 1,000,000 volt transformers, 
which I saw while visiting the San Francisco Exposition. 

A great deal was, learned during the year about the electrical 
technique of the problem, and although days of suitable fog condi- 
lions were extremely scarce, on the rare occasions of actual trial very 
perceptible clearing for a short distance around. the high-tension 
wires was obtained as the fog swept past. 


EXPLORATIONS OF ANCIENT MAYA CITIES IN GUATEMALA AND HONDURAS, 


Through the courtesy of the Carnegie Institution of Washington, 
the Smithsonian Institution has been enabled to participate in some 
very interesting explorations in Central America. Prof, W. H. 
Holmes, head curator of anthropology in the National Museum, 
gives the following general account of his work in that country : 

In Februnry, 1916, owing to « generous grant. of. funds by the Smithsonian 
Institution, the writer had the good fortune to become a, member of the Car 
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negle Institution's archeological expedition to Central America under the able 
direction of Sylvanus G. Morley. The work of exploring and studying in detail 
the remarkable remains of the anclent Mayan culture was vigorously carried 
forward. An especial object of the expedition was the discovery of additional 
inseriptions embodying glyphiec dates, for it is the dates, now read with facility, 
which furnish the skeleton of Maya history. 

Among the ancient cities visited while the writer was assoclated with the 
expedition were Antigua, the ancient Spanish capital of the kingdom of 
Guatemala, built on the site of a prehistoric city; the extensive ruins of the 
ancient city of Iximache, near the site occupled to-day by the capital of 
Guatemala, Guatemalin City; the ruloed city of Quirigun in eastern Guatemala, 
the subject of much scientific interest during recent years; and the ruins of 
Copan, In Honduras, perhaps the most remarkable of all the American monu- 
ments of antiquity. 

Especial attentlon was given by the writer to the collection of datn and 
drawings to be utilized in preparing panoramic views of the several citles 
visited, and every effort was made to obtain information regarding the techni- 
cal methods employed by the ancient bullders. The quarries from which the 
stone was obtalneal were too deeply buried in tropical vegetation to yleld up 
thelr story without extensive excavation and the methods employed in dressing 
and. carving the stone remain In large port undetermined. Certain chipped and 
ground stone Implements that could have served in dressing the stones used In 
building were found In numbers, but the story of the curving, especially of the 
yery deep carving of the monuments of Copan, remains unrevealed. Although 
it is thought that stone tools may hove been equal to the great tusk, It Is 
believed by some that without bronze the work could not have been done. 
Thore are, however, no traces of the use of bronze by the Central Americans. 

The monuments are on on grand scale and great skill and excellent taste are 
manifest in thelr Sopetennest the whole giving evidence of a state of 
culture advancement urpesse) in any other part of aboriginal America. 
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ATUDY OF NOCTURNAL RADIATION, 


Several grants from the Hodgkins fund have been made to Prof. 
ider striém during the past few years to enable him to carry 
on researches on the radiation of the atmosphere, particulgrly noc- 
turnal radiation. The restlts of observations made by him in 
Algeria in 1912 and in California in 1913 were embodied in a 

amphlet published by the Institution in 1915. In this pamphlet he 
summarizes his work as follows: 

The main results and conclusions that will be found in this paper ore the 
following. They relate to the radiation emitted by the atmosphere to a radiat- 
ing surface ut a lower altitude, and to the loss of heat of a surface by radiation 
towurd space and toward the atmosphere at higher altitudes. 

L. The variations of the total temperature radiation of the atmosphere are 
at low altitudes (less than 4,500 m.) principally coused by variations in tem- 
perature and humidity. 

TI. The total radiation recelved from the atmosphere is very nearly propor- 
tional to the fourth power of the temperature ot the place of observation. 

TLL. The radiation ts dependent on the humidity !n such «a way that on In- 
crease in the wuter-vapor coatent of the atmosphere will increase ity radiation. 
The dependence of the radiation on the water content has been expresse 
an exponential law. 
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IV. An incrense in the wuter-vapor pressure will cause a decrease In the 
effective radiation from the earth to every polnt of the sky. The fractional 
decrease is moch larger for large zenlth angles than for small ones. 

V. The total radiation which would be recelved from a perfectly dry atmos- 


phere would be about 0.28 — Swit a temperature of 20° ©. at the place of 
observation, 

VI The radiation of the upper, dry atmosphere would be about.50 per cent 
of that of a black bexdy at the temperature of the place of observation. 

VIL, There is no evidence of maxima or minima of atmospheric radiation dur- 
Ing the night that can not be explained by the Influence of temperature and 
humidity conditions, 

VOL. There are indications that the radiation during the daytime is subject 
to the same laws that hold for the radiation during the nighttime, 

TX. An Increase in altitude couses o decrease or an increase In the value of 
the effective radiation of n blackened body toward the sky, dependent upon the 
value of the temperature gradient and of the humidity gradient of the atmos- 
phere. At about 3,000 meters altitude of the radiating body the effective radin- 
tion generally has a maximum. An Incrense of the humidity or a decrease of 
the temperature gradient of the atmosphere tenis to ehift this maximum to 
ligher altltudes, , 

X. The effect of clouds tt ery variable, Low and dense cloud banks cut 
down the outgolug effective radiation of a blackened surface to about 0.015 
calorie per cm.* per minute; in the case of high and thin clouds the radiation fs 
reduced by only 10 to 20 per cent. 

AL. The effect of haze upon the effective radiation to the sky is almost In- 
appreciable when no clouds or real fog are formed. Observations In Algeria 
In 1912 and in California in 1913 show that the great atmospheric disturbance 
caused by the eruption of Mount Katmai in Alaska, in the former year, can only 
have reduced the nocturnal radiation by leas than 3.0 per cent, 

AIT, Conciusions are drawn in regard to the radiation from large water sur- 
faces, and the probability is indicated that this radiation Is almost constant at 
different temperatures, and consequently in different latitudes niso, 


Another grant was made to Prof. Angstrém in October, 1915, for a 
study of nocturnal radiation in the far north during the long 
Arctic night. Concerning this study he wrote to the Institution on 
February 16, 1916, as follows: 


Through this grant I have been able to make ohservations on nocturnal 
radiation during the Arctic night In the north of Sweden, wt a place nome! 
Abisko, at about 68° 30’ Intitude. The observations were extended during 
obout mn month (Jan. 1-26) and were obtained under various atmospheric con 
ditions, One night observations were taken at a temperature of —3$o" C, 
(—20° F.), when consequently the absolute humidity must have been yery low. 
In general, these observations confirm the views expressal in my paper’ in 
regard to the Influence of temperature and humidity upon the nocturnal radia- 
ton and the radiation of the atmosphere, 

In connection with the named measurements observations were also made on 
the cooling of snow surfaces under the teanperature of the surrounding alr as a 
consequence of nocturnal rodiation. As was to be expected, a linear relation 
was found to exist between the radintion and the named temperature difference, 
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T hope In the near future to get an opportunity to extend these Important 
observations on the connection existing between radiation and the cooling of 
various materials éxisting on the earth's surface. The question Is one of 
scientific as well us of practical agricultural interest. 


Dr. C. Hart Merriam, research associate of the Institution, aided 
by the income of a trust fund established for the purpose by Mrs. 
E. H. Harriman, has continued his zoological investigations, par- 
ticularly the study of the big bears of North America. 


RESEARCH CORPORATION, 


The Research Corporation was established in 1912 under the New 
York State laws with the Secretary of the Smithsonian Institution 
as one of the directors and a member of the executive committee. 
The primary object of the organization was to develop certain pat- 
ents described in previous reports which had been offered to the 
Institution by Dr. F. G. Cottrell but which could not be administered . 
directly by the Institution. Other inventions and patents have since 
been acquired by the corporation, and through royalties from the 
installation and. utilization of these patents a considerable fund has 
been created and the income therefrom will be devoted to the ad- 
yancement of technical and scientific investigation and experimenta- 
tion through the agency of the Smithsonian Institution and such 
other scientific and educational institutions and societies as may be 
selected by the directors. 

The Cottrell patents relate to the precipitation of dust, smoke, 


‘and chemical fumes by the use of electrical currents. Successful 


commercial installations have already been made on the following 


fumes: p 


(a) Silver fumes from electrolytic slimes of copper refinery; (5) 
tin fumes from detinning process residues; (¢) hydrochloric acid 
fumes from cleaning vats in electrogalvanizing plant; (d) tin and 
zine fumes from waste metal recovery plant; (¢) “low bleach” from 
electrolytic plant; (/) sulphuric acid mist from contact acid plant; 
(7) lead fumes from copper converters; (4) fumes from roasting of 
zinc ores; and (i) dust from buffing wheels and from machines for 
powdering slate. 

NATIONAL RESEARCH COUNCIL 

At its annual meeting in Washington in April, 1916, the National 
Academy of Sciences voted unanimously to offer its services to the 
President of the United States in the interest of national prepared- 
ness, and it was suggested that the academy “might advantageously 
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orgunize the scientific resources of educational and research institu- 
tions in the interest of national security and welfare.” The President 
accepted the offer and requested the academy to proceed with the 
organization, An organizing committee was accordingly sppomted, 
and on June 19 the council of the academy, acting upon recommen 
tions of that committee, voted— 

Thet there be formed a National Research Councll whose purpose shall be to 
bring Into cooperation existing governmental, educational, Industrial, and other 
research organizations with the object of encouraging the Investigation of 
natural phenomena, the Increased use of sclentific reseurch in the development 
of American industries, the employment of scientific methods In strengthening 
the national defense, and such other applications of science as will promote the 
national security and welfare. 

That the council! be composed of lending American investigntors nod engineers, 
representing the Army, Navy, Smithsonlan Institution, and yarlous sclentific 
bureaus of the Government; educational Institutions and research endowments; 
and the research divisions of industrial and manufacturing establishments. r 

After the close of the fiscal year the National Research Council 
was fully organized, the President of the United States appointing 
the representatives of the Government and authorizing the appoint- 
ment of other members by the president of the National Academy of 
Sciences. 





Chairman, George E. Hale; vice chairmen, Charles D. Walcott ond Gano 
Dunn: secretary, Cary T. Hutchinson; executive committee, John J. Oarty 
(chairman), William H. Welch (ex officio), George E. Hale (ex officio), Edwin 
G. Conklin, Gano Dunn, Arthur A. Noyes, Raymom) Pearl, Michael L Pupin, 
& W. Stratton, V. C. Vaughan (others to be appointed). 


EES OF NATIONAL BESEARCH COUNCIL, 





Dr, L. H. Baekeland, Yonkers, %. ¥. 

Dr. Marston 'T. Bogert, professor of organic chemistry, Columbla University. 

Dr. John A. Brashear, Allegheny, Pa. 

Dr. John J. Carty, chief engineer, American Telephone & Telegraph Co, 

Dr. Russell H. Chittenden, director, SheMfeld Scientific School, Yale Uni- 
versity. 

Dr. Edwin G. Conklin, professor of zoology, Princeton University. 

Dr. John M. Coulter, professor of botany, University of Chicago. 

Brigadier General William Crozier, Chief of Ordnance, U. 3, Army. 

Mr. Gano Dunn, president The J. G. White Engineering Corporntion, 

Dr. Simon Flexner, director, Rockefeller Medical Institute. 

Major General William Crawford Gorgns, Surgeon General, U. 5. Army, 

Dr. W. F. M. Goss, dean of engineering, University of [Unols. 

Dr, George E. Hale, director, Mount Wilson Solar Observatory. 

Mr. Clemens Herschel, president American Society of Civil Engineers, 

Prof. William H. Holmes, head curator of anthropology, United States Na- 
tonal Museum. 

Dr. W. W. Keen, president American Philosophical Soctety. 

Mr.- Van H. Manning, Director U. 5. Bureau of Mines. 

Prof. Charles F, Marvin, Chief United States Weather Bureau. 
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Prof. A. A. Michelson, director, Ryerson Physical Laboratory, University of 
Chicazc 


Dr. Robert A. Millikan, professor of physics, University of Chicago. 

Dr. Arthur A. Noyes, director, research Inboratory of physical chemistry, 
Muzeachusetts Institute of Technology. 

Dr, Raymond Pearl, director, Maine Agricultural Experiment Station, 

Prof. E. C. Pickering, director, Harvard College Observatory. 

Der. Michnel L. Pupin, professor of electro-mechanics, Columbia University. 

Mr. Charles F. Rand, president United Engineering Socicty. 

Prof. Theodore W. Richords, director of the Wolcott Glbbs Memorial Labora- 
tory, Harvard University. 

Mr. C. E. Skinner, director, research laboratory, Westinghouse Electric & 
Manufacturing Oo, r, 

Lieutenant Colonel George O. Squier, Chief of Aviation, U. 3. Army. 

Dr. &. W. Stratton, Director U. &. Bureau of Standards. 

Mr. Ambrose Swasey, Cleveland, Ohio. 

Tear Admiral David W. Taylor, Chief Constructor U. 5. Navy. 

Dr. Elihn Thomson, Swampscott, Mass, 

Dr, CO. ER. Van Hise, president of the American Association for the Advance- 
ment of Science. 

Dr, Victor Clarence Vaughan, director, medical resenrch laboratory, Unhi- 
versity of Michignn. 

Ty, Charles D. Walcott, Secretary of the Smithsonian Institution. 

Dr. William H. Welch, president of the National Academy of Sclences. 

Dr, W. KR Whitney, director of the research laboratory, General Electric Oo. 

The council will be gradually enlarged by the addition of new 
members who are to serve as chairmen of important committees or 
who are otherwise to engage in some special work. 

To carry out the work of the council committees are being ap- 
pointed, including (a) committee on rules and procedure; (6) com- 
mittee on publication; (¢) committee on research in educational 
institutions to consider general plans for the promotion of research 
in educational institutions and to arrange for local committees in 
each institution; (@) committee on promotion of industrial research 
with functions in the field somewhat similar to those of the preceding 
eommittee: (¢) committee on a national census of research to pre- 
pare a national census of equipment for research, of the men engaged 
in it, and of lines of investigation pursued in cooperating Govern- 
ment bureaus, educational institutions, research foundations, and in- 
dustrial research laboratories. It has also been decided to form joint 
committees in various branches of science in cooperation with the 
corresponding national scientific societies. 


THE LANGLEY AERODYNAMICAL LABORATORY. 


In view of the organization of the National Advisory Committee 
for Aeronautics, provided for by act of Congress approved March 


8, 1915, it has appeared unnecessary at present to proceed further 


toward the permanent establishment of the proposed Langley labora- 


REPORT OF THE SECRETARY. 19 


tory. As secretary of the Smithsonian Institution, I was appointed 
a member of the National Advisory Committee and elected chairman 
of its executive committee, and in this connection I have been able 
to cooperate toward the solution of many important problems per- 
taining to the science and art of aviation. One of the chief advan- 
tages already being realized by the establishment of the advisory 
committee is a closer cooperation between the Army and Navy and 
other Federal departments and coordination of work in the general 
advancement of aviation. The Institution published during the year 
two pamphlets on aeronautics, one, a series of reports on wind 
tunnel experiments, and the other on “Dynamical stability of aero- 
planes,” both of them by J. C. Hunsaker and associates, 


PUBLICATIONS. 


The publications of the Institution proper include three series: 
Smithsonian Contributions to Knowledge; Smithsonian Miscellan- 
eous Collections; and Smithsonian Annual Reports. Under the di- 
rection of the Institution there are also issued the Annual Reports, 
Proceedings, and Bulletins of the United States National Museum, 
including the Contributions from the National Herbarium; Annual 
Reports and Bulletins of the Bureau of American Ethnology; and 
the Annals of the Astrophysical Observatory. All of these series 
except the “ Contributions” and “Collections” are printed through 
annual Congressional allotments. In all of these series there was pub- 
lished during the year a total of 8498 pages and 623 plates of i!lus- 
trations. 

Smithsonian Contributions to Knowledge—This series is intended 
to show results of original research constituting important contribu- 
tions to knowledge. One memoir of the series was in press at the 
close of the year giving the results*of an extended study on the com- 
parative histology of the femur. 

Smithsonian Miscellaneous Collections—Twenty-two papers, 
forming parts of five volumes of this series, were issued, among them 
three papers on Cambrian geology by your secretary. In this series 
the annual exploration pamphlet was issued, giving brief accounts 
of the explorations and field work of the Institution in geology, 
biology, and anthropology, covering every continent on the globe, 
and illustrated by 141 photographs taken in the field by the scien- 
tists themselves. The Smithsonian Physical Tables, which together 
with the Mathematical and Geographical Tables have become stand- 
ard works of reference in educational and research institutions, are 
published in this series. The sixth revised edition of the Physical 
Tables, issued during the preceding year, was quickly exhausted, — 
making it necessary to print additional copies. Still another edition 
ig now in press, indicating the constant demand for this work. 
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Smithsonian report—The complete volume of the 1914 report was 
received the printer and distributed at the beginning of the 
year. Material for the 1915 report was sent to press in December, 
and was completed just before the fiscal year closed. In the general 
appendix are 22 papers showing recent progress In various branches 
of science, including “The utilization of solar energy,” “ Evidences 
of primitive life,” by your secretary, “ Heredity,” “ Linguistic areas 
in Europe,” and “ Recent developments in telephony and telegraphy.” 
The custom of printing special editions in pamphlet form of papers 
in the general appendix has proved of great advantage; in several 
eases there has been a demand for a very large number of copies, 
which was especially noticeable in connection with an article on “ The 
value of birds to man” in the 1913 report. 

Special publications—Opinion 67 of the Opinions of the Inter- 
notional Commission on Zoological Nomenclature was issned as a 
special publication. A special paper by Chester G. Gilbert of the 
National Museum, on “ Sources of nitrogen compounds in the United 
States” attracted considerable attention. Among other conclusions, 
he states: 

The evolution of a practicable process for the oxidation of by-product 
fmmonin to render present resources avniloble, with the development of aon 
atmospheric nitrogen fixation output by the Cyanamide process carefully timed 
to meet crowlng demands following a reduction in the retall price of nitro- 
genous fertilizer, would appear to be the desirable governmental procedure as 
being the one lenst Ilable to disastrous consequences, 

National Museum publications —The National Museum issued on 
annual report, 2 volumes of the proceedings, 52 separate papers form- 
ing parts of these and other volumes, and 4 bulletins, 

Bureau of Ethnology publications —The Bureau of American 
Ethnology published 2 annual reports, separates of 4 accompanying 
papers in these reports, and 2 bulletins. 

Reports of historical and patriotic societies—The annual reports 
of the American Historical Association and the National Society of 
the Daughters of the American Revolution were submitted to the 
Institution and communicated to Congress in accordance with the 
charters of these organizations. 

Allotments for printing —Moat of the allotment to the Institution 
and its branches for printing Was used during the year, though it 
was impracticable to complete a large amount of material in press 
at the close of the year in the National Museum and Bureau of 
American Ethnology series. 

The allotments for the year ending June 30, 1917, are as follows: 
For the Smithsonian Institution: For printing and binding the annual 

reports of the Bonrd of Regents, with general appendices, the exli- 

tions of which shall not exceed 10,000 coples._____._.mmmnnu.... $10,000 
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For the annual reports of the National Museum, with general appen- 

dices, nnd for printing Inbels and blanks, and for the Bulletins and 

Proceedings of the National Museum, the editions of which shall not 

excen! 4,000 coples, and binding, in half morocco or material not more 

expensive, sclentifie books, and pamphlets presented to or ncquired 

by the National Museum Mbrary....-......___.___.__._____.____ #47, Wo 
For the annual reports and Bulletins of the Bureau of American Eth- 

nology and for miscellaneous printing and binding for the bureau_.__._—s« 71, O00 
For miscellaneous printing and binding: 


International Exchanges. 20) 
International Catalogue of Scientific Literuture www 1) 
National Zoological Park... ea] 
Astrophysical Obaervatory____._____._.___.____._._.. ee 2M) 


For the annual report of the American Historical Association..ttmnnn T, 000 
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Committee on printing and publication—All manuscripts submit- 
ted for publication by the Institution or its branches have, as usual, 
been referred to the Smithsonian advisory committee on printing and 
publication. During the year 18 meetings were held and 96 manu- 
scripts examined and passed upon. The personnel of the committee 
was as follows: Dr. Leonhard Stejneger, head curator of biology, 
National Museum, acting chairman; Dr. C. G. Abbot, director of the 
Astrophysical Observatory; Dr. Frank Baker, superintendent of the 
National Zoological Park; Mr. A. Howard Clark, editor of the Smith- 
sonian Institution, secretary of the committee; Mr. F. W. Hodge, 
ethnologist in charge of the Bureau of American ethnology; and 
Dr. George P. Merrill, head curator of geology, United States 
National Museum. 


LIBRARY. 


The accumulation of o scientific library has always been an im- 
portant phase of the Institution’s work in the “ increase and diffusion 
of knowledge,” and the collection has increased in size from year to 
year until at present it numbers well over half a million titles. The 
accessions of the year aggregated about 13,000 books and pamphlets. 

The main Smithsonian library is assembled in the Library of Con- 
gress and is known as the Smithsonian deposit. In addition the 
Institution maintains the Smithsonian office hbrary, the National 
Museum library, the library of the Burean of American Ethnology, 
the Astrophysical Observatory library, and the National Zoological 
Park library, besides some 85 specialized sectional libraries main- 
tained in various offices for the use of the scientific staff of the Insti- 
tution and its branches. The Smithsonian office library contains a 
collection of books relating to art, the employees’ library, and an exten- 
sive aeronautical library. This collection of aeronautical works has 
been notably increased by additional gifts from Dr. Alexander 
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Graham Bell, consisting of 33 books and 37 portfolios of periodicals, 
and by a number of reference works from the library of Major 
Baden-Powell. 

The National Museum library received 4,540 accessions, among 
them 207 titles contributed by Dr. William Healey Dall to his col- 
lection of works relating to mollusks; and the scientific library of 
Dr. Theodore Nicholas Gill, numbering about 3,000 volumes, pre- 
sented to the Institution by his brother, Mr. Herbert A. Gill, which 
is a valuable addition to the natural history series, especially in 
ichthyology. 


INTERNATIONAL CONGRESSES AND EXPOSITIONS. 
SECOND PAN AMERICAN SCIENTIFIC CONGRESS. 


The Second Pan American Scientific Congress, which held its ses- 
sions in Washington from December 27, 1915, to January 8, 1916, 
was the fifth of a series of scientific congresses, the first three of 
which included only the Latin American countries. At the first 
strictly Pan American Congress, held in Peru in 1908, in which the 
United States was invited to participate, it was unanimously voted 
to hold the next meeting in Washington. The congress held its 
inaugural session at 10 a, m., December 27, at Memorial Continental 
Hall, and business sessions and social affairs were arranged for every 
day thereafter until January §. The following are the sections into 
which the congress was divided: 

L. Anthropology, 

II, Astronomy, Meteorology, and Selsmology. 

IIL. Conservation of Natural Resources, Agriculture, Irrigation, and Forestry. 

IV. Exluention. 

¥. Engineering. 

VI. International Law, Public Law, and Jurisprudence. 

VIL. Mining and Metallurgy, Economic Geology, and Applied Chemistry, 

VIIL. Public Health and Medical Science. 

TX. Transportation, Commerce, Finance, and Taxation. 

At the meetings of these sections a great number of papers of 
scientific and economic importance were read. | 

The Institutjon proper was represented in the congress by your 
secretary and Prof. W. H. Holmes, head curator of anthropology 
United States National Museum, a8 delegates. Of the branches of 
the Institution, the Bureau of American Ethnology Was represented 
by the ethnologist in charge, Mr. F. W. Hodge, and Dr. J. W. 
Fewkes, delegates; and the Astrophysical Observatory by Dr. C. G, 
Abbot, delegate, and Mr, F. E. Fowle, alternate. A reception was 
held for the Latin American delegates by the Board of Regents and 
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the Secretary of the Institution in the new building of the National 
Museum on the evening of December 29. 

This highly snecessful and important congress was attended by 
approximately 100 official delegates from the 21 American Republics, 
and 60 by special invitation, or representing societies or universities. 
The United States was represented by approximately 1,000 unofficial 
delegates or members. 
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AISETEESTH TA TERESATIONAL CONGEESS OF AMERICANISTS. 


The Nineteenth International Congress of Americanists, which 
was to have been held at Washington on the invitation of the Smith- 
sonlan Institution in October, 1914, was postponed on account of 
the war in Europe until « more favorable time for an international 
gathering. When it became evident that a fully attended meeting 
wonld be out of the question in the near future, it was decided to 
hold the congress in affiliation with the section of anthropology of 
the Second Pan American Scientific Congress and jointly with the 
American Anthropological Association, the American Folk-Lore 
Society, the American Historical Association, and the Archaeologi- 
eal Institute of America. In consequence the date of the meeting 
was definitely fixed for December 27-31, 1915. 

Mr, John W. Foster, ex-Secretary of State, former minister to 
Mexico and Russia, ex-president of the Washington Society of the 
Archaeological Institute, ete., served as president of the congress. 
The honorary presidents were the Secretary of the Smithsonian In- 
stitution; Mr. Clarence B. Moore, of Philadelphia; and Prof. 
William H. Holmes, of the National Museum. Mr. Clarence F. 
Norment, of Washington, served as treasurer, and Dr. Ale’ Hrdlitka, 
of the National Museum, as secretary of the Congress. There was 
a long list of honorary vice presidents, a general (honorary) com- 
mittee, associate foreign secretaries, and an organizing committee 
(with the Secretary of the Smithsonian Institution as chairman). 

Official representatives of foreign Governments were in attendance 
from Austria, Chile, Cuba, Germany, Great Britain, Greece, Guate- 
mila, Nicaragua, Peru, Russia, Sweden, and Uruguay, and about 
100 official delegates from various learned societies and universities 
in the United States and foreign countries. 

The headquarters of the congress were at the National Museum, 
and most of the sessions were held there. 

Nearly 100 papers relating to the study of somatology, arche- 
ology, ethnology, folklore, history, and linguistics were read at the 
sessions of the congress, among them papers by several members of 
the staff of the Bureau of American Ethnology and of the National 
Museum. 
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‘Only a very smal! allotment was allowed the Smithsonian Institu- 
tion and its branches from the congressional appropriation for Gov- 
ernment exhibits at San Francisco in 1915. It was possible, how- 
eyer, to make a small display chowing in a general way the scope and 
activities of the Institution, and an ethnological exhibit illustrating 
the characteristics and culture status of typical primitive peoples. 
The exhibits were located in the Liberal Arts Palace, covering a floor 
space of about 6,000 square feet. 

The exhibit of the Institution proper consisted of a series of photo- 
graphs of its founder, James Smithson, the four secretaries, pictures 
of the building and departments, and a complete set of its publien- 
tions. There was also displayed an exact reproduction of the 
Langley experimental steam flying machine which performed the 
epoch-making flights over the Potomac River, May 6, 1806, together 
with photographs taken at the time. Langley’s success as a pioneer 
in aviation Was commemorated on the Column of Progress at the 
exposition (pl. 1) by a tablet with the following inscription: 





“ To commemorate sclence'’s gift of aviation to the world through Samuel Pier- 
| pont Langley, an American. 

The principal exhibit by the National Museum dealt with eth- 
a | nology, or the scientific study of the races of men, their origin, distri- 
c bution, relations, and culture, It included four family lay-figure 
; groups, the Eskimo of Alaska. the Dyak of the East Indies, the 
by Zulu-Kaffir of South Africa, and the Carib of South America; also 
: rillage groups in miniature illustrating the houses and house life of 
y various peoples, together with cases of specimens relating to the 
primitive arts and industries. 

‘The remaining departments or branches of the Institution, includ- 
. ing the International Exchange Service, the Bureau of American 
Ethnology, the Astrophysical Observatory, the Zoological Park, the 
: Hodgkins fund, the Aerodynamical Laboratory, and the Regional 
Bureau of the International Catalogue of Scientific Literature, were 
represented by charts, photographs, maps, instruments, and publi- 
cations illustrative of their various functions. 

Mr. W. de C. Ravenel, administrative assistant of the United 
States National Museum and secretary to the exposition board, acted 
as the representative of the Smithsonian Institution and its branches, 
with the assistance of Dr. Walter Hough, curator of ethnology, 
United States National Museum. | 

The exhibits were enumerated in detail in a descriptive catalogue 
of 120 pages. 
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The family groups illustrated the most effective museum method 
of presenting ethnological material. The catalogue describes the 
groups as follows: 


The Eskimo family group comprises seven life-size fzures clad in the native 
costumes and colored according to life, engaged in the usonl summer vocations 
find amusements. At the left «1 woman Is cooking meat in a primitive pottery 
vessel, and another woman Is putting dried fish In the storehouse. In the hack- 
ground a man with o sinew-backel bow is watching a youth practicing with his 
sling. On the right another mun is seated on the ground cafving a wooden 
dish with a curved knife, and two little girls are playing with their native toys, 
The structure in the back of the cage ls 0 representation of the storehouse 
commonly used by the western Eskimo, The dwelling groups show the houses 
to be dome-shaped, made of earth piled over a cobwork of timbers erected in 
an excavation in the ground. In the summer 0 passagewuy gives cotrance, but 
ln the winter «a tunnel is built. A bench on which the people sleep runs nround 
the wall on the Inside of the house. The cooking within the dwelling Is done 
In a pottery vessel suspended over o lamp. 

The group representing the Zulu-Kaffir and Bantu tribes, which lve in the 
Beminrid southern extremity of the African continent, depicts the natives as 
physically strong and energetic and not 60 dark os the true negro. This race ig 
superior in military and social organizations and compares favorably in the 
arts and industries with other African families. The croup shows a section of 
© house with a doorwny, a flrepluce on which o woman [s cooking mush, a 
womnin dipping beer from a large pottery jar, 1 woman from the field with a 
hoe, a water carrier with a jar on her head, a man playing a marimba or 
sylophone, and a boy driving a goot. The notives ore represented as they 
existed some years ago, before they were affected by contact with the white 
man. Other cases include models of the native African dwellings and examples 
of the handiwork of these people, an interesting feature of which Is the primi- 
tive lronwork In which many African tribe: were highly skilled. 

The next group tnkes the exposition visitor from Africa across the Atlantic 
to northern South America, where dwells the Corib in the forested troplenl 
interior of British Guiana. Some of the tribes of this great race hove only 
recently been visited by white men. Here is to be seen a Carib warrlor with 
his blowgun, a wommn and o child squeezing cossava in o primitive lever 
press, another woman decorating a tree gourd with chnracteristle Interlocking 
designs, and a child playing with o pet parrot. A hammock swung between two 
house pasts represents the form of bed In general wee in nnelent as well as 
modern Latin Americn. Among the articles manufactured by these natives 
examples of ceremonial objects and articles of personnal adornment ore ex- 
hibited, Including headdresses, earrings, belts, orm bands, necklaces, and enpes. 

A fourth family group represents the Dyaks of the Island of Borneo, They 
are expert house and boat builders ond skilled In the we of the bloweun. 
Rice, sago, tropical fruits, monkeys, wild pigs, and other game, yield them 
subsistence. The men are warlike, and are still, to some extent, head-hunters, 
thelr wenpons belng spears, short swords, and blowguns with polson-tipped 
darts. The Dynak family group is represented on the porch of o communal 
house, carrying on varlous occupations. A womnn ls pounding rice in «a woolen 
while another is represented os bringing in « basket of rice on her 
back, o third is making a busket, o man armed with « boyoneted blowgun is 
approaching with a freshly killed monkey, and two children are shown playing 
cat's cradle, 2 popular native game. 
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“The museum exhibits also included a series of objects illustrating 
the development of six kinds of implements and appliances of the 
arts—apparatus for fire making, the jackknife, the suw, the spindle, 
the shuttle, and the ax. Pictures of other exhibits in biology, geol- 
ogy, and unthropology in the Nationa] Museum were shown by a 
* stereomotorgraph ” machine. 

The Smithsonian Institution was awarded a grand prize, under 
the head of scientific investigation, for the collective exhibit by the 
Institution proper, the Bureau of American Ethnology, the Museum, 
the Astrophysical Observatory, and the Bureau of International 
Catalogue of Scientific Literature; a grand prize for the balloon 
pyrheliometer designed and exhibited by the Astrophysical Observa- 
tory; a gold medal for the “Group of elk” shown by the Museum; 
and a silver medal for investigations for the betterment of social 
and economic conditions. The balloon pyrheliometer, as its name 
implies, is an instrument for measuring the heat of the sun. It is 
earried aloft by a pair of rubber balloons until one of them bursts, 
when it gradually descends to the earth, supported by the other. 
Records have thus been obtained at heights of over 9 miles. 


PANAMA-CALIFORNIA EXPOSITION AT SAN DIEGO, 


Although no appropriation was made by Congress for exhibits 
at San Diego in 1915, it was possible for the Institution, through 
cooperation with the exposition authorities, to arrange an interesting 
exhibit of physical anthropology and one illustrating American 
aboriginal industries. These exhibits were described in my report 
of last year. 

At the close of the San Francisco Exposition a number of the 
Smithsonian exhibits were transferred to San Diego, this fair having 
heen extended over another year. These exhibits were located in the 
Science of Man Building, and included four large eases containing 
the family groups of natives from different quarters of the globe, as 
described above, and some cases containing specimens of their arts 
and industries, together with several small family dwelling eroups, 


NATIONAL MUSEUM. 


The report of Assistant Secretary Rathbun, appended hereto, re- 
views in detail] the operations of the National Museum, The total 
number of new specimens acquired was 243,733; about one-half per- 
tained to the department of zoology, about one-third were botanical 
and paleontological, and the rest were additions to the unthropo- 
logical! and other collections. Among the ethnological additions 
of special interest may be noted a series of costumes, weapons, 
and utensils from British Guiana; many objects from Celebes, 
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Borneo, and the Philippines; and a large collection from aboriginal 
mounds and ruin sites in Utah, To the division of American his- 
tory the additions included china and glassware and other objects 
once the property of General and Martha Washington. The memor- 
ials of Gen. Sherman, which had long been in the custody of the 
Museum, have now been presented by his son, Hon. P. Tecumseh 
Sherman, and the Cromwell collection of 20,000 domestic and for- 
eign postage stamps, deposited some years ago, became the absolute 
property of the Museum on the death of Mr. Cromwell in Septem- 
ber, 1915. 

To the interesting collection of historical costumes there have been 
added costumed figures representing four hostesses of the White 
House, Mrs. James Monroe, Mrs, John Quincy Adams, Mrs. Abraham 
Lincoln, and Mrs. James R. McKee. 

By the will of Dr. Shepard there was bequeathed an important 
collection of meteorites which had been in the possession of the 
Museum for a number of years. 

In the department of biology the additions were representative of 
many parts of the world, including mammals, birds, and reptiles 
from Celebes and Borneo, collected through the long-continued gen- 
erosity of Dr. W. L. Abbott; and like collections from Siam, Kash- 
mir, northern China, and Mancbara Part of the results of the 
Smithsonian biological survey of the Panama Canal Zone was a 
collection of about 18,000 fishes. The Carnegie Institution of Wash- 
ington deposited some §,000 botanical specimens gathered by Dr. 
J. N. Rose in Brazil and Argentina. 

Mr. Rathbun enumerates many other interesting objects recently 
received, particularly those pertaining to the industrial arts, a depart- 
ment which has been very greatly developed since the removal of the 
natural history exhibits to the new building, yet the proper installa- 
tion of series illustrating the many branches of the arts and indus- 
tries is already seriously hindered through lack of space. It is in 
this department in particular that the Museum manifests one of its 
principal functions. The exhibits are so selected and so installed as 
to teach visitors how things are made and what they are made of, 
and not so much who makes the best articles or how they should be 
packed to meet the demands of trade. And yet while these collec- 
tions first of all educate the public they also teach the manufacturer 
and therefore are of decided economic importance. One of the lead- 

ing New England manufacturers not long since, while examining 
the exhibits in his own industrial line, remarked, “this helps 
business.” 

I can not too strongly urge the need of still greater advancement 
in this department of Smithsonian activities. The time is fast ap- 
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proaching when there should be constructed in the Smithsonian 
reservation another new building, a Museum of Industrial Arts. 
The collections are here and in many respects they surpass similar 
collections in Europe or elsewhere. The splendid new building in 
which the natural history collections are now so adequately housed 
has offered opportunity for the development of that department 
beyond the highest expectations. Like progress could be made witha 
Museum of Industrial Arts. European countries have such struc- 
tures, one is needed here in Washington. It is an economic question. 
Commercial museums have their place for developing trade and 
ecommerce, and are of much value for such purpose, but the develop- 
ment of the artistic taste of the public through an educational 
Museum of Industrial Arts is of even greater importance, It would 
stimulate inventive skill and advance every art and every industry, 
The exhibits illustrating textile industry and mineral technology in 
particular are very complete, consisting of specimens of raw mate- 
rials, machinery used in manufacture, and the finished products. 

To the National Gallery of Art there has been added a collection 
of &2 drawings in pencil, pen, etc., by contemporary French artists, 
a gift from citizens of France to the people of the United States; 
also an oil painting of Abraham Lincoln, by Story, the gift of Mrs. 
FE. H. Harriman. The paintings in the National Gallery collection 
are of much popular interest and of great artistic and intrinsic value, 
but they are crowded in temporary quarters in a building designed 
for purposes other than a gallery of art. 

During the last year Mr. Freer made 535 additions to his collection, 
including 28 paintings and sculptures by American artists, and over 
500 oriental objects consisting of paintings, pottery, bronzes, and 
jades. The entire collection now aggregates about 5,346 items. 

The auditorium in the new building has been the meeting place of 
a number of scientific bodies and of international congresses: and in 
the foyer opportunity was offered for several special exhibitions. 

In cooperating with schools and colleges there were distributed 
come 7,000 duplicate specimens of minerals, fossils, mollusks, and 
ather objects, classified and labeled for teaching purposes. , 

The number of visitors to the new building averaged 1,012 on week 
days and 1,240 on Sundays. 


BUREAU OF AMERICAN ETHNOLOGY. 


_ The Bureau of American Ethnology is under the direct charge of 
Mr. I’. W. Hodge, whose detailed report is appended hereto. The 
operations of the bureau include field work and special researches 
pertaming to the American Indians and the natives of Hawaii. 
With the cooperation of the Museum of the American Indian, Heye 
Foundation, the Nacoochee mound in Georgia was excavated and 
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proved to have been used both for domicile and for burial purposes. 
In the mound were found a large number of smoking pipes and a 
great amount of broken pottery, In New Mexico, also in cooperation 
with the Museum of the American Indian, plans were made for 

excavating the historic pueblo of Hawikuh in the Zufii Valley south- 
west of Zui pueblo. Among the most interesting field operations 
during the year were those by Dr, Fewkes in the Mesa Verde 
National Park, Colo., where he unearthed a type of structure archi- 
tecturally different from any hitherto found in the Southwest. The 
excavation was carried on under the joint auspices of the bureau 
‘and the Department of the Interior, and the building, which Dr, 
Fewkes has named the Sun Temple, is described in a pamphlet 
published by that department. The Sun Temple is a large D-shaped 
structure, the longest wall of which measures 131 feet T inches: The 
walls are 2 to 5 feet in thickness and show structural qualities that 
compare favorably with any building of this type north of Mexico. 
Dr. Fewkes is of the opinion that though the building was used pri- 
marily as a place of worship, it was intended also for a place of 
refuge in case of attack. 

In the Northwest, investigations were continued by Dr. Frach- 
tenberg on the languages, history, and traditions of the various 
Indian tribes of Oregon and Washington. In connection with this 
work it is interesting to note that in revising some manuscript mate- 
rial Dr. Frachtenberg secured the assistance of the last surviving 
member of the Atfalati tribe of the Kalapuya Indians. 

A. number of special researches have been in progress during the 
year, among them research work by Dr. Franz Boas in connection 
with the completion of part 2 of the Handbook of American Indian 
Languages. Through the liberality of Mr. Homer E. Sargent, of 
Chicago, work has been well advanced on an extended study of the 
Salish dialects, as well as on a study of Salish basketry, which it is 
intended to describe in an illustrated memoir. Part 1 of the Hand- 
book of American Antiquities by Prof. W. H. Holmes was in type 
at the close of the year, and the preparation of part 2 was well under 
way. 

The study of Indian music by Miss Frances Densmore, which has 
attracted considerable attention among musicians, has been continued 
during the year, chiefly among the Mandan and Hidatsa Indians in 
North Dakota. A number of ceremonial and war songs were re- 
corded phonographically and a new phase of the work was under- 
taken, consisting of testing the pitch discrimination of the Indians 
by means of tuning forks. There was in press at the close of the year 
i bulletin by Miss Densmore entitled “Teton Sioux music.” 
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- The publications of the bureau issued during the year comprise 


two annual reports with their accompanying papers, and two bulle- 
tins. In press or in preparation at the close of the year were three 


annual reports and fiye bulletins, The bureau library was enriched 


by the addition of 1,078 volumes, among them 20 volumes of Bibles 


and portions of the Bible in American Indian languages, 
INTERNATIONAL EXCHANGES. 


The total number of packages of governmental and other doeu- 
ments handled by the International Exchange Service during the 


a year was 201,025, an increase of 25,969 over the previous year. This 


figure, however, still shows a decrease as compared with the total 


handled in 1914, owing to the sugpension of shipments to 10 countries 


involred in the European war. Efforts have been made to resume 
shipments to certain of these countries, which have met with some 





. of success in the case of Germany and Russia. 


The Exchange Service has continued its policy of international 
helpfulness by assisting governmental and scientific establishments 
to procure publications especially desired both in this country and 
abroad. One instance showing the value of this policy may be cited. 
The Pan American division of the American Association for Tnter- 
national Conciliation, of New York, wished to assemble a collection 
of several thousand volumes of North American origin for presen- 
tation to the Museo Social Argentino at Buenos Aires. Through the 
Exchang Service the matter was brought to the attention of the 
proper establishments and several hundred governmental and other 
publications were received for the proposed collection. 

The number of sets of United States governmental documents sent 
through the Exchange Service to foreign countries has been reduced 
from 92 to 91, owing to the discontinuance of shipments to the gov- 
ernment of Bombay at the request of that government, | 


NATIONAL ZOOLOGICAL PARK 


The National Zoological Park‘is becoming each year a greater and 
greater attraction to the public, and as its collections increase so does 
its value become of more importance as a source of information to 
the zoologist in his study of animal life. 

There is now in the park a total of 1,388 individual animals, rep- 
resenting 360 species, as shown by the detailed census in the report 
of the superintendent. 

' Among the recent accessions may be mentioned HT pair of young 
lions, a pair of Siberian tigers, a great red kangaroo, several mon- 
keys, and a number of interesting birds, but the newly acquired ani- 
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mal that seems most popular is a male chimpanzee, about 4} years 
old, from the forests of French Congo. 

The number of visitors during the past year was 1,157,110, as com- 
pared with 794,530 in the year preceding. This included 161 schools, 
classes, etc., numbering §,679 individuals, 

Recent improvements include the construction of « hospital and 
laboratory building and the grading of some ridges and gullies to 
secure additional building sites and paddocks for the deer and other 
large animals. 

As mentioned in previous reports an appropriation was made in 
1913 for the purchase of several acres as an extension to the western 
boundary of the park, but legal proceedings and complications inci- 
dent to adjustment of values and benefit assessments caused such 
delay that the appropriation, not being «a continuing one, lapsed on 
June 30, 1915, and Congress has failed to renew the allotment for this 
much desired improvement. 

Many important needs are urged by the superintendent, come of 
which I have mentioned year after year. One of these is an aviary 
building for the birds now being housed in temporary quarters 
greatly deleterious to their health. Other needs area building for the 
elephants, hippopotami, and similar animals; an ape house; a reptile 
house; a pheasantry; an ostrich house; an aquarium: and an insect- 
ary; also a gatehouse and a permanent boundary fence. 


THE ASTROPHYSICAL OBSERVATORY. 


Observations of the solar constant were continued at Mount Wil- 
son, Cal, from July to October, 1915, and were begun again in 1910. 

During the year there was published the results of solar-constant 
observations made under. Prof. Pickering’s direction at. Arequipa, 
Peru, since August, 1912, with a silver-disk pyrheliometer lent by 
the Smithsonian Institution. ‘These observations confirm the vari- 
ations of the sun observed at Mount Wilson. An interesting feature 
of the Arequipa observations was the fact that the volcanic eruption 
of Mount Katmai in 1912, which produced a great deal of dust over 
the northern hemisphere, apparently had no effect on the atmosphere 
south of the equator. 

The results of observations at Mount Wilson in 1913 and 1914 on 
the distribution of radiation along the diameter of the sun's disk 
were published during the year. It is thus shown that the average 
distribution over the disk varies from year to year as well as from 
day to day. 

Observations have been continued on the transmission of rays of 
great wave length through long columns of air, which it is expected 
will be of much interest in studying the earth’s temperature as 
dependent on radiation toward space. 
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After several years of experimenting the Astrophysical Observa- 





| * ‘tory has constructed an instrument called the pyranometer, designed 


for measuring the intensity of sky light by day and of radiation 
outward toward the sky by night. A full account of this instrument 
has been published in pamphlet form. The pyranometer may prove 
of advantage in botanical investigations in forests and greenhouses, 
since it ean measure radiation in deep shade as well as in the full sun, 
_ The Institution has made on allotment from the Hodgkins fund 
for carrying on solar-constant work at some suitable place in South 
America. Throughout the year, for several years, it is intended to 
continue observations at Mount Wilson in California and at the 
South American station with « view to determine the dependence of 
the earth’s climatic conditions on the sun’s variation of radiation. In 
addition to his solar-constant work the director of the observatory 
has given considerable attention to experiments at Mount Wilson 
with solar cooking apparatus “comprising ovens heated by oil under 
gravity circulation maintained by heat collected by a concave eylin- 
dric mirror of about 100 square feet surface.” These experiments 
were not concluded at the close of the year. 


INTERNATIONAL CATALOGUE OF SCIENTIFIC 
LITERATURE. 


The International Catalogue of Scientific Literature, the United 
States bureau of which is administered by the Smithsonian Institu- 
tion, was organized in 1901, and since that date 17 volumes of refer- 
ences to scientific literature, one for each of 17 branches of science, 
have been published each year. During the past year 24.160 classi- 
fied references to American scientific literature were prepared by the 
United States bureau, bringing the total number of references to the 
literature of this country since the inception of the catalogue up to 
_ As stated in last year's report, the war in Europe caused consid- 
erable financial embarrassment to the publication of the catalogue 
owing to the impossibility of collecting subscriptions from several of 
the countries involved. The generosity of the Royal Society of Lon- 
don in making up this loss of income made possible the publication 
of the thirteenth annual issue, and this year a request was made for 
assistance from the United States, Your secretary succeeded in in- 
and through the generous aseistance of that establishment it was 
made possible to publish the fourteenth annual issue. 

‘The value to science of this catalogue is universally recognized ,and 
it is the opinion of scientists everywhere that any lapse in its publi- 
-eation would be a real calamity, as shown by the action of the Inter- 
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national Council of the Catalogue in voting to extend the work to at 
least 1920. 
NECROLOGY. 


_ James Burrill Angell, doctor of laws, died April 1, 1916. He had 
been a regent of the Institution for a quarter of a century, from Janu- 
ary 19, 1887, to January 15, 1912, when he resigned on account of 
age and inability longer to attend meetings of the board. He was 
born at Scituate, R. I., January 7, 1529, and through his long life as 
a journalist, an educator, and a diplomat he served his country faith- 
fully in many positions of honor and trust. 

He began his career as a professor of modern languages at Brown 
University, was a journalist during the period of the Civil War, 
president of the University of Vermont 1866-1571, president of the 
University of Michigan 1871-1909, United States minister to China 
1880-1882, and minister to Turkey 1897-98, and served on several 
important treaty commissions. In accepting his resignation as 
regent in 1912 the board recorded its appreciation of his long and 
oes service to the Smithsonian Institution, 








Cartes D. Wancorr, Secretary. 
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APPENDIX 1, 
REPORT ON THE UNITED STATES NATIONAL MUSEUM. 


Sim: I have the honor to submit the following report on the opera- 
tions of the United States National Museum for the fiscal year end- 
ing June 30, 1916: 


INTRODUCTORY. 


Seventy years ago Congress first definitely recopnized the national 
collections and directed their segregation and preservation under 
the custody and supervision of the Smithsonian Institution in the 
building to be erected for that establishment. By 1850 arrange- 
ments had been sufficiently perfected to justify the appointment of an 
assistant in charge of museum matters and to begin the acquisition 
of natural-history specimens, but it was not until 1858 that the 
extensive collections which had previously accumulated at the 
Patent Office could be accepted. With an influx of material rela- 
tively os phenomenal as in more recent years, the Museum rapidly 
spread beyond the boundaries originally assigned to it and by 1875 
was practically in possession of all parts of the Smithsonian building 
not required for the offices of the parent institution. But even so, 
there was a condition of great congestion from which relief was 
only obtained in 1881, the year of the completion of the second 
building. Though specially designed for displaying the many im- 
portant donations in numerous branches of the industrial arts from 
the Centennial Exhibition of 1876, the latter had also to serve for 
the overflow in natural history, a combination which fully taxed 
its capacity in less than three years. Then followed nearly three 
decades during which about as much material was assembled in 
outside storage as found lodgement within the two structures. 

The problem as regards the departments of natural history was 
solved when the new large granite building was made ready for 
occupancy in 1911, except that it lacked accommodations for the 
division of plants, or National Herbarium. As the depository for the 
Department of Agriculture and other establishments conducting 
extensive botanical explorations, this branch of the Museum has 
about outgrown its provisional quarters in the Smithsonian building, 
and its future requirements should not long go unheeded. 

35 
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The most serious phase of the situation now confronting the Mu- 
seum, however, results from the wholly inadequate facilities for sys- 


tematically developing the collections illustrative of the industrial 


arts. Comprehended under the fundamental act, partly organized in 
T1880, greatly enriched from the Philadelphia exhibition of 1876, and 
with a steady growth through all subsequent years, this important 
department, whose principal sim is popular education on technical 
lines by means of exhibits visualizing conditions and processes as 
well as products, is filling to such an extent every foot of available 
Space that the halls present rather the appearance of gross storage 
than of orderly and classified arrangement. Public sentiment, @x- 
pressed through many channels, demands better progress than here- 
tofore in carrying out the purposes of this department, but the 
difficulties in the way are by no means confined to limitations of 
space, since the more immediate embarrassments arise from an 
insufficiency of funds for employing the necessary skilled assistants 
required for working up and preparing the exhibits, which includes 
the construction of many models. 

_ The department of the fine arts is even more poorly provided for 
than any of the other Museum branches, as it is occupying borrowed 
space which is already so crowded as seemingly to forbid further 
contributions, and while this condition lasts thera can be little 
hope for advancement, There is, however, one bright feature to 
mention in this connection—the decision to immediately begin the 
erection of the building for the Charles L. Freer collections of 
American ond oriental art, the plans showing a beautiful granite 
structure, the completion of which will bring to the Institution much 
the largest donation it has ever had, one of the most notable gifts 
of its character in the world’s history. Put to no expense for either 
building or collections, it is hoped that the example set by Mr. Freer 
will lead to more liberal consideration on the part of the Govern- 
ment of the needs of the National Gallery of Art, for which no ap- 
Propriations of any kind have ever yet been made. 

During the past year many valuable additions were made to the 
collections generally, new and instructive features were incorporated 
in the exhibition halls, and a wider public interest was stimulated 
through an exceptional number of meetings and of special exposi- 
tions of scientific and art objects held at frequent intervals in the 
eonvenient quarters provided for such purposes, 


COLLECTIONS. 
The total number of specimens acquired during the year was ap 
proximately 243,733. Received in 1,525 separate ac essions, they were 


classified and assigned as follows: Department of anthropology, 
20,493; zoology, 120,303; botany, 40,631: geology and mineralogy, 
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1,700; paleontology, 48,403; textiles, woods, and other animal and 
vegetable products, 2,304; mineral technology, 250; and the National 
Gallery of Art, 619. As loans for exhibition, 1,960 articles were also 
obtained, mainly for the Gallery of Art and the divisions of history 
and ethnology. Materia] for examination and report, consisting 
chiefly of rocks, ores, fossils, and recent animals and plants, was 
received to the extent of 1,036 lots. 

Anthropology—One of the most desirable ethnological additions 

was a series of costumes, Weapons, and utensils—excellent illustra- 
tions of the arts and industries of recently discovered tribes in the 
interior of British Guiana, collected by Mr. John Ogilvie. The 
aborigines of Celebes and Borneo were represented by many import- 
ant objects assembled by Mr. H. C. Raven and presented by Dr. W. 
L, Abbott: and those of the Philippine Islands by extensive and 
varied contributions, including weapons, musical rn 
baskets, costumes, etc., received from Mrs. Caroline E, Bates, Mr. 
E. H. Hammond, and the following officers of the United States 
Army, namely, Maj. Edgar Russel, Maj. W. 'T. Johnston, and Capt. 
J. R. Harris. Baskets, ornaments, and other articles of various 
Indian tribes of North America, were also given by Mrs. Bates; a 
number of rare and valuable objects from the Osage Indians were 
deposited by the Bureau of American Ethnology; interesting ex- 
amples of art and ethnologica from various parts of the world were 
presented by Miss Louise Salter Codwise; and costumes and imple- 
ments from the Blackfeet Indians and the Greenland Eskimo were 
likewise obtained. 
An extensive collection of archeological material from mounds and 
ruin sites in Utah, resulting from explorations by Mr. Neil M. Jndd 
for the Bureau of Ethnology, is of particular value in aiding to 
determine the distribution of Pueblo culture toward the north. 
Other accessions from America consisted mainly of artifacts, includ- 
ing many rare specimens, from several of the States, and of woven 
fabrics and pottery from Peru. A gift of Old World antiquities 
from Miss Codwise was composed principally of Egyptian scarabs, 
necklaces, and figurines, and Palestinian amulets, while a collection 
of prehistoric stone implements from Great Britain contained some 
choice specimens. 

The division of physical anthropology received many skeletons and 
skulls, in very complete condition, from Mr, Clarence B. Moore, who 
obtained them at “The Indian Knoll,” on the Green River, Ky.; 
and a similar collection from Mr. George G, Heye, secured during 
an exploration of old burial sites in Georgia and Tennessee. Es- 
pecially noteworthy was an excellent series of skulls and numerous 
other bones belonging to the period before the advent of the whites, 
procured in old burial caves in Hawaii by Mr. August Busck. 


Taso —sM 1916—4 











a0 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916. 


The more notable accessions in mechanical technology bore upon 
the subjects of the telephone and firearms. The American Tele- 
phone & Telegraph Co. contributed a set of instruments and of load- 

ing coils, with examples of line wire and glass insulators, used at the 
opening of the first telephone line between New York and San Fran- 
cisco on January 25, 1915, and also 's duplicate of the first instrument 
through which speech was transmitted electrically in Boston in 1875; 
while Dr. Alexander Graham Bell deposited his diplomas, cork fiestes 
2 award, and announcements of election to scientific societies, an 
teresting series of documents indicative of the many honors which 
save been conferred upon him. A gift from Mrs. Bates of much 
historical value included old military guns of European and Ameri- 
can manufacture, pistols and revolvers, a gun made in the Philip- 
pine Islands, two very fine bronze swiv el cannon, and several Toledo 
blades and other swords. 

Mr, Hugo Worch added three old American pianos to his munifi- 
cent donation of the previous year, and made a provisional deposit of 
four other instruments, three American and one of London make. 
The permanent acquisitions in ceramics consisted mainly of examples 
from some of the prominent potteries of the United States, but 
among the loans were specimens of porcelains from abroad and also 
of glassware, bronze, and brass, which are now exhibited in the 
ceramic gallery. 

Among the accessions in graphic arts were experimental apparatus 
and pictures illustrating progress and the several steps in the elec- 
trical transmission of photographs from one place to another, as 
also the development of the engraving machine called the akro- 
graph; «a Wells printing press; examples of the art of overlay in 
printing; samples of poster stamps and lithographs; and a number 
of fourteenth and fifteenth century manuscripts. The additions in 
photography included daguerreotypes, ambrotypes, and tintypes; a 
sepia print of a painting on carved wood by Rosselimo; and a series 
of prints of astronomical subjects from the Yerkes Observatory. 

American history.—The historical collections were increased to an 
axceptional extent by both gifts and deposits. Most prominent was 
fl loan by Mr. Walter G. Peter, a descendant of Martha Washington, 
of many objects of artistic and domestic interest once the property 
of General and Mrs. Washington at Mount Vernon, which richly 
supplement the Lewis collection long in the possession of the 
Museum. Mention can here be made of only a few of the articles, 
among which were a china portrait plaque of Washington designed 
by Richard Champion; a water-color portrait of him by William 
Thornton; two gold lockets containing locks of his hair; a gold 
watch of Mrs. Washington, the cover engraved with the Washington 
coat of arms; a child’s French dressing table of exquisite workman- 
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ship presented by Lafayette to the granddaughter of Mrs. Washing- 
ton, Martha Custis, who became Mrs. Thomas Peter; letters written 
to Mrs. Washington on the death of her husband; documents relat- 
ing to the settlement of her estate; and a number of fine examples 
of eighteenth century china and glassware. 

It is pleasing to note that the valuable loan collection of memorials 
of Gen. William Tecumseh Sherman, United States Army, with 
some additions, was given into the permanent keeping of the Museum 
during the year by his son, Hon. P. Tecumseh Sherman. From the 
widow and children of Maj. Gen. Henry W. Lawton, United States 
Volunteers, there was acquired as a gift un extensive series of objects, 
including a medal of honor from Congress, forming a significant 
reminder of the distinguished career of this officer in the Civil War, 
several Indian wars, and the Philippines. Important relics of Capt. 
Edward Trenchard, United States Navy (1784-1824), and of his son, 
Rear Admiral Stephen Decatur Trenchard, United States Navy, 
including two presents awarded to the former by acts of Congress, 
were received on deposit. There were also many other gifts and 
loans of notable personal and period relics, and the national societies 
of the Colonial Dames of America and the Daughters of the Ameri- 
can Revolution made interesting additions to their already extensive 
loan collections. 

By the death of Mr. David W. Cromwell, of New York, on Sep- 
tember 11, 1915, the splendid collection of nearly 20,000 domestic 
and foreign postage stamps, which he placed on permanent deposit 
in 1908, became the absolute property of the Museum. Among other 
additions in philately, including stamps, stamped envelopes, and post 
ecards, were 1,565 new foreign and 269 new domestic issues, received 
from the Post Office Department. 

The collection of historical costumes was enriched to the extent of 
562 articles, nearly all of which were loans. To the series of cos- 
tumed figures representing hostesses of the White House four were 
added, namely, Mrs. James Monroe, Mrs. John Quincy Adams, Mrs. 
Abraham Lincoln, and Mrs. James R. McKee. 

Biology—In the accessions of vertebrate animals the Asiatic 
region was especially well represented, and many genera and species 
new to the collection were obtained. The name of Dr. W. L. Abbott 
remnins conspicuous in this connection through three contributions. 
The first, composed of material gathered under his direction and at 
his expense in Celebes and Borneo by Mr. H. C. Raven, consisted of 
465 mammals, 869 birds, and a number of reptiles and batrachians. 
The second, presented jointly with Mr. C. B. Kloss, contained 197 
mammals and 133 birds, besides reptiles and batrachians Siam; 
while the third was n series of 183 mammals from Kashmir, British 
India. The Celebes and Siam specimens are especially important, 
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hoth as coming from localities not hitherto represented in the Mu- 


seum and as supplementing the existing large collections from the 


related faunal regions of the Malay Peninsula, the Philippine 
Islands, and Borneo, From northern China and Manchuria was re- 
ceived a valuable series of mammals, birds, and reptiles, the results 
of further field work by Mr. Arthur de C. Sowerby. Obtained by 
Mr. Copley Amory, jr., during a collecting trip to the little-known 
Kolyma River region of northeastern Siberia and presented by him, 
were 865 mammals and 243 birds, besides a number of nests and eggs 
of the latter. 

Additional mammals were received from Baluchistan through ex- 
change with the McMahon Museum at Quetta and from East Africa 
as a gift from Mr. Elton Clark. The most important accessions of 
reptiles, butrachians, and fishes consisted of the specimens obtained 
in connection with the Smithsonian biological survey of the Canal 
Zone by Mr. S. F. Hildebrand, Prof. S. E. Meek, and Mr. E. A. Gold- 
man, the number of fishes amounting to abot 18,000. An extensive 
collection of Peruvian fishes made by Dr. R. E. Coker in 1907 and 
1908 was presented by the Government of Peru, and another from 
South American localities was received from Indiana University in 
exchange. The Bureau of Fisheries deposited 1,242 specimens from 
Atbatross explorations in the Pacific Ocean. 

The receipts by the division of marine invertebrates were excep- 
tionally extensive. Twenty-seven separate collections were trans- 
ferred by the Bureau of Fisheries, a part of which had been worked 
up and described. They represented investigations by the steamer 
Albatross in the Pacific Ocean, by the steamers Fish Hawk and 
Bache and the schooner Grampus in the Atlantic Ocean and con- 
tiguous waters, and certain other inquiries. Of crustaceans there 
were about 15,000 specimens, of annelids about 1,000 specimens, of 
pteropod mollusks about 3.200 specimens, of starfishes nearly 150 
types, and of fresh-water mollusks about 1,000 specimens from the 
Mississippi River, besides very many unassorted lots of crustaceans, 
salpa, pyrosoma, and other groups. 

A very large number of miscellaneous invertebrates from the Dan- 
ish West Indies and about 5,000 specimens of land and marine mol- 
lusks from the Florida Keys were deposited by the Carnegie Institu- 
fion of Washington, while over 3,000 miscellaneous specimens from 
dredgings off the coast of Florida and about 7,000 land and fresh- 
water shells from Cuba were presented by Mr. John B. Henderson. 
An accumulation of samples of ocean bottom, filling nearly 11,000 
bottles, obtained by vessels of the Coast and Geodetic Survey dur- 
ing hydrographic investigations in the Atlantic and Pacific Oceans 
and the Gulf of Mexico, were transferred to the custody of the 
Museum. 
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The principal accessions of insects consisted of Lepidoptera and 
Diptera deposited by the Bureau of Entomology, of named species 
of beetles and Hymenoptera from Australia, and of types of new 
species presented by Prof. T. D. A. Cockerell. 

The division of plants received several large and important col- 
lections. The Department of Agriculture transferred over 6,600 
specimens, of which « considerable proportion were grasses Some 
8,000 specimens, representing the field work of Dr. J. N. Rose in 
connection with his cactus investigations in Brazil and Argentina 
during the summer of 1915, were deposited by the Carnegie Institution 
of Washington; and about 2,000 specimens secured by the Peruvian 
expedition of 1914-15 were presented by the National Geographic So- 
ciety and Yale University. Among other important accessions were 
specimens from the Philippines, Amboina, China, and Panama. 

Geology —During explorations in the Rocky Mountain region in 
the summer of 1915, Dr. Charles D. Walcott procured for the Museum 
in the Yellowstone National Park a large and well-selected series of 
the siliceous and caleareous sinters, including some masses of excep- 
tional size, native sulphur, silicified wood, sundry mineral specimens, 
and an extensive representation of volcanic rocks, intended in part 
for an exhibition of the geological features of that park. Among 
other important acquisitions were illustrations of the geology and 
mineral associations of the pegmatite deposits of southern California, 
and of the emerald mines at Muzo, Colombia; a number of scheelite 
specimens of more than ordinary interest from Utah; and an unusu- 
ally fine large specimen of secondary copper sulphate from the Sil- 
ver Bow Mine, Mont. The Geological Survey transferred examples 
of the nitrate deposits in Idaho and Oregon, and of potash-bearing 
salts and associated rocks from the vicinity of Tonopah, Nev.; and 
Dr. Joseph P. Iddings presented some fine specimens of the peculiar 
problematic bodies known as obsidianites and Darwin glass from 
Borneo and Tasmania, and an important series of phosphate rocks 
from Ocean and Makatea Islands. 

By the will of Dr, Charles Upham Shepard, who died early in 
July, 1915, the very important collection of meteorites belonging to 
him, which has been on deposit for a number of years, was bequeathed 
to the Museum; while from several other sources material represent- 
ing 32 distinct falls of meteorites in many different parts of the 
world was also acquired. 

The mineral collection received many additions, including excep- 
tionally fine specimens, examples of recent finds and several rare 
species, the largest accession, a deposit from the Geological Survey, 
consisting of about 300 specimens mostly illustrative of a report by 
Dr. W. T. Schaller on the gem minerals of the pegmatites of Cali- 
fornia. From the same Survey was also transferred a large amount 
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ore deposits of several districts and localities, described in recent 


| Of fossil invertebrates the Geological Survey made extensive con- 
‘tributions from the Tertiary of the Atlantic and Gulf coastal plain, 
the Cretaceous of New Mexico, and other formations and localities. 
Other important accessions were several thousand specimens of 
bryozoa and ostracoda from various parts of the world, a collection 
of Upper Cretaceous forms of special interest as containing types 
described long ago by Prof. T. A. Conrad, insects from the Floris- 
gaunt beds of Colorado, and types of new species of crabs. 

Most prominent of the additions in vertebrate paleontology was 
nearly complete skeleton of a large mastodon found near Winamac, 
Ind., which has already been mounted and placed in the exhibition 
hall. From the Koren expedition to the Kolyma River region of 
northeastern Siberia were received nearly 200 specimens, of which 
the most valuable is a fine skull of the Siberian mammoth, the only 
one of this northern form now in any American museum. Two col- 
lections of fossil plants, recently described, including the type and 
figured specimens, were transferred by the Geological Survey. One 
was from the San Juan Basin, N. Mex., the other from the Fox Hills 
formation, Colo. 

Textiles —In the division of textiles excellent progress was made 
in the acquisition and installation of new exhibits. Probably the 
most important was an extensive series of specimens, and of models, 
sections, and photographs of machinery from the American Thread 
Co., showing the manufacture of cotton thread in all its details, 
Other noteworthy accessions were two additional Jacquard machines 
for decorating textiles; further illustrations of the operation and 
work of the embroidery automats, of the manufacture of silk fabrics, 
and of the designing, weaving, and printing of silk upholstery and 
drapery materials; examples of Javanese batik work on cotton and 
silk, and of various patterns of motré silks; a demonstration of the 
successive stages in the production of painted cut velvet, called 
“Yuzen Birodo” by the Japanese; and samples of silk skein-dyeing 
and silk piece-dyeing and printing. 

The Japanese Commission to the Panamn-Pacific International 
Exposition contributed 100 commercial fabrics, including many kinds 
not produced in this country. The representation of American up- 
halstery and drapery fabrics and allied textiles of various materials 
and character of decoration was greatly increased and improved, and 
manufacturers continued to keep the collection supplied with novel- 
ties and new types and designs of dress fabrics as soon us they were 

‘brought out. Numerous excellent examples of the handicraft work 
done in the schools of the Philippine Islands were ulso obtained. 
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Wood technology.—In the recently organized section of wood 
technology there were many accessions of samples of important com- 
mercial woods and of illustrations of wood utilization, the public 
installation of which was about to be taken up at the close of the 
year. While the wood specimens, mostly in the form of large boards 
were intended primarily for practical educational purposes, a large 
proportion had been determined botanically, insuring for them a 
proper technical designation. 

The principal collection of wood samples, from the Philippine 
Islands, consisted of 110 pieces, representing 85 species, the duph- 
cates showing different characteristics as to grain and figure. In 
addition there were 16 pieces and 15 species from Argentina; 32 
specimens of various foreign woods highly prized for veneers and 
for cabinet. and furniture work, including the several important 
varieties which are imported into this country under the trade name 
of mahogany; 88 specimens of redwood from the Pacific coast, repre- 
senting a large range of patterns produced by the manufacturers and 
some of their better grades of plain lumber; and also examples of 
and ohia woods from Hawaii, Honduran mahogany, red gum, 
yellow poplar, white oak, and black cherry. 

Material received as part of an exhibit of the turpentine nga 
included three butt sections of longleaf pine from a comme 
pentine orchard, illustrating the manner in which gum for the dis- 
tillation of turpentine is obtained by the box, the cup and gutter, and 
the Forest Service methods, clearly showing the progressive improve- 
ment from the former wasteful to the modern economical processes. 
These were accompanied by samples of the gum, scrape, turpentine, 
and resin, and examples of the tools used, and, in addition, there 
was a model of a turpentine still of a pattern common to the long- 
leaf pine belt, in a setting typical of the region, some of the trees 
being boxed and others provided with cups and gutters, The utiliza- 
tion of wood was also illustrated by samples of dyewoods in the 
log, and a series of extracts from them, including logwood, Brazil 
wood, fustic, and quebracho; and by several series of specimens 
showing the materials and successive stages in the manufacture of a 
number of articles of common use, such as matches, tool handles, 
brushes, and sporting goods 

Of subjects other than textiles and woods, while no special efforts 
were made in their behalf, much desirable material was received, in- 
cluding agricultural products generally, foods, medicines, resins, 
models of fishing methods and boats, fishery products, etc. 

Mineral technology.—A. very realistic model of Trinidad Asphalt 
Lake and its environs, a series of colored transparencies and photo- 
graphic enlargements, and a complement of specimens typifying the 
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different forms of asphalt occurrence as well as the useful products 
prepared therefrom, constituted the most striking addition to the 
exhibits in the division of mineral technology. Next may be men- 
tioned a complete ore stope removed bodily, ore faces, timbering, 
chute, manway, and all accessories, from the Copper Queen Mine 
at Bisbee, Ariz. 

Among other important acquisitions were a model representing 
the layout of a Portland cement plant and the sequence of operations 
connected with the manufacture of cement; an industrial series of 
specimens covering the occurrence and uses of natural graphite, in- 
eluding a remarkable block of pure graphite weighing 250 pounds; 
a model reproducing the unique method of mining placer gravel for 
gold in the frozen north by a system of underground drifting or 
tunneling bedrock, with the ground thawed out in immediate advance 
of the tunnel by means of steam; and a model of a cyanide leaching 
plant showing admirably the method commonly employed in the 
extraction of gold from its ores where the meta! does not lend itself 
to simpler and more direct processes for its segregation. 





NATIONAL GALLERY OF ART, 


It is very gratifying to note that early in the year Mr. Charles L. 
Freer waived the condition attending his munificent gift of American 
and oriental art to the effect that the collection remain in his pos- 

‘session during his life, and expressed a desire that the erection of 
the building be taken up at the earliest possible moment. The sum 
required for this purpose, $1,000,000, also a donation from Mr. Freer, 
was turned over to the Institution in December, and the site and 
preliminary plans, both satisfactory to the benefactor, received later 
the approval of the Board of Regents of the Institution, and of the 

Federal Commission of Fine Arts. The site is the southwestern part 
of the Smithsonian reservation, at the corner of Twelfth and B 
Streets, S. W., and approximately two years will be required for the 
completion of the building, at the end of which time the transfer 
of the many precious objects to Washington may be expected to take 
place. The fact that the planning and the execution of the work of 
construction is in the hands of Mr. Charles A. Platt, of New York, 
insures their being carried out in an eminently satisfactory manner. 

Since the last report Mr. Freer has increased the extent of his 
lection to about 5,446 items by 535 additions, of which 25 ore 
paintings and sculptures by the American artists Tryon, Thayer, 

Metcalf, Murphy, and Saint-Gaudens; while the oriental objects, 
numbering 512, consist mainly of paintings, pottery, bronzes, and 
jades from China, Korea, and Japan. Mr. Freer announces con- 
siderable headway in the preparation of the final catalogues, on 
which a number of experts of wide repute are at work. 
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The National Gallery of Art also received during the year from 
the Department of State » most interesting collection of 82 draw- 
ings in pencil, pen, charcoal, chalk, crayon, and water color, executed 
by eminent contemporary French artists and presented to the people 
of the United States by the citizens of the French Republic as a token 
of their appreciation of the sympathetic efforts of American citizens 
toward relieving the distress occasioned by the European war. There 
should likewise be mentioned an oil portrait of Abraham Lincoln, by 
George H. Story, presented by Mrs. E. H. Harriman. 


MEERTINGS AND CONGRESSES. 


The auditorium and committee rooms in the new building were 
utilized to a much greater extent than in any previous year for 
scientific and art meetings, lectures, and other functions. Three of 
the local societies made the Museum their regular meeting place, 
among these being the Washington Society of the Fine Arts, which 
presented its customary three courses of lectures. Annual or special 
meetings were held by the National Academy of Sciences, the Mining 
and Metallurgical Society of America, the Society of American 
Foresters, the American Oriental Society, and the American Surgical 
Association. Lectures, singly or in short series, were given under 
the auspices of 10 of the science and art societies, and 6 receptions 
were held in connection with large gatherings of national and inter- 
national bodies. 

Among the special meetings there were several which merit dis- 
tinctive mention. The most important of these was the Nineteenth 
International Congress of Americanists which met from December 
97 to 31, in affiliation with Section I of the Second Pan American 
Scientific Congress, then also in session in Washington, the American 
Anthropological Association, the American Folk-Lore Society, the 
American Historical Association, and the Archaeological Institute 
of America. On the afternoon of February 9 a bronze tablet in 
memory of Prof. S. F. Baird as the instigator of the Federal fishery 
service, a contribution to the Bureau of Fisheries by 47 subseribers, 
was dedicated in the auditorium with appropriate ceremonies in the 
presence of a large assemblage. 

During the week of the safety-first exhibition, February 21-28, the 
auditorium was occupied on five days for lectures and discourses on 
the subjects comprehended by this notable display, nearly all of 
them being profusely illustrated, both motion pictures and lantern 
slides being used. The speakers, besides the Secretary of Labor and 
several assistant secretaries of departments, were all experts in the 
several bureaus represented. The exercises attending the centenary 
celebration of the organization of the Coast and Geodetic Survey, 
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rege auditorium on April 5 and 6, consisted of an exposition 

of the work of this, the first scientific service of the Government, by 
eminent authorities who had been invited to speak upon those phases 
of the Survey's activities with which they are best acquainted. 

‘The American Association of Museums held its eleventh annual 
‘meeting in Washington from May 15 to 18, and the American Federa- 
tion of Arts its seventh annual convention from the 17th to the 19th 

‘of the same month. While only one session of the former and none of 
the latter was held in the Museum, a reception was tendered to both 
on the evening of May 17, when an important loan exhibition of the 
Industrial arts was opened with a special view. 


SPECIAL EXHIBITIONS. 


The educational efforts of the Museum were most notably served 
by several large and important special exhibitions. Supplementing 
‘the arrangements for the meetings of the Congress of Americanists 
and affiliated societies during convocation week, an interesting 
installation was made of material relating to pertinent subjects. 

During the week of February 21-27 the foyer, with three of its 
communicating rooms, was occupied by one of the most remarkable 
and interesting Government exhibitions that has ever been assembled. 
Having as its theme the “ safety-first ” idea, it was participated in by 
®) bureaus, the American National Red Cross Society, and the Metro- 
politan police department, the activities of all of w hich are. primarily 
for or comprehend in s marked degree the safeguarding of life and 
property, as well as the prevention and care of disease. Although the 
available area was restricted the display proved most effective and 
satisfactory, as 1t was also So preperay e, probably nothing in the 
Government service relating to “safety first” having escaped some 
representation. Attention was widely called to the exhibition in ad- 
vance. The governors of States were notified of the nation-wide 
aspect of the exposition, one of the results of which was toe bring 
about a meeting of State mine inspectors in the Museum, and manu- 
facturers and operators from all over the country were invited to be 
present. The total attendance of visitors during the week was 
35447. 

The exercises commemorating the centenary of the Coast and 
Geodetic Survey, held on April 5 and 6, were supplemented by an 
exhibition in the foyer, the purpose of which was to illustrate the 
appliances and methods used and the results obtained in both its 
marine and geodetic work during the 100 years of its existence. The 
material was admirably selected and arranged, constituting one of 


the most complete and instructive special displays ever installed in 
the Museum. 
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The models and drawings submitted in competition for the monu- 
ment at Fort McHenry, Baltimore, in memory of Francis Scott Key, 
author of the “Star-Spangled Banner,” and the soldiers and sailors 
who participated in the battle of North Point and the attack on 
Fort McHenry in the War of 1812, were arranged in the rotunda 
of the new building, where, after having been passed upon by the 
jury of awards, they were exhibited to the public from May 17 to 
June 17. 

The exhibition of American industrial art, held during the spring 
and summer of 1915 under the auspices of the American Federation 
of Arts, was repeated as a feature of the seventh convention of this 
association, being opened on May 17, 1916, and continuing for one 
month. The foyer and five of its communicating rooms were occu- 
pied. The exposition was designed to bring together examples of 
art on industrial lines, both hand and machine made,o show what is 
being produced in this country, and though not exhaustive in any 
particular, some of the best-known art workers of the country par- 
ticipated, and it was felt that a fairly high standard had been 
maintained. 

Following the close of the Panama-Pacific International Exposi- 
tion on December 4, and in accordance with an act of Congress, a 
large part of the Museum’s ethnological exhibit was transferred from 
San Francisco to the Panama-California International Exposition 
at San Diego, to be shown there until the end of the calendar year 
1916. The selection made for this purpose consisted of four large 
family groups of Eskimo, Zulu-Kaffire, Caribs, and Dyaks; miniature 
dwelling groups of aboriginal peoples in many parts of the world; 
four cases of artifacts; and a set of lithographs from Catlin’s North 
American Indian paintings. 


MISCELLANEOUS. 


Duplicate material to the extent of over 7,000 specimens, classified 
and labeled for teaching purposes and arranged in 96 sets, was dis- 
tributed to schools and colleges, the subjects principally represented 
being rocks, minerals, ores, fossils, and recent mollusks. For obtain- 
ing additions to the collections through the medium of exchange, 
about 9400 duplicates, chiefly from the natural-history divisions, 
were utilized. A large*number of specimens were sent for study to — 
collaborators of the Museum and other specialists. They consisted 
mainly of plants, recent animals, and fossils, and were contained in 
114 lots. 

The attendance of visitors at the new building aggregated 316,707 
for week days and 64,521 for Sundays, being a daily average of 1,012 
for the former and of 1,240 for the latter, For the older Museum 
building, which is only open on week days, the total was 146,956 and 





| Herbarium, The total distribution of hnaeiit n publeeiane 
“aggregated 73,798 cop 185, 
me Through fh the addition of 1,595 volumes, 72 parts of volumes, and 
2,878 | pamphlets, the number of volumes in the Museum library was 
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APPENDIX 2, 
REPORT ON THE BUREAU OF AMERICAN ETHNOLOGY. 


Sm: I have the honor to submit the following report on the opera- 
tions of the Bureau of American Ethnology during the fiscal year 
ended June 30, 1916, conducted in accordance with the provision of 
the act of Congress approved March 3, 1915, making appropriations 
for the sundry civil expenses of the Government, and with a plan of 
operations submitted by the ethnologist in charge and approved by 
the Secretary of the Smithsonian Institution. The provision of the 
act authorizing the researches of the bureau is as follows: 

American ethnology: For continuing ethnological researches among the Amer- 
ican Indians and the onatives of Hawall, Including the excavation and preserva- 
tion of archmologic remains, under the direction of the Smithsonian Institution, 
ee taet ian necessary employers nnd the purchase of necessary books and perlodl- 
enls, $42,000, 

Mr. F. W. Hodge, ethnologist in charge, devoted most of his ener- 
gies, 25 usual, to administrative affairs. However, in pursuance of a 
plan for cooperative archeological research by the Bureau of Amer- 
ican Ethnology and the Museum of the American Indian (Heye 
Foundation) of New York, Mr. Hodge early in July joined Mr. 
George G. Heye, of the museum mentioned, in the excavation of the 
Nacoochee mound in White County, northeastern Georgia, permis- 
sion to investigate which was accorded by the owner, Dr. L. G. 
Hardman. 

The Nacoochee mound is an earthwork occupied by the Cherokee 
Indians until early in the nineteenth century. The name “ Nacoo- 
chee,” however, is not of Cherokee origin; at least, it is not identifi- 
able by the Cherokee as belonging to their language, and by no meane 
does the word signify “the evening star” in any Indian tonsa: fan 
one writer has claimed. 

The summit of the mound, which had been leveled for cultivation 
about 30 years ago, measured 83 feet in maximum and about 67 feet 
in minimum diameter: the height of the mound above the adjacent 
field was 17 feet 3 inches, and the circumference of the base 410 feet. 
These measurements are doubtless less than they were at the time 
the mound was abandoned by the Cherokee, as all the dimensions 
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_ have been more or less rediuoed by attteadion, the nc at the base 
| warly having been plowed away for several feet. The mound 
was eared both for domicile and for cemetery purposes and was 





composed of rich alluvial soi] from the surrounding field. Excava- 





ion determined that the mound was not built at one time, but evi- 


‘dently at different periods, as circumstances demanded. This was 


shown plainly by the stratification of the mound soil, the occurrence 
of graves at different depths with undisturbed earth above them, the 


‘presence of fire pits or of evidences of fires throughout the mound 


at varying levels, and by the finding of a few objects derived from 
the white man in the upper part and in the slopes of the mound, but 


not in the lower levels, From this last observation it is evident that 


the occupancy of the mound extended well into the historical period, 


‘a fact supported by the memory of the grandparents of present resi- 


dents of the Nacoochea Valley, who recalled the mound when the 


‘Cherokee Indians still occupied it and the surrounding area. 


The fact that the mound was used for burial purposes is attested 
by the finding of the remains of 75 individuals during the course of 


‘the excavations, the graves occurring from slightly beneath the 
summit to a depth of about 19 feet, or below the original base of 
the mound. These graves, with few exceptions, were unmarked, and 


in most instances were not accompanied with objects of ceremony or 


utility, The exceptions were those remains with which were buried 
‘stone implements, shells or shell ornaments, a smoking pipe, a pot- 


tery vessel, or the like. The skeletons were found usually with the 
head pointed i in an eastwardly direction, and were all co greatly de- 
composed that it was impossible to preserve any of them for measure- 
ment and study, the bones in most cases consisting of only a pasty 


As mentioned above, most of the burials were unmarked. The 
exceptions consisted of two graves incased and covered with slaha 
of stone, both unearthed near the very base of the mound. One of 


‘these stone graves contained a skeleton the bones of which were 
largely of the consistency of corn meal, owing to the ravages of 


insects, but what was Incking in the remains themselves was more 
than compensated by the finding near the skull of a beautiful effigy 
vase of painted pottery, the only piece of painted ware, whole or 
fragmentary, found in the entire mound. The occurrence of this 


type of vessel and the presence of the stone graves at the bottom of 


the mound suggest the possible original occupancy of the site by 
Indians other than the Cherokee, | 
Perhaps the most remarkable feature of the mound was the large 
number of smoking pipes of pottery, mostly broken, but in many 
forms and of varying degrees of workmanship. Some of the pipes 
‘are of excellent texture and are highly ornamented with conyen- 
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tionalized figures of birds, etc., or marked with incised designs. An- 
other feature of the mound was the presence of a great amount of 
broken pottery, especially in the refuse at the base and covering the 
slopes. This pottery is chiefiy of fine texture, although some of the 
cooking vessels are of coarse ware. With the exception of the | 
painted vessel above noted, the only ornamentation applied by the 
makers of the pottery consists of incised and impressed designs, the 
latter made usually with a paddle of clay or wood, or worked out 
in the moist ware before firing by means of a pointed tool, a spatula, 
f piece of cane, or a shell. 

In pursuance of another plan of cooperative archeological research, 
Mr. Hodge, in October, visited Zufii, N, Mex., with Mr. Heye, for the 
purpose of examining the ruins of the historic pueblo of Hawikuh, 
in the Zuni Valley southwest of Zuii pueblo, and of making the nec- 
essary arrangements with the Indians for its excavation. This site is 
of great archeological and historical interest, as the pueblo was in- 
habited when first seen by Fray Marcos de Niza in 1539, and when 
visited and stormed by Coronado in the following year. It became 
the site of an important Franciscan mission in 1629, and was finally 
abandoned in 1670 on account of depredations by hostile Indians. 
By reason of the fact that Hawikuh was inhabited continuously from 
prehistoric times until 130 years after the opening of the historical 
period, it is expected that a thorough study of its ruins will shed 
important information on the effect of the earliest Spanish contact 
with the Zufli people and will supplement archeological work con- 
ducted in other village sites of that tribe. Owing to unforeseen cir- 
cumstances, active work was not commenced before the close of the 
fiscal year, but it is hoped that its initiation will not be long delayed. 
A permit therefor has been granted by the Secretary of the Interior. 

By provisional agreement with the School of American Archm- 
ology at Santa Fe, N. Mex., and the Royal Ontario Museum of 
Archeology at Toronto, plans were perfected whereby the Smith- 
sonian Institution, in conjunction with those establishments, was to 
conduct archeological researches of an intensive character in the 
Chaco Canyon of northern New Mexico, one of the most important 
culture areas north of Mexico. Although every effort was made to 
obtain from Congress the necessary appropriation for meeting the 
Institution's share of the expense (a permit for the excavations hav- 
ing been issued by the Secretary of the Interior), the project was 
presented too late for action, hence the work, so far as the Smith- 
sonian Institution is concerned, has been necessarily postponed. 

As opportunity offered, the preparation of the bibliography of the 
Pueblo Indians was continued by Mr. Hodge, who also represented 
the Smithsonian Institution as a member of the United States Geo- 
graphic Board, and the Burcau of American Ethnology at the meet- 
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0 advisory committee on printing and publi- li 
) Ds, oe Walter Fewkes, ethnologist, having been detailed to con- 
Pasa. the excavation and repair of prehistoric ruins in the Mesa 


_ Verde National Park, Colo., under the joint auspices of this Bureau 
and the Department of the Interior, left Washington for that locality 


in August, 1915, and remained in the park continuously until the 
‘close of October. Dr. Fewkes devoted his attention mainly to a large 


mound of stones and earth situated near the point of a promontory 


opposite Cliff Palace, across Cliff Canyon, the excavation of which 


revealed a type of structure hitherto unknown in the Mesa Verde 


‘National Park, and architecturally different from any that had been 


previously excavated in the Southwest. The rooms of this building, 
which Dr. Fewkes designates as “Sun Temple,” were thoroughly 


cleared out, the débris removed, and the walls were repaired in such 
manner that they will not be likely to deteriorate for many years. A 


report on the work of excavation and on the structural features of 
this interesting building forms the subject of an illustrated pamphlet 
published by the Department of the Interior in June, 1916, under the 
title “Excavation and repair of Sun Temple, Mesa Verde National 
Park.” 

Structurally the Sun Temple consists of two parts—an original 
building, to which an annex is so united as to give the two a D- 
ehape ground plan, the southern or straight wall of which extends 
almost exactly east-west. This wall measures 151 feet 7 inches in 
length ; the highest wall of the structure is 11 feet T inches, the lowest 
§ feet. The walls are massive, varying in thickness from 2 to § 
AG and are composed of a core of rubble faced on both sides, 

the exposed stones having been carefully fashioned by hand and 
accurately fitted, although, as in the case of pueblo masonry gen- 
erally, the stones are usually neither “broken” at the joints nor 
bonded at the corners. Nevertheless the walls of the Sun Temple 
display excellent structural qualities that will compare favorably 
with any of its class north of Mexico. Architectually the annex re- 
sembles certain tower-like structures in the ancient pueblo region, 
and in spe the whole ruin bears resemblance also to Pueblo Bonito 
in| Canyon, N. Mex. 

The ‘building contains three cireular rooms resembling kivas, 
or ceremonial chambers, still used by some of the Pueblo Indians, 
and many other rooms of unusual shape and doubtful significance, 
There was no indication that the Sun Temple had been roofed ; 
indeed, there is strong evidence that the construction of the buildings 
was never finished. Dr. Fewkes was not able to determine the 
of the Sun Temple, but he is of the opinion that it was built later 





than Cliff Palace. One evidence of its antiquity, however, was 
observed, namely, a cedar tree growing from the top of the highest 
walls was found to have 360 annual rings of growth, indicating that 
it sprouted a few years after Coronado led his expedition into the 
Southwest in 1540. 

The builders of the Sun Temple are supposed by Dr. Fewkes to 
have been the former cliff dwellers of the neighboring canyons. 
As to its purpose, he is of the opinion that the building was used pri- 
marily for worship, but that like other temples among primitive 
peoples it was intended secondarily as a place of refuge in case of 
attack, and for the storage of provisions. The impression of a fossil 
palm leaf on the corner stone at the southwestern angle is believed to 
mark a shrine where rites to the sky or sun god were performed long 
before the temple was built. It is this supposed shrine that sug- 
gested the name for the edifice. 

On the completion of the excavation and repair of the Sun Temple, 
Dr, Fewkes similarly treated Ouk-tree House, a cliff dwelling in the 
precipice of Fewkes Canyon above which stands the Sun Temple. 
A collection of artifacts found in this dwelling was gathered in the 
course of the excavation and later deposited in the National Museum. 

En route to Washington, Dr. Fewkes visited the so-called “ Buried 
City of the Panhandle,” on Wolf Creek in Ochiltree County, Tex., 
which had been reported to the bureau by residents of the neighbor- 
hood and had become locally celebrated. The remains examined 
hardly justify the name given to the site, which in former days was 
used as an encampment by wandering Indians rather than by sed- 
entary people. Dr. Fewkes's attention was drawn also to a supposed 
artificial wall which gave name to Rockwall, not far from Dallas, 
Tex., but on examination this was found to be a natural sandstone 
formation. 

Dr. Fewkes returned to Washington in November and immedi- 
ately prepared a report on his summer’s work in the Mesa Verde 
National Park for the use of the Department of the Interior, an 
advance summary of which, issued by the department, was widely 
published in the newspapers. An account of the excavation and 
repair of Oak-tree House and Painted House, the largest cliff ruins 
in Fewkes Canyon, was also prepared for publication. On the eom- 
pletion of these tasks Dr. Fewkes devoted the remainder of his lim- 
ited time to the preparation of the extended memoir on The Abo- 
rigines of the West Indies for publication in a report of the bureau. 
In June he again departed for the field with the view of initiating, 
before the close of the fiscal year, an inquiry into the archeological 
evidences bearing on Hopi legends that ancestors of the clans of the 
ancient pueblo of Sikyatki lived at Tebungki, or Beshbito, an oval 
ruin 15 miles east of Keams Canyon, Ariz. Dr. Fewkes visited and 
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surveyed the ruin and made photographs and notes thereof. He 
likewise investigated certain large ruins east of Tebungki, on the 
ancient trail of migration from Chaco Canyon, and traced for some 
distance the prehistoric trail running from San Juan Valley south- 
ward past the great ruins, as yet undescribed, near Crownpoint, 
N. Mex. 

During the months of July to December, 1915, Mr. James Mooney, 
etlinologist, continued to devote most of his attention to the prepar- 
ation for publication of the Cherokee Sacred Formulas, including 
transliteration, translation, and explanation of each formula, with 
complete glossary and botanic index. These formulas, collected by 
Mr. Mooney on the East Cherokee Reservation in North Carolina, 
are written in the Cherokee language and alphabet and held for 
their own secret use by priests of the tribe, most of them long since 
dead. They consist of prayers, songs, and prescriptions, dealing 
with medicine, love, hunting, fishing, agriculture, war, the ball play, 
self-protection, etc. They number in all between 500 and 550, con- 
tained in several manuscripts, as follows: 

L. Gadigwanasti (“ Belt,” died 1855).—156 in o large blank book of foolseap 
size, anil 4 others on separate sheets of the same size, clozely written; 280 in 
all. Obtained from his son, 

2 A‘yunind (* Swimmer,” died 1800).—Written In an unpaged blank book of 
242 pages, 34 by 12 inches, only partially Mled; 137 in all, Obtained from him- 
Self and transliterated and translated with full explanation from his distntion 
in 1588. 

3, A‘wanita (“Young Deer,” dled about 1892),—24 written on separate sheets 
ond obtained from him in 1888. Transcribed later into No 4. 

4. Taiskwa (“ Bird,” died 1889).—22, dictated from deathbed and with other 
formulas written out In regular fashion, with index, In a blank book of 200 
poges, § by 10 Inches, by his nephew, W. W. Long (Willwestl), in 1889, 

fh. Degeatihi (“Catawba Eiller,” died about 1890.—Written out from his 
dictation by W. W. Long, In No, 4, in 1880; 11 In all. 

6, Gahuni (died 1866).—10 In all, together with a Cherokee-English vocabu- 
lary in Cherokee characters and other miscellany, contained In an unpaged 
Liank book, 6 by 14 Inches. Obtalned In 1889 from his. widow, Arista, mother 
of W. W. Long. 

T, Other formulas originally written by Infill ("Black Fox," died about 
1880), TAnfigties! (“Climbing Bear,” died 1904. Diininall (“ Tracker,” still 
living), Ayasta ("Spoller,” died 1916), Aganstata (“Groundhog Moat,” still 
living), and others; mostly transcribed Into No. 4. 

S.A large number of dance songs, ceremonial addresses, Clvil War letters 
from Cherokee In the Confederate service, council records, etc., all in the 
Cherokee language ond characters, contained in varlous orlginal blank book 
manuscripts and letter sheets. Some of these have been transcribed Into No. 4, 
and many of them might properly appear with the Sacred Formulas. 

Of al this material, about 150 formulas, including the entire 
Swimmer book, No. 2, were transliterated, translated, and anno- 
tated and glossarized, with Swimmer’s assistance, in 1888-89. Of 





these, 28 specimen formulas were published in 1891 in “Sacred 
Ponies of the Cherokees,” in the Seventh Annual Report of the 
bureau. The manuscript glossary for the whole 150 formulas num- 
bers about 2,000 words. 

All the other formulas, together with ¢he more important miscel- 
lany noted under No. 8, were transliterated and translated with inter- 
linear translation in the summers of 1911-14, together with such 
additional explanation as might be furnished by surviving experts. 
Also some 500 or 600 plants noted in the medical prescriptions have 
been collected in the field, with their Cherokee names and uses, and 
the botanic identification made by assistance of the botanists of the 
National Museum. This entire body, exclusive of No.2 completed, is 
now in process of final transcription and elaboration, with explana- 
tion, botanic appendix, and glossary. Most of the work at present is 
being devoted to the Gadigwanasti manuscript, but the interdepend- 
ence of the formulas necessitates frequent shifting from one to 
another. The glossary proceeds incidentally with the final transla- 
tion, but more slowly as the full import of the words becomes mani- 
fest. Many of the words and expressions are technical, symbolic, and 
in archaic and unusual dialectic forms, with corresponding difficulty 
of interpretation. The complete glossary will probably comprise at 
least 4,000 worde. 

The botanic section will consist of a list of all the plants used in 
the formulas, as stated, and of some others of special importance, 
with their Indian names and meanings, botanic identification, and 
Cherokee uses as deduced from the various formulas and from direct 
information. 

An explanation of the method and significance of the ceremony, 
the preparation of the medicine and the manner of its application 
will accompany each formula, but this work is deferred to the end, 
to insure symmetrical treatment without unnecessary repetition. 

Tt is planned to have one or more introductory chapters explann- 
tory of the Cherokee mythology, beliefs relating to the spiritual and 
occult world, ceremonial observances, initiation of hunters, and other 
matters illustrative of the formulas, together with parallels from 
other tribal systems, and also a chapter explanatory of the peculiar 
linguistic forms. 

More than 200 formulas have received final form. The finished 
work will fill at least one large report volume and require a year for 
completion. 

In July and August, 1915, Mr. Mooney gave considerable time to 
furnishing information and suggestions for the proposed Sequoya 
statue intended to constitute Oklahoma's contribution to the Capitol 
gallery. The usual number of letter requests for miscellaneous in- 
formation also received attention. 
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On May 27 Mr. Mooney proceeded to western North Carolina for 
the purpose of continuing his Cherokee studies, and at the close of 

the fiscal year was still in the field. 

Dr. John R. Swanton, ethnologist, devoted the greater part of the 
year to his memoirs pertaining to the Creek and associated tribes, to 

which reference was made in the last report. The first of these, 
dealing with the habitat and classification of the former Southeastern 
Indians, their history and population, is nearly completed ; it consists 
of upward of 750 typewritten pages, exclusive of the bibliography, 
all of which has been put in order and annotated, Some new manu- 
script sources of information have recently been discovered which 
will make further additions necessary, but with this exception the 
text is now complete. Six maps are to be used in illustration; two 
of these, which are entirely new, are now being made, and the others 
are to be reproductions. The second paper, to cover the social organi- 
gation and social customs of the Creeks and their neighbors, has 
likewise been arranged and annotated, but it is being held in order 
to incorporate the results of further field research. 

From the end of September until the latter part of November, 
1915, Dr. Swanton was in Oklahoma, where he collected 113 pages of 
Natchez text from one of the three surviving speakers of the lan- 
guage; he also spent about three weeks among the Creek Indians, 
where about 80 pages of myths in English were procured. Further 
ethnological material was also obtained from the Creeks and from 
the Chickasaw, to whom a preliminary visit was made. While with 
the former people Dr. Swanton perfected arrangements with a young 
man to furnish texts in the native language, which he is able to 
write fluently, and in this way 175 pages have been submitted, not 
including translation, From Judge G. W. Grayson, of Eufaula, 
Okla., to whom the bureau has been constantly indebted in many 
Ways, Was obtained in Creek and English, and also in the form of a 
dictaphone record, a speech of the kind formerly delivered at the 
annual poskita, or busk, ceremony of the Creeks. From an Alibamu 
correspondent, referred to in previous reports, some additions to the 
Alibamu vocabulary and a few pages of Alibamu text were procured. 

At the beginning of the fiscal year Mr. J. N. B. Hewitt, ethnolo- 
gist, transcribed and edited the Seneca text « Dooii’dane’ ge" and 
Hotkwisdadegé"’a; making 45 pages, to which he added a literal 
interlinear ee Gl that required more than twice as many Eng- 
lish words as Indian, the whole being equivalent to about 130 pages. 
This text is a part of the Seneca material now in press for the 

_ Thirty-second Annual Report of the bureau. Mr. Hewitt also read 
for correction, emendation, and expansion, the galley proofs of Cur- 
tin’s Seneca material, and prepared more than 50 pages of notes and 
additions for the introduction and also for the text; he also has ready 
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notes and corrections for the proofs still to come, From unedited 
text Mr. Hewitt completed o free translation of 32 pages of the Onon- 
daga version of the “requickening address” of the Ritual of Con- 
dolence of the League of the Iroquois, being a part of the material 
for his projected memoir on the Iroquois League. 

After the material of the Seneca legends had been submitted for 
printing, Mr. Curtin’s field records and notes, made while recording 
this material, came into possession of the bureau. Mr. Hewitt de- 
voted much time to reading and examining this undigested material, 
some 4,000 pages, for the purpose of ascertaining whether part of it 
should be utilized for printing or for illustrative purposes in what 
was already in type. This examination yielded some good material 
for notes and interpretations, but only small return as to new ma- 
terial for printing. 

In the early autumn Mr. Hewitt made special preparations for the 
prosecution of field work on his projected memoir on the League of 
the Iroquois, by tentative editing and copying of a number of 
Mohawk and Onondaga texts recorded hastily in the field in pre- 
vions years. The following parts of the Ritual of the Condolence 
Council were thus typewritten: The fore part of the Ceremony of 
Condolence, called “ Beside-The-Forest,” or “ Beside-The-Thicket,” 
in Mohawk; the so-called “ Requickening Address,” in the Onondaga 
version, and also the explanatory “ introduction” and the “reply” 
in Onondaga to the “ Beside-The-Forest" address already noted; 
and the installation address in Onondaga, made by Dekanawida to 
the last two Seneca leaders to join the League, was likewise edited 
and typewritten. Mr. Hewitt also devoted much study to other 
parts of the League material, for the purpose of being able to dis- 
cnss it intelligently and critically with native informants. Some of 
the most striking results of this year’s field work are due to this 
preparatory study of the material already in hand. Mr, Hewitt spent 
many days in the office in searching out and preparing data for 
replies to correspondents of the burean. 

On April 17, 1916, Mr. Hewitt left Washington forthe Six Nations 
reserve near Brantford, Ontario, for the purpose of resuming field 
work, having in view primarily the putting into final form of the 
Onondaga and Mohawk texts pertaining to the League of the Iro- 
quois, recorded in former years. ‘These texte cover a wide range of 
subjects and represent the first serious attempt to record in these 
languages very technical and highly figurative language from per- 
sons unaccustomed to dictate connected texts for recording. These 
text embody laws, decisions, rituals, ceremonies, and constitutional _ 
principles: hence it is essential that correct verbal and grammatic 
forms be given. 
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One of the most important results of Mr. Hawitt’s field studies is 

the demonstration that, contrary to all available written records and 
| various printed accounts, there were never more than 49 federal 
civil chiefs of the League of the Troquois, and that the number 50, 
due to misconception of the meaning of ordinary terms by Thomas 
Webster of the New York Onondaga, who died about 30 years ago, 
is modern and unhistorical, This false teaching has gained credence 
because it arose only after the dissolution of the integrity of the 
League of the Iroquois in the years following its wars with the 
Tnited States, when most of the tribes became divided, some remov- 
ing to Canada and some remaining in New York State, a condition 
which naturally fostered new interpretations and newer versions of 
older legends and traditions. 
_ Mr. Hewitt also recorded a Cayuga version of the so-called Delkan- 
awida tradition, comprising 130 pages of text, dictated by Chief 
John H. Gibson, which purports to relate the events that led to the 
- founding of the League or Confederation of the Five Troquois tribes 
and the part taken therem by the principal actors. In this inter- 
esting version Dekanawida is known only by the epithet “The 
_ Fatherless,” or literally “ He Who is Fatherless,” which emphasizes 
the prophecy that he would be born of a virgin, In this version 
“The Fatherless” is represented as establishing among the 
Cayuga tribesmen the exact form of government that later he 
founded among the Five Iroquois tribes. It is said that the Cayuga 
selfishly limited the scope of that form of government, and therefore 
its benefits, to the Cayuga people alone, for the Cayuga statesmen did 
not conceive of its applicability to the affairs and welfare of all men. 
And so, this tradition affirms, it became needful that “The Father- 
less” return to the neighbor tribes of the Cayuga to establish among 
them the League of the Five Tribes of the Iroquois, which was de- 
signed to be shared by all the tribes of men. This event is men- 
tioned in the other Dekanawida versions. 

This Cayuga version also purports to explain the origin of the 
dualism lying at the foundation of all public institutions of Iroquois 
peoples, by attributing the first such organization among the Cayuga 
to two persons who were related to each other as “ Father and Son,” 
or “Mother and Daughter,” and who agreed to conduct public 
eifairs jointly. This statement of course is somewhat wide of the 

mark, because it does not explain the existence of similar dualisms 
among other tribes such dualisms resting commonly, in the social 
organization, on the dramatization of the relation of the male and 
female principles in nature. 


Mr. Hewitt was also able to confirm another radical exegesis of a 





part of the installation ceremony of the League of the Troquois 


as first proposed by himself. This deals with the significance and 
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the correct translation of the words of the famous “Six Songs” of 
this ceremony. All other interpreters who have attempted to trans- 
late these words have assumed that these songs are “songs of greeting 
and welcome,” but Mr. Hewitt, solely on grammatic grounds anil ths 
position of these songs, regards them rather as “songs of parting, 
or * songs of farewell,” which are dramatically sung by an imperson- 
ator for the dead chief or chiefs. 

Mr. Hewitt also recorded, in the Onondaga dialect, a short legend 
descriptive of the three Air or Wind Beings or Gods, the so-called 
Honidu"i, the patrons of the Wooden-mask or “ False-face ” Society, 
whose chief function is the exorcism of disease out of the community 
and out of the bodies of ill persons; another on the Medicine Flute; 
another on the Husk-mask Society; and another on the moccasin 
game used at the wake for a dead chief: in all more than 100 pages of 
text not related to the material dealing with the Iroquois League. 

While in the field Mr. Hewitt purchased a number of fine specimens 
illustrating Troquois culture, exhibiting art of a high order; these 
consist of a wooden mask, colored black; a husk-mask; two small 
drums; a “medicine” flute; a moccasin game used at a chief's wake; 
a pair of deer-hoof rattles; a horn rattle; and a squash rattle. 
During the time he was in the field, until the cloge of the fiscal year, 
Mr. Hewitt read, studied, corrected, and annotated about §,000 lines 
of text other than that mentioned above, and also made a number of 
photographs of Indians. 

Mr. Francis La Flesche, ethnologist, was engaged in assembling his 
notes on the rites of the Osage tribe, Up to the month of February, 
250 pages of the ritual of the Fasting degree of the war rites were 
finished, completing that degree, which comprises 492 pages. The 
Cathadse, or Rush-mat degree, was next taken up and completed; 
this degree covers 104 pages. The Child-naming ritual was then 
commenced, and 21 pages have been finished. 

In September, while on leave of absence, Mr. La Flesche was visited 
on the Omaha reservation by Xutha Wato"i" of the Tsizhu Wano" 
gens, who gave a description of the Wash4be Athi", or war ceremony, 
as he remembered it. With this description he gave 5 wigie and 14 
songs. The wigie and the words of the songs have been tran- 
scribed from the dictaphone but are not yet typewritten, and the 
music of the songs has not yet been transcribed. A number of 
stories also were obtained from Xuthi Wato"l", among them that 
of the Osage traditional story of the separation of the Omaha and 

sage tribes. Xuthi Wato*i" died soon after his return home, his 
death being regarded by many as confirming the old-time belief that 

anyone who recites informally the rituals associated with these cere- 
monies will inevitably suffer dire punishment. The death of this old 
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man shortly after giving the rituals has therefore added to the diffi- 
culties attending the task of recording these ancient rites. 
Notwithstanding these obstacles, Mr. La Flesche succeeded, during 


his visit to the Osage Reservation in April and May, in securing 


from old Sho’ gemo*i" the version of the Fasting ritual belonging to 


the Tsizhu Peace gens, of which he is a member. The wigie and 


the words of the songs have been transcribed from the dictaphone, 
but are not yet typewritten, and the music of the songs ts also to be 
transcribed. Sho*’gemo*i" likewise gave the Child-naming ritual 
belonging to his gens, in which there are two wigie, one containing 
297 lines and the other $4. In addition to these rituals, Sho™- 
gemoi", after considerable hesitancy, recounted the “Seven and 
Six” (13) coups he is always called on to recount when any 
No™“hozhi*ga of the Ho*’ga division performs the ceremonies of 
some of the war rites. For this service he is paid a horse and 
goods amounting in value from $125 to $150. 

Mr. La Flesche also secured from Waxthizhi information concern- 
img the duties of the two hereditary chiefs of the Osage tribe, the 
gentes from which they were chosen, and how their orders were 
enforced. He also obtained from WatSemo*i* two wigie, one recited 
by him at the ceremonies of the war rites, and the other by the 
NG*ho*zhitga of the Hé*ga Ahiuto* gens. 

In these studies Mr. La Flesche was materially assisted by 
Washdéshe and his wife, who have both overcome their aversion to 
telling of the rites. Washdshe resigned from the NG*ho"zhi*ga 
order because of the injustice of ite members toward a woman whom 
he selected to weave ceremonially the rush-mat shrine for a waxobe 
when he was taking the Cathadse degree. This man presented to 
Mr. La Flesche a mnemonic stick owned by his father and gave the 
titles of the groups of lines marked on the stick, each of which 
represents a group of songs. This mnemonic stick will be placed in 
the National Museum with the Osage collection. 

Mr. John P. Harrington, ethnologist, spent the entire fiscal year in 
making an exhaustive study of the Indians of the Chumashan lin- 
guistic stock of southern California. Three different bases have 
been established for working with informants and elaborating the 
notes. The period from July to October, inclusive, was spent at 
san Diego, Cal., where every facility for the work was granted by 
the courtesy of the Panama-California Exposition ; November to 
March, inclusive, at the Southwest Museum, Los Angeles: and April 
to June, inclusive, at Santa Ynez. The month of January, 1916, was 
spent at Berkeley, Cal, where, through the courtesy of the Ban- 
croft Library of the University of California, various linguistic 
manuscripts and historical archives pertaining to the Chumashan 
stock were studies and copied. During the period named more than 
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200,000 words of manuscript material were obtained and elab- 
orated. In addition to the grammatical and ethnological materinl 
an exhaustive dictionary of the Venturefio is well under way, which 
comprises some §,000 cards. This is to be followed by similar dic- 
tionaries for the other dialects. The most satisfactory feature of 
the work was the collection of material on the supposedly extinct 
dialects of San Luis Obispo and La Purisima. The Purisimefio 
material consists mainly of words and corrected vocabularies, while 
the Obispefio important grammatical material was also obtained. 
A large part of the material which still remains to be obtained de- 
pends on the life of two very old informants, consequently it is most 
important that Mr. Harrington continue his work in this immediate 
field until the opportunities are exhausted. 

The beginning of the fiscal year found Dr. Truman Michelson, eth- 
nologist, at Tama, Iowa, engaged in continuing his researches among 
the Fox Indians, which consisted mainly of recording sociological 
data and ritualistic origin myths. In August, Dr. Michelson pro- 
ceeded to Oklahoma for the purpose of investigating the sociology 
and phonetics of the Sauk Indians, as well as of obtaining transla- 
tions of Fox texts pertaining especially to ritualistic origm myths. 
After successfully concluding this work, Dr, Michelson returned to 
Washington in October, when he commenced the translation of the 
textual material gathered in the field. Advantage was taken of the 
presence in Washington of a deputation of Piegan in obtaining a de- 
tailed knowledge of Piegan terms of relationship. From these 
studies Dr. Michelson determined that the lists of relationship terms 
recorded by Lewis H. Morgan, as well as by other investigators, re- 
quire revision. He also commenced to arrange the material gathered 
by the late Dr. William Jones pertaining to the ethnology of the 
Ojibwa Tribe, with a view of its publication as a bulletin of the 
bureau. Toward the close of the year Dr. Michelson undertook to 
restore phonetically the text of the White Buffalo dance of the Fox 
Indians, which likewise is intended for bulletin publication. It is 
believed that the results of this task will be ready for the printer 
before the close of the calendar year. 

Dr. Leo J. Frachtenberg, special ethnologist, divided his time, as 
in previous years, between field research and office work. On July § 
he left his winter headquarters at the United States training school 
at Chemawa, Oreg., and proceeded to the Yakima Reservation, Wash., 
where he revised, with the aid of the last Atfalati Indian, the 
Kalapuya manuscript material collected in 1877 by the late Dr.A.S. 
Gatschet of the bureau. This material, comprising 421 manuscript 
pages, consists of vocables, stems, grammatical forms, and ethno- 
logical and historical narratives, and its revision marked the comple- 
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tion of the work on the Kalapuya linguistic family commenced two 
summers ago. This work lasted until the latter part of July. In 


conjunction with this particular phase of field work, Dr. Frachten- 


berg corrected the second revision of the galley proofs of his Siuslaw 
, grammatical sketch to appear in the second part of Bulletin 40. 


Qn returning to Chemawa, Dr. Frachtenberg took up the editing 


and typewriting of his erdmmatical sketch of the Alsea language, 


a the compilation of which was completed during the previous winter; 


this was finished in the early part of October, and the complete sketch, 
 vonsisting of 158 sections and 421 typewritten pages, was submitted 


a for publication in the second part of the Handbook of American 


Indian Languages (Bulletin 40). Dr. Frachtenberg interrupted this 
work on Angust 22 and took a short trip to the Siletz Reservation, 
where he collected 52 Athapascan and Shastan songs, which were 
transmitted to the bureau for future analysis. 

~ On October 7 he proceeded to the Quileute Reservation, where he 


enlisted the services of a Quileute informant, with whom he returned 
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to Chemawa and brought to a successful completion the study of the 
grammar and mythology of the Quileute Tribe. This investigation 
extended from October until the latter part of March. The material 
collected by Dr. Frachtenberg during this period consists of 30 
“native myths and traditions fully translated, a large body of notes to 
these texts. voluminous grammatical forms, and vocables. In Jann- 
vary Dr, Frachtenberg Jeft Chemawa for a short trip to the Grand 
Ronde Reservation, Oreg., where he recorded 19 Kalapuya songs 
‘on the dictaphone. | 
~_As Dr. Frachtenberg’s allotment for field work among the Quileute 
was then exhausted, he was obliged to remain at Chemawa until the 
close of the fiscal year. He therefore undertook the correction of the 
page proofs of his grammuticnl sketch of the Siuslaw langt age 
(pp. 431-629), and on its completion engaged in translating, editing, 
‘and typewriting the Alsea texts collected in 1910. The editing of 
these texts involved much labor, since it was deemed advisable to 
present in the introduction a complete discussion of Alsea mythology, 
and s concordance beween the folklore of this tribe and the myths of 
the other tribes of the Pacific coast. For that purpose all the pub- 
lished works on the folklore of the tribes of the northwestern area 
were consulted, including that of the Maidu, Shasta, Yana, Klamath, 
Takelma, Coos, Lower Umpqua, Tillamook, Chinook, Kathlamet, 





4 is ‘Wishram, Quinault, Chileotin, Shuswap, Thompson River, Lillooet, 


Haida, Tlingit, Kwakiutl, Tsimshian, Bellacoola, and the Athapascan 
Tribes of the north. This work was practically completed by the 
close of the fiseal year. The collection consists of § creation myths, 


____ 18 miscellaneous tales, 3 ethnological and historical narratives, 4 
statements as to religious beliefs, and 3 tales collected in English (31 


Jen 
.~. = 








traditions in all). It comprises, in addition to the introdution, $92 
Se aaranen pages, and will be submitted for publication as a bulletin 
of the bureau. 


Dr. Franz Boas, honorary philologist, continued his researches con- 
nected with the preparation of the remainder of part 2 of the Hand- 
book of American Indian Languages, assisted by Dr. Hermann K. 
Haeberlin, Miss H. A. Andrews, and Miss Mildred Downs, and also 
devoted attention to the completion of the report on Tsimshian 
mythology. 

The bulletin on “ Kutenai Tales,” for which galleys were received in 
July, 1915, has been revised twice and is nearing completion. The 
page proof is being extracted preparatory to the accompanying 
grammatical sketch and vocabulary. 

Through the liberality of Mr, Homer E. Sargent, of Chicago, it 
has been possible to do much work on the preparation of an extended 
paper on the Salish dialects, now comprising about 500 pages of 
manuscript. The material has been collected since 1986, partly by 
Dr. Boas himself and partly by Mr. James Teit, the considerable 
expense of the field work of Mr. Teit having been generously met 
by Mr. Sargent. In the course of the last 3( years it has been pos- 
sible to collect vocabularies of all the Salish dialects, sufficient to 
afford a clear insight into the fundamental relations of these dialects, 
i ey work necessary to a more thorough study of the lan- 

At the same time Mr. Teit gathered ethnological notes which 
are to be included in this work. The preparation of the vocabularies 
and of the detailed comparison that had been begun in previous 
years by Dr. Boas has been continued by Dr. Haeberlin, the basis of 
this study being their manuscript material and the published sources. 
Also through the liberality of Mr. Sargent and in cooperation with 
Columbia University in the city of New York, Dr. Haeberlin will 
he able to supplement his material by an investigation of one of the 
tribes of Puget Sound. 

The interest of Mr. Sargent has also made possible a detailed study 
af the Salish basketry of the interior plateau and the preparation of 
the illustrations for a memoir on this subject. For the latter purpose 
there have been utilized the collections of the United States National 
Museum, the American Museum of Natural History, the University 
Museum of Philadelphia, the Museum of the American Indian (THeye 
Foundation), and the private collections of Mr. Sargent and others. 

The preparation of a manuscript on the Ethnology of the Kwalkiutl 
- Indians has been well advanced. The material for the first volume, 
which is to contain data collected by Mr. George Hunt, has been 
completed, excluding a number of translations which remain to be 








: ; 64 ANNUAL REPORT SMI rHBC Str rTT0 Ny 16. 





elaborated. According to the plan, the work is to consist of two 
parts, the first a collection of data furnished by Mr. Hunt in answer 
to specific questions asked by Dr, Boas; the second a discussion of 
them, and other data collected on previous journeys to British Colum- 
bia. This volume is to consist of an account of the material culture, 
‘social organization, religion, and kindred subjects. Most of the 
illustrations for this volume have been completed, and about 1,600 
pages of manuscript have been prepared. Miss “Downs has made 
detailed extracts from Kwakiut] myths required for a discussion of 
this subject. 

Miss Downs has also compared the proofs of Dr. Frachtenberg'’s 
Siuslaw grammar with published texts, and these proofs have been 
compared and passed on by Dr. Frachtenberg. This work completes 
the revision of the Sinslaw grammar, the publication of which has 
been delayed owing to various reasons. 

No progress has been made toward the final publication of the 
Chukchee grammar, as tt has been impossible to communicate with 
the author, Mr. W. Gogoras, who 1s in Russia. 

Some progress has been made with the contributions to Mexican 
archeology and ethnology, to be edited by Prof. Alfred M. Tozzer, 
of Harvard University, with n view of their publication by the 
bureau asa bulletin. Dr. Pau! Radin has furnished a manuéseript on 
Huave; Dr. Haeberlin has nearly completed the study of modern 
Mexican tales, collected by Dr. Boas and by Miss Isabel Ramirez 
Castafieda; and Dr. Boas has been engaged in the preparation of 
material on certain types of Mexican pottery and on an account of a 
journey to Teul, Zacatecas. 

Prof. W. H. Holmes, of the National Museum, completed for the 
bureau the preparation of part 1 of the Handbook of American. 
Antiquities (Bulletin 60), and at the close of the year galley proofs 
of the entire work had been received and were in process of revision. 
On account of the pressure of more urgent work in connection with 
his official duties, only limited progress was made in the preparation 
of part 2 On April 21 Mr. Holmes made a brief visit to the 
museums of Philadelphia and New York for the purpose of conduct- 
ing studies required in the preparation of this handbook. 

Miss Frances Densmore’s field trip during the summer of 1915 for 
the purpose of continuing her studies of Indian musie, comprised 
visits to three reservations and occupied two and one-half months. 
Most of the time was spent among the Mandan and Hidatsa, at Fort 
Berthold, N. Dak., and during part of her sojourn Miss Densmore 
camped near what is recognized us the Inst Mandan settlement 
where she was enabled to record many interesting data that cull 
not have been obtained in any other way. The Indians felt more 





free to sing there than at the ageney, and Miss Densmore also had an 


opportunity to observe and photograph native customs, notably those 
of tanning a hide and preparing corn. The study of music on the 
Fort Berthold Reservation included that pertaining to the ceremony 
connected with eagle catching. An old eagle trap was visited and 
photographed, and the songs of the leader in the eagle camp were 
recorded by the only Mandan who had the hereditary right to sing 
them. The songs of the Goose Women Society and the Creek Women 
Society were also sung by those who inherited them and were re- 
‘corded phonographically. Among these are the ceremonial songs 
‘sung by the “corn priest” in the spring to fructify the seed corn. 
Songs of war and of the various men’s societies were also recorded. 
The total number of songs from this reservation now transcribed 
exceeds 100. 

A new phase of the work was that of ascertaining the piteh dis- 
crimination of the Indians by means of tuning forks. This was be- 
gun at Fort Berthold and continued for comparative purposes at 
the Standing Rock and White Earth Reservations. Data from four 
tribes are now available on this subject of research. 

Miss Densmore read all the galley und part of the page proofs 
of the bulletin on Teton Sioux Music. Important additions were 
made to this book in the form of graphic representations, original 
plots of 240 songs and 18 diagrams having been made to exhibit 
the results obtained through mathematical analyses. Of these 
graphic representations 63 will appear in the bulletin, One hundred 
and fifty pages of manuscript were submitted during the year, in 
addition to the descriptive analyses of the songs. 

In the preparation of the Handbook of Aboriginal Remains East 
of the Mississippi, Mr. D. I. Bushnell, jr., added much new material. 
Many letters were sent to county officials in New England requesting 
information regarding the location of ancient village sites, burial 
places, and other traces of aboriginal occupancy in their respective 
areas. Many of the replies contained valuable and interesting infor- 
mation. Letters of like nature were addressed to officials in the 
Southern States, and the replies were equally satisfactory. Numer- 
ous photographs have been received from various sources, which will 
serve as illustrations for the handbook, but it is desired to increase 
the number if possible. The manuscript of the handbook will prob- 
ably be completed during the next fiscal year. | 

Dr. Walter Hough, of the National Museum, was detailed to the 
bureau in June for the purpose of conducting archeological investi- 
gations in western central New Mexico. Proceeding to Luna, So- 
corre County, Dr. Hough commenced the excavation of a ruin pre- 
viously located by him, as described in Bulletin 35 of the bureau 
(p. 59). This site was thought to contain evidence of pit dwellings 
exclusively, but excavations showed that an area of about 40 acres 
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contained circular, semisubterranean houses in which no stone was 
used for construction. Seven of the pits were cleared, and it was 


ascertained that many more existed beneath the surface, dug in the 


sandy substratum of the region, Burnt sections of roofing clay 
showed that these houses were roofed with beams, poles, brush, and 
mud, as in present pueblo construction. The roof was supported 
by wooden posts, charred remains of which were found. Nothing 
was ascertained respecting the construction of the sides of the dwell- 
ings or in regard to the height of the roofs. On the floor of each 
of the pits uncovered were » rude metate, grinding stones, slabs of 
stone, and the outline of an otherwise undefined fireplace not quite 
in the center of the chamber. A bench about a foot high and a few 
feet in length was cut in the wall of some of the pits, and in one of 
the pits, against the wall, was a fireplace with raised sides of clay. 

Another type of structures adjoined the pits; these were rectan- 


gular, open-air houses with mud roofs, in which mealing and culinary 


work was carried on, Here were numerous metates, manos, rubbing 
stones, pottery, etc.; some of the metates were set up on three round 
stones. Near the pit was a cemetery in which infants were buried, 
the burials being associated with clay hearths and much chareoal, and 
near the bodies were placed small pottery vessels. Serapers of flint 
and bones of deer were also found among the burials. So far as as- 
certained, the people who used the circular semisubterranean houses 
had a limited range. Traces of their culture have not been found 


below an elevation of 7,000 feet in the mountain valley, and it appears 


probable that their culture was associated with an environment of 
Jakes which once existed in these valleys. It is evident in some cases 
that the pit dwellings were displaced by houses of stone. In most 
instances artifacts are different from those of the stone-house build- 
ers, and the latter have more points of resemblance to, than of differ- 
ence from, the ancient inhabitants of Blue River. It is probable that 
the range of the pit-house people would be found to be more exten- 


_ sive by excavation around the sides of stone houses in other loealj- 


ties, the remains of pit structures being easily obliterated by natural 
filling. At this time the pit-dweller culture can be affiliated only 
stage of the investigation the lack of skeletal material is severely felt, 
but further work may overcome this difficulty. 

Tn continuation of his preliminary examination of archeological 
remains in western Utah, summarized in the last annual report of 
the bureau (pp. 51-55), Mr. Neil M. Judd, of the National Museum 
returned to Utah in June, 1916, and excavated one of the large 
mounds near Paragonah, in Iron County. Limited in time and 
handicapped by unfavorable weather, the results obtained were less 
than those anticipated ; nevertheless they show the similarity existing 
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between the Paragonah dwellings those near Beaver 
City and neighboring settlements, and warrant the belief that the 
builders of these structures were more closely related to the house- 
building peoples of Arizona and New Mexico than has been suspecte 

In the report following his reconnoiseance of last year, Mr. J udd 
drew attention to the fact that the mounds still existing near Para- 
gonah comprise a mere remnant of the large group formerly at that 
place and predicted the early razing of those remaining. The hurried 
investigation of this year was undertaken for the purpose of gaining 
information regarding these ruins before their destruction. 

One of the largest and, at the same time, one of the least disturbed 
mounds was selected as a type for excavation. Its dimensions were 
approximately 100 by 300 feet; its average height was 44 feet. Two 
great gashes had been made thronah the opposite ends of the mound 
by diggings of many years ago, each cut partially exposing the 
walls of a single long room. Including these two dwellings, which 
were reexcavated only with considerable difficulty, Mr. Judd sue- 
cessfully revealed and measured the walls of 14 rectangulur houses, 
11 of which are entirely cleared of fallen débris and earth accumula- 
tion. The walls of these ancient habitations, like those previously 
examined near Beaver City, had been constructed entirely of adobe 
mud; in their present condition they exhibited no evidence of the 
use of angular bricks or blocks similar to those employed in Pueblo 
structures subsequent to the Spanish conquest. On the contrary, 
elose examination showed that the walle were invariably formed by 
the union of innumerable masses of plastic clay, forced together by 
the hands of the builders and surfaced inside and out during the 
process of construction. Careful inspection of the ruins showed that 
the dwellings were originally roofed in the manner typical of cliff 
houses and of modern Pueblo structures throughout the Southwest. 
No certain evidence could be found that doors or other wall openings 
were utilized by the primitive artisans—each house invariably con- 
sisted of a single room that apparently had been entered from the 
roof. One of the most important discoveries made during the 
course of the Paragonah excavations was that of a circular, semi- 
subterranean room which, with similar wall fragments previously 
discovered in the Beaver City mounds, tends to establish the use of 
the kiva, or ceremonial chamber, by the ancient house-building 
peoples of western Utah. 

On the conclusion of his studies at Paragonah, Mr. Judd proceeded 
to Fillmore, Willard County, for the purpose of investigating cer- 
tain mounds reported in that neighborhood. These and similar ele- 
vations near the villages of Meadow, Deseret, and Hinckley, were all 
superficially identified as of the same type and representing the same 
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degree of culture as those above described. In all a collection of 
more than 500 objects was gathered during the course of the season's 
work. 

_A pleasing coincidence resulting from Mr. Judd’s Fillmore investi- 
gation was the fact that the guide he engaged had been employed in 
the same capacity by Dr. Edward Palmer, one of the National 
Museum's most indefatigable collectors, during the latter’s expedi- 
tion of 1872. 

The archeological data collected by Mr. Judd during his two brief 
expeditions to western Utah are sufficient to warrant the extension 
of the northern limits of the area known to have been occupied by 
the ancient Pueblo peoples. Further work, however, is urgent, since 
that already sxecomplished has not only contributed certain valuable 
facts to Southwestern archeology, but it has shown also the proba- 
bility of finding, in the unknown desert regions of that section, a solu- 
tion of some of the vital questions with which American anthropology 
has labored for many years. 

By reason of the fact that Mr. James R. Murie has been engaged 
by the American Museum of Natural History, New York City, in 
connection with its ethnologic researches pertaining to the Plains 
Indians, his work of recording the rites and ceremonies of the Pawnee 
Tribe came to a close, and tentative arrangements have been made 
whereby the American Museum will complete the investigation and 
the results published by the bureau. Dr, Clark Wissler. curator of 
anthropology of the American Museum, has undertaken this task. 

Dr A. L. Kroeber, of the University of California, continued the 
preparation of the Handbook of the Indians of California for pub- 
lication by the bureau, and at this writing it is believed that the 
manuscript, with the accompanying maps and illustrations, will be 
submitted for publication before the close of the calendar year. 








MANUSCRIPTS, 


The large collection of manuscripts in possession of the burean 
Wis augmented by the following principal items, which do not in- 
clude manuscripts in process of preparation by members of the 
bureau's staff for publication: | 

Miami-French dictionary; photostat copy of the original in the 
John Carter Brown Library at Providence, R. I. 

A number of notebooks from Dr. A, L. Kroeber, on Gros Ventre 
and Cheyenne-Arapaho linguistics and texts. These consist of: (a) 
Gros Ventre, 41-47, 49; (2) Arapaho and Cheyenne, 1-14, 91-99 
24-28, and also a catalogue of this material recorded on 3.500 cards: 
(ce) 110 pages of manuscript on the same subjects. .ihaiaiaa 

First draft of Gatachet’s Klamath Dictionary, 177 pages, 
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Copies of the following manuscripts, made by photostat in the 
bureau by the courtesy of Rev. George Worpenberg, 5S. J., librarian 
of St. Mary's College, St. Marys, Kans.: 

Catéchism duns la langue Potewatéml, A. D. 1847. 

Petit Catechism en Langue Potewnteml, A. D. 18435. 

_ Evangelin Dom, and Evangelin In Festis, and portions of the Gospels read 
on Sundays and certain Festivals of the Saints. 





PUBLICATIONS, 
The task of editing the publications of the bureau has continued 
in charge of Mr. J. G. Gurley, editor, assisted from time to time by 
Mrs. Frances 5, Nichols. F ollowing i is a summary for the year: 


PUBLICATIONS ISSUED, 


Twenty-ninth Annual Report (1907-08), Accompanying paper: The Ethno- 
geography of the Tewa Indinns, by John Peabody Harrington. 

Thirtieth Annual Report (1908-00). Accompanying papers: Ethnoobotuny of the 
400i Indians (Stevenson); An Inquiry into the Animism and Folklore of the 
Gulann Indians (Roth). 

Bulletin 57, An Introduction to the Study of the Maya Hieroglsplia (Mor- 
ley). 

Bulletin €2. Physical Anthropology of the Lenape or Delawures, and of the 
Easiern Indiana in General (Hriill@kn). 


PURLICATIONS IN PRESS Of IN PREPARATION, 


Thirty-first Anounl Report (1900-10), Accompanying paper: Tsimshian 
Mythology (Boas). 

Thirty-second Annual Report (1910-11). Accompanying paper: Seneca Fiction, 
Legends, and Myths (collected by Jereminh Curtin and J. N. B. Hewitt; edited 
by J. N. B. Hewitt). 

Thirty-third Annual Report (1911-12), Accompanying papers: Designs on Pre- 
historic Hopi Pottery (Fewkes); Preliminary Account of the Antiquities of the 
Region between the Mancos and La Plata ERilvers in Southwestern Colorado 
(Morris) ; Uses of Plants by the Indians of the Nebraska Region (Gilmore); 
Mound Excavation in the Eastern’ Maya Ares, with an Introduction dent ing 
with the General Culture of the Natives (Gann). 

Bulletin 40. Handbook of American Indian Languages (Bous). Part 2. 

Bulletin 55, Ethnobotany of the Tewa Indinns (Robbins, Harrington, Freire 
Marreco). 

Bolletin 59. Kutenni Tales (Boas), 

Bulletin 60, Handbook of Aboriginal American Antiquities, Part 1. Intro 
ductory. The Lithic Industries: Mining, Quarrring, Manufacture ( Holes), 

Bulletin 61. Teton Sioux Music (Densmore). 

The distribution of the publications of the bureau has continued 
in immediate charge of Miss Helen Munroe, of the Smithsonian 
Institution, and at times by Mr. E. L. Springer, assisted from the 
beginning of the fiscal year until his resignation on April 15 by Mr, 
W._A. Humphrey, and subsequently by Miss Lana V. Schelski. Not- 
withstanding conditions in Europe and the impossibility of sending 
publications abroad except to a very limited extent, 2,235 more pub- 
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aici may be classified as follows: 


Serie Copies 
Bulletins and separates... 
| ributions to North American Ethnology—volumes and separates__ 18 
Totvoductions a po ee —e 9 








‘Miscellaneous publications _____ nn 
ILLUSTRATIONS. 


Mr. Delancey Gill, illustrator, has continued in charge of the 
preparation of the illustrations for the publications of the bureau and 
of photographing the members of visiting Indian deputations to 
Washineton, in which work he has been assisted by Mr. Albert E. 
Sweeney. The results accomplished in this direction are as follows: 





Number, 
Photographie prints for distribution end office uae ET 
Negntives of ethnologie and archeologic subjects... ee 
Negative films developed from field exposures_————--—-----.--..-.... 188 
Fhotestat prints from books and cyanea So SS _. 1,125 
Mounts use. er rie? pare cere 78 
aeiertal mer arnieeiel ee 
Photovraphs retouched__-_____..__. ..--.-. ee ene eee 43 
Drawings made _--...-.--______ _----.----__-__--_-_---- ---+--+---+-—---  18T 


Portrait negatives of visiting delegutions (Pawnee, Sauk and Fox, 
Winnebago, Blackfoot, Cherenne, Chippewn) 
The complete editions of three colored plates, airomeiig 20,000 

prints, were examined at the Government Printing Office. Tlustra- 

tive material for three bulletins was completed for reproduction, and 
progress was made on similar work for the Thirty-third Annual 


LIBRARY. 


The library of the bureau continued in charge of Miss Ella Leary, 
librarian, assisted by Charles B. Newman, messenger boy. During 
the year 1,078 volumes were accessioned; of these 214 were pur- 
chased, 185 were acquired by, gift and sxohange: and 729 are vol- 


umes of serials which were entered after having been bound for the * 


first time. The library also procured 272 pamphlets, chiefly by gift. 
‘The periodicals currently received number about 750, of which 12 


are acquired by subscription and 738 by exchange. Among the 


more noteworthy accessions of books are 20 volumes of Bibles, Testa- 
ments, and portions of the Bible in American Indian languages 
‘The library now contains about 21,315 volumes, 15,460 pamphlets, 





and several thousand unbound periodicals, There were sent to the 


Government Printing Office for binding, 1,838 books, pamphlets, and 


s were distributed than during the Erevan test year. This 


Sie ieree ee ee Ree 
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serial publications, and of these all but 20 had been returned to the 
bureau before the close of the year. 

In addition to the cataloguing of current accessions the efforts of 
the librarian were devoted to making a subject, author, and analyti- 
eal catalogue of the books represented in the old catalogue by an 
imperfect author catalogue alone. In this connection special atten- 
tion was given to linguistic works. From time to time Mrs, F, 8. 
Nichols has assisted in this work, and satisfactory progress has been 
made, 

Although maintained primarily for the use of the staff, the library 
is consulted more and more by students not members of the burean, 
as well as by officials of the Library of Congress and of the Govern- 
ment departments. 








COLLECTIONS. 


The following collections were acquired by the bureau, by members 
of its staff, or by those detailed in connection with its researches, and 
have been transferred to the National Museum: 


Ti4 archeological objects gathered In Utah ond Wyoming by Mr, Nell M. 
Judd, (S87T57.) 

Collection of potsherds showing types of ornamentation, from the Nacoochee 
Mound, White County, Georgin, being a part of the objects gnthered by the 
joint expedition of the Bureau of American Ethnology and Museum of the 
American Indian (Heye Foundation). (55818.) 

170 archeological specimens collected by Mr. Gerard Fowke at the flint quarry 
shop sites at Crescent, St. Louls County, Missouri. (59015,) 

Collection of nonhuman bones from the Nacoochee Mound, Georgia. (M1T.) 

A small collection of prayer-sticks from o Pueblo shrine on the summit of 
Langley Penk, west of the Rilo Grande ond south of the Rio Chama, New 
Mexioo, presented by Mr. Robert H. Chapman. (59112.) 

St Indian potsherds and arrow points presented by Mr, Arthur L. Norman, 
Troup, Texas. (S4622.) 

Stone “collar” from Porto Rico, received by purchase from Mr. K. A. Behne, 
San German, Porto Rico. (502980.) 

A point and tackle of «a salmon spear; a halibut hook, and five small fish- 
' hooks, the gift of Mr. Robert H. Chapman. (50288,) 

Set of ear perforutors formerly owned by Withuxnage of the Tsizhu Wash- 
tage gens of the Osage, presented through Mr. Francis La Fleeche by Mra, Fred 
Lookout. (50TS2.) 

Sacred hawk bundle, or waxobe, of the Buffalo-face People of the Osage 
tribe, collected by Mr. Francis La Flesche, (50702.) 

Osage war shicld, collected by Mr. Francis La Flesche. (50064) 


PROPERTY. 


In regard to the property of the bureau there is nothing to add 
_ to the statements presented in recent reports. The cost of necessary 
furniture, typewriters, and photographic and other apparatus ac- 
quired during the fiscal year was $235.54. 





' 


72 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1018. 


Quarters —One of the rooms in the north tower occupied by the 
bureau force was repaired and painted, a new electric fixture in- 
stalled, and the wooden casing under the exposed stairway removed 
and fireproofing substituted. 

Personnel.—The only change in the personnel of the bureau was 
the resignation of Mr. William A. Humphrey, stenographer and 
typewriter, on April 15, 1916, and the appointment of Miss Lana Y. 
Schelski on May 15 to fill the vacancy. 

The correspondence and other clerical work of the office, in addition 
to that above mentioned, has been conducted by Miss Florence M. 
Poast, clerk to the ethnologist in charge; Miss May 5S, Clark, who 
particularly aided Mr. Bushnell in correspondence connected with 
the preparation of the Handbook of Aboriginal Remains; and Mrs, 
F, 5. Nichols, who has aided the editor. 

Respectfully submitted. 

I’, W. Hopar, 
Ethnologist in Charge, 
Dr. Coantes D. Watcorr, 
Secretary of the Smithsonian /natitution, 
Washington, D, C, 





APPENDIX 3. 
REPORT ON THE INTERNATIONAL EXCHANGES. 


Sir: I have the honor to submit the following report on the opera- 
tions of the International Exchange Service during the fiscal year 
ending June 20, 1916. 

The congressional appropriation for the support of the service 
during the year, including the allotment for printing and binding, 
was $32,200 (the same amount as appropriated for the past eight 
years), and the repayments from departmental and other establish- 
ments agerecated $3,678.25, making the total available resources for 
carrying on the system of exchanges $35,878.25. 

During the year 1916 the total number of packages handled was 
801,625, an increase of 25,569, as compared with the preceding year. 
The weight of these packages was 399,095 pounds, an increase of 
61,841 pounds. 

Although these figures show an increase in the amount of work 
earried on by the service over that for last year, both the number and 
weight of the packages handled are lower than for the year 1914. 
This reduction, however, is accounted for by the suspension of ship- 
ments to a number of countries, owing to the European war, as ex- 
plained in the last report. 

The number and weight of the packages of different classes are 
indicated in the following table: 
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United States parliamentary documents sent abroad. .......... 
Publlestionarecel red in retorn for parliamentary documents... 
United States departinental documents sent abroad. .- Li 
Publications recelved in return for departmental documents. 
Miscatianecastelantific and literary publications sent abroad... et 
Miscellaneous sclantific and literary phn TiN from 

ebrow! for distribotion in the United States. . ee ee 
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Tn connection with the above statistics, attention should be called He 
to the fact that many returns for publications sent abroad reach 





their destinations direct by mail and not through the Exchange 


Of the 1,758 boxes used in forwarding exchanges to foreign 
agencies for distribution, 319 contained full sets of United States 
official documents for authorized depositories, and 1,439 were filled 
with departmental and other publications for depositories of partial 
sets and for miscellaneous correspondents. The total number of 
boxes sent abroad during 1916 was 105 more than the preceding year. 

_ As referred to last year, the interruption to transportation facili- 
ties caused by the European war made it necessary for the Inter- 
national Exchange Service in August, 1914, to suspend the shipment 

_ of consignments to Austria, Belgium, Bulgaria, Germany, Hungary, 
Montenegro, Roumania, Russia, Serbia, and Turkey. With the ex- 
ception of Germany, exchange relations with these countries are stil] 
suspended. It has been possible to arrange for the sending of several 
consignments to Germany through the American consul general at 
Rotterdam, but the Institution has not yet undertaken the regular 
transmission of boxes to that country. One shipment has been re- 
ceived from Germany, and the Institution, through the Department 
of State, has arranged with the British Government for the sending 
of consignments from Germany to this country at bimonthly in- 

In May, 1915, as mentioned in the last report, the Institution en- 
deavored to arrange with the Commission of International Exchanges 
at Petrograd for the resumption of shipments to Russia by way of 
Archangel, but the commission then expressed a desire to postpone 
the renewal of operations until after the close of the war. The 
commission now writes that it has been found possible to resume 
the forwarding of consignments either by way of Vladivostok, Rus- 





sia, or Bergen, Norway. The Institution has signified its preference 
for the Intter route, at the same time asking if shipments can be 
forwarded to Russia through the same port. 
_ Through the burning at sea of the steamship Mount Eagle, box 
195, containing publications from various governmental and scien- 
tifie establishments in this country for distribution in Korea, was 
destroyed. Owing to a similar accident to the steamship Athenai, 
box 231, for Greece, was lost. In almost every instance the Insti. 
tution was able to procure from the senders duplicate copies of the 
lost publications, which were duly forwarded to their destinations. 
In this connection it should be stated that the destruction of the 
_gbove-mentioned vessels was not due to the war, Thus far only two 
exchange packages—each containing 12 publications—have been lost 








through the sinking of steamers by war vessels, reference to which 
was made in the last report. — 

In continuation of a policy of international helpfulness, the Inst- 
tution has rendered aid to governmental and scientific establish- 
ments, both in this and foreign countries, in procuring especially 
desired publications. One instance in particular in which the Insti- 
tution extended aid during the year in procuring publications may 
be referred to in this connection. The Pan American Division of 
the American Association for International Conciliation in New 
York City, which was assembling a library to consist of some seven 
or eight thousand volumes of works of North American origin for 
presentation to the Museo Social Argentino at Buenos Aires, applied, 
through the Department of State, for a selection of publications of 
the United States Government and of certain scientific institutions 
in this country. The matter was brought to the attention of the 
proper establishments, and several hundred publications were re- 
ceived for the proposed library. The Department of State, in 
bringing this matter to the attention of the Institution, stated that 
the department attached considerable importance to the request as a 
potent means of furthering the best ideals of Pan Americanism. 

It may be stated in this connection that it is the custom of the 
Government of India to refer any requests from establishments in 
this country for Indian official documents to the Exchange Service 
for indorsement before acting thereon. In such instances statistics 
and other information relative to the society or establishment making 
the request is furnished, and a proper recommendation is made in 
regard to the application. 

The number of boxes sent to each foreign country and the dates 
of transmission are shown in the following table: 


Consignments of erchanges for foreign cowniries, 


Dette of Granmamission. 





1} Joly 21, Ang. 10, Sept. 00, Oct. 21, Nov, 24, 1015; Jan. 17, Feb, 18, 
Apr. 25, May 26, 1910. 

i) July 16, Oct. 2, Nov. 13, Dec. 4, 1015; Feb. 3, Apr. 6, 1910, 

July 71, Aug. 10, Bept. 25, Get. 21, Nov. 30, 1918: Jan, 17, Fab, 
18, Mar, 25, May 20, 1014. i 

Jaly 3, 10, 17, 4, U1, Ang. 7, 1, 21, 38, Sept. i, U1, 18, os, Octo, 
18, 29, 30, Nov. 6, 12, 20, 20, Dec. 4, 11, 18, 1915: Inn. 38, Feb. 

| 6,16, 3, Mar. 5, 30, Apr. 1, 10, 18, May 3, Jone 6, 16, 1606. 

Joly 20, Ang. 20, Nov. 10, 1915; Feb. 5, Mar. 4, 1910. 

|} Aug. 10, Oct. 23, Dec. 10, 1915; Feb, 25, Mar. 23, June 2, 195m: 

July 21, Ang. 20, Oct. 4, Nov. 4, Dec. 3, 115; Feb, 1, Mar. 7, Apr. 
4, May 4, 1018. 

) July 14, Aug. 19, Rept. 24, Oct. 10, Nov. 27, Dec, 15, 1015; Jan. 8, 

a1, Feb. 23, Mar. 8, 24, Apr. 4,7, 13, Muy 4, 1910, 
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July Wl, Oct. 1, Nev, 12, Deo. 13, 1015. 

July bt, Oct. 2, Nov, 12, Dec IM, 1915; Feb. 2, Mar,3, Apr. 5, 1000, 

Ang. 10, Oct. 23, Dee. 10,1915; Feb. 25, Mar, 28, June 2, 1906, 

July 2, Ang. 5, Sept. 9, Ort, 9,28, Nov. 1, 90, 1015: Jan. 16, Mar. 
17, Jue 10, 19Ld, 

i de Aug. 17, Oct. 2, Nov, 12, Dee, 14, 1015: Mar. 4, Apr, 'T, 

14. 

ag Ss Ang. 24, Oct. @, Nov. 0, Dec. 8, 1015; Feb. 5, May 20, 

July M4, 20, Ang. 16, 25, Sept. 25, Oct, 1, Nav. 2, 1, Dee, 4, Lois: 
Jon. 23, Feb. 12, Mar. 14, Apr. 14, May 24, 1916, 

Ang. 1, 1915; Jan 19, June 9, 1008. 

July 3, 10, 17/24, 31, Aug. 7, 14, 21, 2%, Sept. 4, 1, 18, 25, Cet, 9, 
16, 23, Nov. 6, 13, 30,30, Deo. 4, 1, 18, 1015: Jan, 20,28, Fob, 
M6, 25, Mar. 8, 90, Apr. 1, 10, 17, May 2, Juna 5, 1010, 

July 38, Ang. 24, Cet. 6, Nov. 1% Dec. 1, W915: Jan, 25, 101i, 

July 2, Oct. 6, Nov, 1, Dee, 14; 1015: Mar. 4, Apr. 6, Iona, 

| Ang. 10, Oct. 23, Dee. 10, 1915; Fob, 25, Mur, 2. June 2. Milé, 
July 20, Oct. 0, 1915; Feb. 3, Apr. 6, 1910, 

July 10, 07, 34, 31, Aug: 7, M4, 21, 33, Sept. 4, 11, 25, Oot. O, 14, 2, 
30, Nov. 6, 13, 20,100, Dec. 4, 11, 18, 1005. Jon, 28, Feb, 8, 16; 25, 
Mar. 8,20, Ape. 1, 10,17, May 2, June 5, 14, 1914. : 

July 13, Aug. 25, Sept. 25, Oct. 13, Nov. 2, 18, Dec, 6, 1015: Jan. 
21, Feb. 19, Mar, 14, Apr. 19, May 35, 118, 

Joly 2, Sept. 23, Nor. 5, Deo, 15, 1015: Feb, 4, Apr. 7, 19th, 

Taly 5, Aug. a, Sept. Ll, Oct. , Nor. 6, Dec. 0, 1915; Jan, 3, 
Feb. 2, Mar, 20, Apr. 2), tod, ' 

July 2, Sept. 28, Oct. 2, 1915. 

| duly 20, Sept. 28, Dec. 15, LELS, 

July 25, 1015. 

Ang. 10, Oct. 25, Dec. 10,1015; Fob. 35, Mar. 28.7 

July 15, 27, Aug. 14, 17, 25, Sept. 24, Oet.13, Noy 3. D Deal vie 
Jom. Zi, Feb, 0, Apr. 1, May 2, 1990, | 

Toby 8, Aug. 10, Sept, 21, Get. 20, Nov, 2h, 1015: Jan. 1a Feb. 1 

! forte costar cia, 11S; Jan. 14, Feb, 14, 

July 13, Aug. 12, Sept. 4, Oct, 20, Nov. 23, 1915; 5. Fob. 14. 
Mar. 15, Apr. 21, 1010, er ee 

ese 2, Oct. 6, Nov. 16, 1915: Apr. 6, 1016, 
uly 2, Aug. 3, & t. B, Oet. av. ed i OLS: Ja 

Rigen Zap ®, Nov. 9, Dee. 8, 1008: Jan, +, 

(Joly 2), Oct. 2, Nov. 16, Dec. 14, 1915; Fob, 3, Apr. 7, 1018, 

Tuly 21, Ang. 2), Oct. 4, Dee, 3. 1915: Fp vy 
Sie sak #c. 3, 1015; Fab, 1, Mar 2, Apr, 4, 

July 2, Aug. 3, Sept, 9, Oct.0, Nov.o, Dee. 8, (on5- 
Apr. 11, Tune 16, 1916, 

duly 2, Aug. 12, Bept. 4. Get. 20, Nov. 23. 191s. “aT 
Mar. 15, Apr. Sigal CE et he Seas 

July 20, Oct. 0, Nov. 16, Dee, 14,1915: Mar 4 Agr a1 

par 3, Bept. 3, Dec. 7, 191s. Apr. 7, wer ; ae Liat * 

July 8, Aug. 10, Bopt. 23, Oct. 39 Nov: a 
ate peat Oct. 2, Nov. 25, 1915; Jan 14, Feb, 14, 

duly T, Ang. 10, Sept. 22, Oot. 19, 

Mar, 30, Apr, 28, June 10, 1910, 
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Country, Dhate of transmission. 
BWRGEH sess eieal.c.... 40 | Joly 27, Aug. MM, Sept. 15, Oct. 14, Nov, 24, 1015; Jan. 15, Feb. 17, 
; | Mor. 17, Apr. 22, 1916, 


BWITEERLAND, .....-000s00000: 60 | Sept. M, Oct. 13, Nov. 3, Dee, 3, 1015; Jan. 15, Feb. 18, Mar. 34, 
Apr, 24, June &, 1916, 
TASMANIA. ....002cereeenees ed 2 | July 3, 10, 17, 34, U1, Aug. 7, 14, 21, 38, Bap, 4, 11, 18, 2, Oct. 0, 
| 16,30, Nov. 6, 13, 20,30, Dec, 4, 11,18 1015: Jan. 28, Fob, 8, 14, 
3, Mar. 8, 20, Apr. 1, 10,15, May 2, Tone 6, 16, 6, 


"TRINIDAD. cee ec wccsces dere a) July 29, Sept. Dee. 151915, | 

Untow oF Bourn Areca... | July 27, Aug. 3, Nov. 5, Deo. 6, 1015; Fab. 6, Mar.8, Apr. 11, 181d, 

TRUM AT Hees cesee see eeacas LF | Joly 2, Aug. 2, Oot. 4, Nov. 12, Dec, 12, 1014: Feb. 2, Mar, 3. 
Apr. 6, 1916. 

ey 13 | July 10, Oct. 2 Nov. 12, Deo. 13, 1015; Feb. 2, Mar. 8, Apr. 5, L916, 

WONG ooehceeseee¥eeseccss 25.) July #, Ang. M, 19, Sept. 21, Oct. 30, Nov. Zi, 1000: Jan. 1, 
Feb, 14, Mar. 15, Apr. 20, 1016, 

WESTERN ATSTMALIA........ 20 | July %, 10, 17, 4, 31, Ang. 7, 14,21, 38, Sept. 4, 11, 18, 28, Get. g, 

| 16, 23,30, Now, 6, 13, 2), 30, Thee. 4, 11, 15, 1915; Jan. 3, Feb, 8, 

ld, $5, Mar. $, 20, Apr. 1, 10,13, May 9, June 5, 16, 1916. 

Wowerar am Lrerwamn 2 | July 20, Sept. 38, 1915, 








FOREIGN DEPOSITORIES Of UNITED STATES GOVERNMENTAL DOOCU- 
MENTS. 


The number of sets of the United States official publications regu- 
larly forwarded to foreign countries in accordance with treaty stipu- 
lations and under the authority of the congressional resolutions of 
March 2, 1867, and March 2, 1901, has been reduced from 92 to $1— 
the series sent to the Government of Bombay having been diseon- 
tinued at the latter's request. In asking that these shipments be dis- 
continued, the secretary to the Government of Bombay stated that 
it would in no way affect the transmission of the reports of his 
Government for deposit in the Library of Congress. 

The recipients of the 55 full and 36 partial sets are as follows: 





DEPOSITORIES OF FULL. SETS. 


AnoENTINA; Ministerio de Relaciones Exterlores, Buenos Aires, 

AvsTnatta: Library of the Commonwealth Parliament, Melbourne, 

Avetntia: K. EK. Statistische Zentral-Kommission, Vienna. 

Bavex: Universitits-Bibliothek, Freiburg. (Depository of the Grand Duchy 
of Baden.) 

Bavarra: Konigliche Hof- und Stnate-Bibllothek, Munich. 

Betotvm: Ribliothtjue Royale, Brussels. 

“Brazr.: Bibliotheen Noclonal, Rilo de Janelro. 

Buenos Armes: Biblioteca de In Universidad Nacional de La Plata. (Deposl- 
tory of the Province of Buenos Aires.) | 

Canapa: Library of Parliament, Ottawa. 
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CHitx: Biblioteca del Congreso Nacional, Santiago, 

Carwa: American-Chinese Publication Exchange Department, Shanghal Bureau 
of Foreign Affairs, Shanghal. 

Cotommta: Biblioteca Nacional, Bogotii. 

Costa Rica: Oficina de Deptaito y Canje Internacional de Publicaciones, San 
Jost, . 

Ouna : Secretaria de Estado (Asuntos Generales y Canje Internacional), 





Ppeacanx: Rongellge Bibllotheket, Copenhagen. 

Ewotanp: Eritlsh Museum, London. 

Faisce: Blbllothtque Nationale, Paris. 

Geawany: Deutsche Reichstags-Bibllothek, Berlin, 

Gtascow: City Librarian, Mitchell Library, Glasgow. 

Gueece: Biblioth@que Natlonale, Athens. 

Harr: Secrétalre d’Etat des Relations Extérieures, Port au Prince. 

Hosocany: Hongarian House of Delecntes, Budapest. 

Inpra: Depariment of EFvlucation (Books), Government of India, Calcutta. 

Inciaxp: National Library of Ireland, Dublin. 

Traty: Biblioteca Nazionale Vittorio Emanuele, Rome, 

Jarax: Imperial Library of Japan, Tokyo, 

Lospos: London School of Beonomica ond Polltical Sclence,. (Depository of 
the London County Council.) 

Manirooua: Provincial Library, Winnipeg. 

Mexico: Instituto Bibllogrifico, Biblioteca Nacional, Mexico, 

Nernencanns: Library of the States General, The Hague. 

New Sourn Wares: Public Library of New South Wales, Sydney. 

New Zearaxp: General Assembly Library, Wellington. 

Noewar: Storthingets Bibliothek, Christiania. 

Oxtanio: Legisiative Library, Toronto, 

Pass: Préfecture de la Seine. 

Pexv: Biblloteea Nacional, Lima. 

PortucaL: Bibliotheen Nacional, Lisbon, 

Puvssta: Kiénigliche Bibliothek, Berlin. 

Quencc;: Library of the Legisinture of the Province of Quebec, Quebec. 

Querenetano; Parliamentary Library, Brisbane. 

Russa; Imperial Pobile Library, Petrograd. 

Saxony: EGnigliche Oeffentiiche Bibliothek, Dresden. 

Seam: Section Administrative du Minist@re des Affuires Etrangtres, Belgrade, 

Sourn Avsreatta: Parliamentary Library, Adelalde. 

Srais: Servicio del Camblo Internacional de Publicaciones, Cuerpo Facultative 
de Archivéros, Bibliotecarlos y Arqueélogos, Madrid. 

Swenex: Kungliga Biblioteket, Stockholm. 

Swrremmnanno: Biblothique Falitrale, Berne, 

Tasmania: Parliamentary Library, Hobart. 

TumEry: Department of Public Instroction, Constantinople. 

Ustos of Sovra Arnica: State Library, Pretoria, Tronsvnal. 

Uevecar: Oficina de Canje Internacional de Publicaciones, Montevideo, 

VESE2tELA: Eiblotecn Nactonol, Caracas, 

Vrerowta: Poblie Library, Melbourne. 

Westman Atarmatta: Public Library of Western Anstralia, Perth, 

Wrttemmras: Eonigliche Landesbibllothek, Stuttgart. 


DEPOSITORIES OF PARTIAL SETS. 


Atpeara: Provincial Library, Edmonton. 

Avsace-Lomarse: EK. Ministerlum filr Elsass-Lothringen, Strassburg. 

Bonivia; Ministerio de Colonizacién y Agricultura, La Paz. 

Puemen : Senatskommission filr Relchs- und Auswirtige Angelegenhelten, 

Brerrisy Corvamta: Legislative Library, Victorian. 

Harms Guiasa: Government Secretary's Office, Georgetown, Demernra, 

Buiaanta: Minister of Forelgn Affairs, Sofia. 

Crerton: Colonial Secretary's Office (Record Department of the Library), Oo 
lombo, 

Eovapon: Biblioteca Nacional, Quito, 

Eoerrr: Bibllothéque RbAlivinle, Calro, 

Fistasp: Chancery of Governor, Helsingfors. 

ho eptmapae Secretary of the Government, Guatematn. 

Hawuune: Senatskommission fir dle Relchs- und Auswiirtigen Angelegenhelten. 

Hessr: Grossherzogiiche Hof-Blbllothek, Darmstadt. 

Hoxpunss: Secretary of the Government, Tegucigalpa. 

JamwaAtca: Colonial Secretary, Kingston. 

Limenra: Department of State, Monrovin. 

Lourengo Mangvez: Government Library, Lourenco Marquez. 

Lijpeck: President of the Senate 

Mangas, Provixce or: Chief Secretary to the Government of Maidrns, Publle 
Department, Madras. 

Maura: Licutenant Governor, Valetta. 

MoNTENEGRO: Minlst@re des Affaires Etrangé@res, Cetinje, 

New EBevnswick: Legislative Library, Fredericton, 

Newrounpianp: Colonial Secretary, St. Johns. 

Nicakaocva: Superintendente de Archivos Nacionales, Manngua. 

NogtHwest Trennirours: Government Library, Regina. 

Nova ScorTia: Provincial Secretary of Nova Scotin, Halifax, 

PANAMA: Secretarin de Relaciones Exterlores, Panama. 








' Paraguay: Oficinn General de Inmigracion, Asuncion, 


Parsce Eowanp Istasp: Legislative Library, Charlottetown. 

Roumania: Acaidemin Romana, Bucharest. 

Salvapor: Ministerio de Relaciones Exteriores, San Salvador. : 
AM: Department of Foreign Affairs, Bangkok. 

STeatrs Serreewests: Colonial Secretary, Singapore. 

Usiren Provinces or Acasa anp Goon: Under Secretury to Government, Alla- 
habad. 

Virnsa: Birgermelster der Haupt- und Residenz-Stadt 


INTERPARLIAMENSTRY EXCHANGE OF OFFICIAL JOURNALS, 


The Governments of Bolivia, Peru, and Venezuela were added to 
those countries with which the immediate exchange of official parlia- 
mentary journals is carried on. Following is a complete list of the 
Governments to which the Congressional Record is now sent: 


Argentine Republic. Boll via. 

Australia. Brazil. 

Austrian. Buenos Alresa, Province of. 
Baden, Cannda. 


Belgium. | Costa Rica. 





i“ . 4 


ANNUAL REPORT SMITHSONIAN INSTITUTION, 1910. 


Portugal. 
Denmark. Prussia. 
Greece. Russia. 
Guatemala. Serbian. 
Honduras, spain, 
Hungary. Switzerland. 
Ttaly. Transvaal. 
Liberia. Union of South Africa, 
New South Wales. Uruguay. 
New Zealand. Venezueli. 
Peru. Western Australia. 


Tt will therefore be seen that there are now 36 countries with 
which this exchange is conducted. To some of these countries two 
copies of the Congressional Record are sent—one to the Upper and 
one to the Lower House of Parliament—the total number trans- 
mitted being 41. 


LIST OF BUREAUS OR AGENCIES THROUGH WHICH EXCHANGES ARR 
TRANSMITTED, 


The following is a list of the bureaus or agencies through which exchonges 

AxooLa, tia Portugal. 

AucenTixA: Comisién Protectora do Bibliotecas Populares, Santn Fé 890, 

AvetTmia;: K. K. Statistische “entral-Kommission, Vienna. 

AzonEes, vie Portugal. 

Beoivar; Service Belge des Echanges Internationauz, Rue des Longs-Chariots 
46, Brussels. 

Borrvi1a;: Oficinn Nacional de Estadfstica, La Pax 

Buazit® Servigo de Permutagdes Internacionnes, Biblotheen Nactonal, Io de 
Janelro. 

Barris Cotonizs: Crown Agents for the Colonies, London, 

Berrisa Goiasa: Royal Agricultural and Commercial Society, Georgetown. 

Batrign Honprnas: Colonial Secretary, Bellxe. 

Bouton: Institutions Scientifiques de 5, M. le Roi de Bulgarie, Sofia. 


Canary Isnanns, ria Epaln. 

Came: Servicio de Canjes Internacionales, Biblioteca Nactonal, Suntingo, 
Onna: American-Chinese Poblication Exchange Department, Shanghal Bureqy 
Cotommra: Oficina de Canjes Internacionales y Reparto, Biblioteca Nuctonal, 


Court : a Rica: Oficina de Depésito y Canje Internacional de Publicaciones, San 
Dex atari: Kongelige Danske Videnskabernes Selskauh, Copenhagen, 

DoteH GuiAsa: Surinnameche Koloniale Blbiiotheek, Purnmaribo. 

Ecvavos: Ministerio de Relaciones Exteriores, Quito, 


Eorrt: Government Publleations Office, Printing Department, Cnuiro. 


Das Service Francuis des Echanges Internationnux, 110 Rue de Grenelie, 





Gaxkiwe: -Amerika-Institut, Berlin, N. W. 7. 

Gueat Brrrarm axp Inerann: Mesers. William Wesley & Son, 23 Essex Street, 
Strand, London, 

(Gaeece: Biblioth®que Nationale, Athens. 

GIEENLAND, tia Denmark. 

GUADELOUFE, vice France. 

GuaTemaLa: Instituto Nacional de Varones, Goatemala, 

Gurrea, vie Portugal. 

‘Hanor: Secré@tatre d'Etat des Relations Extérleures, Port nu Prince. 

Hosprras: Biblioteca Nacional, Tegucigoaipa, 

Hewaanr: Dr. Julius Pikler, Municipal Office of Statistics, Vicl-wten $0, Budna- 


Icetanp, tla Denmark. 

Inpra: Indian Store Department, India Office, London. 

Tracy: Uilicio degli Scambhl loternizlenal), Biblioteca Nazionale Vittoria Emnan- 
vele, Thome, 

JAMAICA: Institute of Jamnalen, Kingston. 

Jaran: Imperial Library of Japan, Tokyo, 

fava, tia Netherlands, 

Korea: Government Genernl, Keljo. 

LIMER1A : Bureau of Exchonges, Department of State, Mourovin. 

Loveexco Marques: Government Library, Lourenco Marquez. 

Luxemnves, tia Germany. 

MaApagascag, via France, 

Manerma, tia Portugal. 

Montesxroto: Minist@re des Affnires Etrangtres, Cetinje. 

Nerneeianns: Bureau Scientifique Central Néerlandais, Bibliothéqne de 1'Unl- 
verait¢é, Leyden. 

New Guinea, via Netherlands, 

New BourH Waces: Public Library of New South Wales, Sydney, 

New Zeataxp: Dominion Musenm, Wellington, 

Nicakacua: Ministerio de Relaciones Exteriores, Managua. 

Noswar: Eongelige Norske Prederiks Universitet Bibliotheket, Christiania, 

-Pasama: Secretaria de Relaciones Exterlores, Panama, 

Pasaovay: Servicio de Canje Internacional de Publicaciones, Secetén Consular 
y de Comercio, Ministerio de Relaciones Exterlores, Asuncion. 

Pessia: Board of Foreign Missions of the Presbyterian Church, New York Clty 

Peau: Oficinn de Reporto, Depéeito y Canje Internacionn! de Publicnciones, 
Ministerio de Fomento, Lima. 

Porrvaat: Servico de Permutacies Internaclonoes, Inspecciio Geral das Bibtio- 

 thecas e Archivos Publicos, Lisbon. 

QUEENSLAND: Bureau of Exchanges of International Publications, Chief Sac- 
retury'’s (Office, Brisbane. 

Houmasta: Academia Romana, Bucharest. 

Russa: Commission Russe des Eechanges Internationnux, Bibliothaque Im- 
perinle Publique, Petrograd. 

Sarvapon: Ministerio de Melactones Extertores, San Salvador. 

Bexata: Section Administrative du Ministére des Affaires Etrang?res, Belgrade. 

‘Siam: Department of Foreign Affnirs, Rungkok. 

SOUTH AwsTeawA: Public Library of South Australin, Adelnide. 

8rain: Servicio del Cambio Internacional de Publicaciones, Cuerpo Facultativo 
de Archiveros, Bibllotecarins y ArqueGlogos, Madrid, 











SwEDEN : Kongliga Svenska Vetenskaps Akademien, 5 


Swrraracann; Service des (changes Internationaux, Bibliothéque Fédérale 
Sram: Board of Foreign Missions of the Presbyterian Church, New York. 
TasMAnIA: Secretary bo the Premier, Hobart. 

Tarsmap: Royn! Victoria Institute of Trinidad and Tobago, Port-of-Spain, 


Torerr: American Board of Commissioners for Foreign Missions, Boston. 
Untow or Sourm Arnica: Government Printing Works, Pretoria, Transvaal, 


PevavaT: Oficina de Canje Internacional, Montevideo. 


Verexvera: Biblioteca Nacional, Caracns. 
Vieroma: Public Library of Victoria, Melbourne. 
Westren AveTeatia: Public Library of Western Australia, Perth. 
Wisowas ann Lexwanp [sLANDS: Imperial Department of Agriculture, Bridge- 
town, Barbados. 
Respectfully submitted. 
C. W. SnoemMAkeEr, 
Chief Clerk, International Exchange Service. 


Dr. Cranes D. Wavcort, 
Secretary of the Smithsoman I natifulion. 
Avauer 23, 1916. 


APPENDIX. 4, 
REPORT ON THE NATIONAL ZOOLOGICAL PARE. 


Sir: I have the honor to present below a report concerning the 
operations of the National Zoological Park for the fiscal year ending 

June 30, 1916, 
~ There was allowed by Congress the sum of $100,000 for all pur- 
poses, except printing, for which $200 additional was granted. — 

The European war has had a marked effect upon the cost of living 
animals, Not only are the prices higher, but transportation is more 
dificult and therefore more expensive. Many of the regular dealers 
have been obliged to withdraw from the business. Notwithstanding 
these difficulties the National Zoological Park has maintained its col- 
lection fairly well, and remains at about the same level in numbers 
as last year. There are, indeed, some 15 species in the park not pre- 
viously exhibited here. A careful estimate of the value of the ani- 
mals in the collection shows that it must be at least 590,000, at the 
prevailing market prices. The value of the buildings is estimated 
at $210,000. 


ACCESSIONS, 


Births, 101 in number, included 5 American bison, deer of 11 species, 
a yak, a South American tapir, a Bactrian camel, 2 monkeys, some 
other mammals, and a few birds. 

(rifts—The most important of these was four elands and four 
Kashmir deer received from the Duke of Bedford at Woburn Abbey, 
England. Three fawns were born from the deer during their transit. 
The complete list of the donors and gifts is as follows: 

Mr. Edward Anderson, jr., Tucson, Ariz,, 9 desert Iynx. 

Miss Maude Anderson, Washington, D, C., a common canary, 

Aliss Marfan Ashby, Washington, D. C., a barred owl. 

Mr. O. E. Baynard, Clearwater, Fln., two barred owls, 

The Duke of Bedford, Woburn Abbey, England, four elands and four Kash- 
mir deer, 

Burean of Biological Survey, an American marten. 

Mr, Robert Burrows, Washington, D. C., two alligntors, 

Afiss Argine Carusl, Washington, D. C., an allicntor. 

Mr. Austin M. Cooper, Washington, D. C., « tarantula, 

Mr, E. J. Court, Washington, D. C., a great horned owl. 

Mr. Blaine Elkins, Washington, D. C.. two raccoons. 

Mr. W. C. Emery, Washington, D. C., 1 copperhead snake. 
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Mr. George Field, Washington, D, C., a Texan armadillo. 

Mr, Afarcus A. Hannon, Washington, D, C., a copperhend snake, 

Mr. G. M. Haynes, Washington, D. C., an alligator. 

Mr. Roses Hazeltine, Voited States Consular Service, an ocelot. 

Mra. Mary F. Henderson, Washington, D. C., two gross parrukeets and a 


Ars. Robert Hitt, Washington, D. 6., a bare-eyed cockatoo. 


Mr, G..C. Hogan, Comern, Va., a gray fox, 

Mr, George Howell, Washington, D. C., two alligutors. 

Mr. KE. C. Hoey, Hot Springs, Ark., a dusky wolf. 

Miss Juergens, Washington, D. C., on alligntor, 

Biss Annie Lee Knight, Washington, D. C., 0 gray fox. 

Mr. J. C. Lamon, Knoxville, Tenn, a black snake, 

Mr, T. P. Lovering, Washington, D. C., 0 king snake, 

Ar. 5. Lyons, Washington, D. C., two alligutors. 

Mr, Vinzon McLean, Washington, D. C.. 2 gray parrot, 2 macaw, and a great 
red-crested cocknatoo, 

Mr. Lee 3. Page, Washington, D, C., an alligator. 

Hon. Frank Park, M. C., Sylvester, Ga. at request of lote Senator Bacon, 

Mr. Robert Portner, Washington, D.C, an alligator. 

Mr. 0.3, Rockwood, Washington, D. C., an alligntor. 

Mr. Baynard Schindel, Washington, D, C., on alligator, 

Dr, RK. W, Shufeldt, Washington, D. C., 1 black snake, 

Mr, J. H. Stelg, Washington, D. C., a black snake, 

Dr. J. I. Stewart, Washington, D. C., a woodchuek. 

Mrs, F. H. Talkes, Washington, D. C., n parrot. 

Mrs. K, B. Tingsley, Washington, 1. C., an allicator, 

Mr, C. V. EK. Townsend, Munising, Mich., a coyote. 

Hon, Woodrow Wilson, Washington, D. C., two bald engles, 

Unknown donor, an olligutor. 

Unknown donor, two cardinals, one common mocking bird, one brown thrasher. 


Ezechanges—The possession of a considerable number of surplus 
animals made it possible for the park to profit by 187 exchanges. 
Among the important acquisitions were a pair of young lions from 
the Department of Parks, New York City, a male guanaco from the 
Philadelphia Zoological Garden, a chimpanzee, a fine pair of Siberian 
tigers, a nilgai, a pair of mule deer, a pair of Columbian black-tailed 
deer, a great red kangaroo, several monkeys and other mammals, a 


secretary vulture, and a considerable number of other birds. 


The chimpanzee was new to the collection and is a very intelligent 
and interesting male about 4} years old, from the forests of French 
Congo. He is an object of great interest to the public and attracts 
much attention every day, especially when at his meals, as he hee 
been taught to sit in « chair at a table, eat with a fork and drink 
out of a glass. As there was no conveniently available cage for bat 


in the monkey house, special quarters have been provided in the lion 
house, in a corner where he is shielded from drafts of air. In 
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order to prevent feeding by visitors a glass screen was erected be- 
tween this cage and the public space. Pure air is provided by a duct 
leading from the outside of the building suitably warmed by a heat- 
ing coil. He has made himself entirely at home there, appears happy, 
contented, and quite healthy. A larger, more spacious cage will be 
constructed for occupation during hot weather, where he can be more 
satisfactorily seen. 

From Yellowstone National Park.—Two black timber wolves, in- 
teresting from their rarity, were transferred from the Yellowstone 
Park. 

Captured.—A raccoon, possibly a wild one, but more probably one 


‘that had escaped, was caught in a trap. 


Loaned—3 mink and 7 martens were temporarily loaned, also 1 
monkey and a parrot. 
LOSSES. 


Among the most important losses was that of the young male 
African elephant, Jumbo II, a beautiful, active animal that was 
bought from the Government Zoological Garden at Giza, Egypt, in 
1913. He was then about 4 years old. The death of this valuable 
animal was entirely unexpected, as he had always seemed in ex- 
cellent health. A post-mortem examination, made by veterinarians 
from the Bureau of Animal Industry, revealed a rupture of the 
stomach, a tear 7 imches in length occurring along the great 
curvature. Escape of the stomach contents had caused an acute 
peritonitis. The cause of this rupture is quite obscure. The diet of 
the animal had not been changed either in quantity or quality, and 
the stomach had not been overdistended by food. Nor did an ex- 
amination of the discharged material reveal any substances that 
might have occasioned an active fermentation with considerable evolu- 
tion of gas. The other viscera showed no gross pathologic changes. 

Other losses were a male lion, from softening of the brain, a fur 
seal, a male California sea lion, a black leopard, from old age, a male 
American bison, from pneumonia, a male and female nilgai, from 
generalized tuberculosis; 38 animals were lost from attacks by cage 
mates, by dogs (directly or indirectly), or through other accidents. 
Amebiec dysentery attacked some spider monkeys, recently received, 
and caused the death of six of these animals. Post-mortem examina- 
tions were made, as usual, by the Pathological Division of the Bureau 
of Animal Industry, Department of Agriculture.* 

\'The canecs of death wero reported to be as follows: Enteritis, 24; gnstroenter!tia, 4; 
ameble dysentery, @; fermentation colle, 1; intestinal coccidiosis, 1; cercomoniasia, 1; 
pneumonia, 15; tuberculosis, 14; congestion of lungs, 3; pulmonary edema, 1; asthma, 
1: aspercillogis, 4: premin, 3: septicemia, 1; toxemia, 1; pericarditia, 1; bepatitts, 3; 
fatty degeneration of kidneys, 1: gangrene of cecum, 1; necrosis of rectum, 1; Softening 


of brain, 1; hematoma of liver, 1; tumor, 1; anemia, 2; rupture of stomach, 1; no sofi- 
elent cause found, 17: not fit for examination, 3. 
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STATEMENT OF THE COLLECTION. 

AC CESSIONS DURING THE YEAR. 
Presented_________._____ SSE a 66 
ell PRs ety Le) ee oe ee LT |. 
Born and hatched in the National Zoological Pork..........._. ee 
Received. in exchange... se 
Recelred from Yellowstone National Park-_.._--._..__.._____________ 4 
Captured in National Zoological Park__.._.___._._____ 1 
Deposited In National Zoological Park__..___.__-__-.__.___.mosc1. 4 4% 

Total __ SS Ae CPSs ete CPE Ee ie et EE 
SUMMARY. 

Animals on hand July 1, 1915 ___.__.______.__.___.__.._.......... Le 

Accesssions during the yenr....__$_.. _.___._- .- 474 

1, 871 

Deduct loss (by exchange, death, return of animals, etc.) |B 





On hand June 50, 1916... .... -..1__. .. 1... ee 
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VISITORS. 


The number of visitors to the park during the year, as determined 
by count and estimate, was 1,157,110, a daily average of 3,162. This 
was the largest year’s attendance in the history of the park. The 
greatest number in any one month was 248,080, in April, 1916, an 
uverage per day of 8269. The attendance by months was es follows: 

1915.—July, 71,900; August, 79,100; September, 100,200; October, 171,000: 
November, 90,300: December, $4,050. 

197é6.—Janunry, 56,200; February, 58,580; March, 95,500; April, 248,080; 
May, 128,200; June, 74,300, 

One hundred and sixty-one schools, classes, etc., visited the park, 
with a total of 8,679 individuals. 


IMPROVEMENTS, 


The hospital and laboratory building which was mentioned in last 
year's report has been nearly completed, lacking only the interior 
fittings and the necessary outside yards, It is a pleasing structure, 
built, after the designs of the municipal architect, of blue gneiss of 
this neighborhood 1, warmly colored by infiltration of j iron oxide. A 
retaining wall was built and some grading done to provide sufficient 
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do not require artificial heat. Many of the chestnut trees surround- 
ing the building became blasted by the “ chestnut blight” and had to 
be eut down. A roadway of tar-bound macadam was constructed 
‘about the building connecting with the nearest main driveway. Con- 
nection with the nearest sewer (in Klingle Road) has been effected. 


_ operation. A modest supply of the necessary apparatus should be 
furnished in order that suitable facilities may be available for post 
- mortem examination by the Government bureaus cooperating with 
the Zoological Park. 

Attention has previously been called to the fact that the topog- 
raphy of the park is so irregular that it is difficult to find building 
sites ‘vith attached yards in convenient situations without extensive 
grading. A case in point occurs at the site of the barn which has 
been used for bison and other hoofed animals. The building here, 
made of logs with bark on, has become unsightly by decay and re- 
“quires extensive repairs. It is situated on a hill of small elevation, 
but the slopes of which are sufficiently steep to cause continual 
erosion when it is worn by the hoofs of the animals. It was there- 
fore thought best to grade down this hill and fill up the adjoining 
gullies, much enlarging the area of the yards. In order to do this 
effectively, it was necessary to borrow earth from the prominent ridge 
that extends from the zebu house northwesterly to the camel yards, 
About 25,000 square feet will be added to the level ground previously 
available. Only a portion of this work will be defrayed from the 
current appropriation, the remainder from next year’s appropriation. 


i The work was let out by contract. very favorable terms being se- 


cured. The additional paddocks thus obtained will be used, in part, 
by the Duke of Bedford. 


| these animals and others displaced during the alteration of their 
___ regular quarters. 
___._ A needed convenience was provided at the elephant’s quarters by 
installing, at small cost, hydraulic lifts to raise the heavy doors which 
___ give access to the outside yards. 

_ _ The inclosure for ducks near the flight cage was reconstructed to 


> 


a make it safe from raccoons, etc. 

to provide for convenient transfer of animals and care of the 
i A motor truck Was purchased during the year to haul food ee 
—_ Pl ies, for which a trip is made every day except Sunday to the inarkeok 


a 


ie a 


ing for quarantine quarters for such a nimals: as 


‘ation should now be made to put the laboratory into effective 


_  __ for the exhibition of the beautiful ruminants presented to the park 


New sheds were built in the property yard for temporarily housing 


Tee A concrete driveway was constructed in the rear of the bear yards 
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and the fish wharf. A shelter house for the truck was built near the 
food house. _ 

Preparations were begun near the close of the year for building an 
additional toilet room for women, to be located in the valley a little 
below the large flight cage. 
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ALTERATION OF WESTERN BOUNDARY. 


It appears desirable to recapitulate for future reference the various 
stages through which this matter has passed. 

The following appropriation was made by the act approved June 
93, 1913: ; 

Readjustment of boundarles: For acquiring, by condemnation, all the lots, 
pieces, or parcels of land, other than the one hereinafter excepted, that He 
between the present western boundary of the National Zoological Park ond 
Connecticut Avenue from Cathedral Avenue to Elingle Road, $107,200, or such 
portion thereof as may be necessary, enld land when acquired, together with 
the Included highways, to be added to and become a part of the Nattonal Zoologl- 
enl Park. The proceedings for the condemnation of sald land shall be Insti- 
tuted by the Secretary of the Treasury under and In accordance with the terma 
ami provisions of subchapter 1 of chapter 15 of the Code of Law for the 
District of Columbla. 

As the act requires that the proceedings be instituted by the Sec- 
retary of the Treasury, the attention of that official was called to 
the matter in a letter from the Secretary of the Smithsonian Insti- 
tution, dated June 28, 1913. A special survey and plat of the land 
required was necessary, but this plat was not forwarded to the 
Department of Justice until November 5, 1913. Other delays en- 
sued: the title of the various owners of the land had to be investi- 
gated, and it was not until March 11, 1914, that the District court 
ordered a jury to be summoned. A hearing was set for April 10, 
1914, and a final hearing of the case was heard by the jury on July 
9 following. ‘The verdict of the jury was not filed until December 
11, 1914. The hearing of objections to the verdict much delayed 
final conclusion, especially as the time of the court was almost 
wholly occupied by a contest In an important will case. It was not 
until June 28, 1915, over two years from the passage of the appro- 
priation act, that the court confirmed the verdict as regards the 
awards for damages for the land to be taken, The benefits assessed 
against the neighboring property were set aside by this and by a 
subsequent decision of January 28, 1916. The decree of the court 
fixed the amount required for the purchase of the land at $194,438.08. 
The cost of the proceedings for condemnation was $2,203.45. 

The great delay caused by these legal proceedings occasioned an- 
other complication. The appropriation made by the act of June 23, 
1915, was not a continuing one, but lapsed at the end of one year. 
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lonsequently after June 30, 1915, there was nothing available to 
Palsey the porohase of the land. : 
An item for an additional appropriation and for a reappropri 

- tion of the original sum appropriated by the act of June 23, 1913, 
was submitted to Congress, but was not favorably considered by the 
- House of Representatives. It was introduced in the Senate as an 
‘amendment to the sundry civil bill, but was dropped by the confer- 
_ A similar item was offered in the Senate as an amendment to the 


_ It is greatly to be regretted that this appropriation failed, as it is 
exceedingly desirable that the anomalous and inconvenient situation 
of the park should be remedied as soon as possible. Tt now fronts 
on no principal thoroughfare and attains none of the dignity which 
‘an institution controlled by the Government should have. 





. IMPORTANT NEEDS. 

Aviary building.—Attention has been called to the need for this 
building in almost every annual report since 1908. The following is 
an extract from that document: 

d 4 | The temporary bird house is crowded during the winter for bevoml tts 
Proper capacity, and it is impossible to care for the birds Sitisfactorily, When 


for the purpose were so smiill that It was necessary to build in the cheapest 


‘and will very soon have to be largely rebuilt. ‘The park hos a good collection. 
of birds, Including o number of rare, Interesting, and valunble specimens, 
-Suillicient to fill at once a jorge aviary and make one of the most important 
and attractive features of the park. i] 


In the report for 1909 wilt be found the following: 


oo The need for a structure of this character is evident to nny Intelligent visitor 
| fo the park. Only a part of the collection can now be exhibited to the public, 
© because of lack of room. A number of outdoor shelters and cages should also 
1 __ be provided for the exhibition of hardy birds. 7 
____ Again, in the report for 1912 will be found: 
; In spite of all efforts the fine collection of birds in the park fs ve from 
ke belng adequately housed. The wooden bullding In which the larger number 
j 5 are kept is too small, too low, Insanitary, and really unworthy of a national 
— Instlt Tt was built In the chenpest manner to meet if @mergency, and 
e Mth, 
 repilrs, it is far from 
the western part of the 
the eagles, vultures, conlora, and 


Ld i. 


a = considerable sums have been spent on it f 


___ &itisfactory. Tt is desired to bulld a suitable aviary in 
a park and to group about this the enges for 


that a suitable structure can be built for about $50,000, 





District of Columbia appropriation bill, was accepted in Committee 
‘of the Whole, but thrown out finally in consequence of an appeale 


. it was built, and also at the time that additions were made, the funds. arvnilable - 


Manner possible, so that the house has already required consilerable repair 


‘ owls, how scattered somewhat irregularly about the grounds. It is belleved 





i 


su. 
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It was again urged in 1914 as follows: 

Attention has been called for several years past to the importance of erecting 
a suitable howse for the core and preservation of the birds of the collection, 
most of which are now housed in a low woalen temporary structure which Is 
by no means suitable for the purpose und has to be constantly renewed by 
replies. The matter has been repentedly urge! upon Congress and on appro 
printion of $80,000 usked for a new structure. This is by no means an extrava- 
gant sum, as the aviaries of most zoological collections cost tonsiderably more 
than this. 

Also, in 1915: 

Progressive deterioration of the temporary bird house again made repairs 
necessary there. The wooden floor, which had already been rebuilt twice, was 
repliced with concrete, n= was also n part of the wooden foundation, The cost 
of this work was $700. This bullding & un example of the ultimate costliness 
of cheap temporary construction, 


= = i = rT] a= i 


An avinry bullding fs still a most urgent need, ond repeated efforts have been 
made to secure an appropriation for this purpose, 


Tt has been with great difficulty that the collection of birds has 
been kept in a fairly presentable condition, The building in which 
they are housed is » very common frame structure that has been 
repaired several times. The birds are crowded and not exhibited to 
advantage. In view of the fact that fine aviaries have been built at 
New York, Philadelphia, Boston, and Chicago, it seems most unfor- 
tunate that the national collection should have to be housed in this 
manner. It has been most unfavorably criticised by visitors. 

The urgent needs of the park will be by no means satisfied by the 
construction of an aviary only. There are other buildings urgently 
needed for the proper housing and exhibition of the animals and the 
comfort of the public. Among these are the following mentioned in 
the report of last year: 

A building for elephants, hippopetami, and similar animals—The 
park has at present several interesting animals belonging to this 
group, including two species of elephants, two fine hippopotami, 
four tapirs, and other specimens. Some of these animals are large and 
powerful, and it is difficult to keep them safely in the insecure quar- 
ters to which it has been necessary to assign them. It is also reason- 
ably certain that other similar animals will be added to the collection 
within a short time. A-house for this group should be substantially 
constructed and occupy a space of at least 170 by 88 feet, with cages 
on both sides, 80 feet deep on one side and 60 feet on the other. 

«L public comfort building and restaurant——This should be a 
building about 80 feet by 60 feet, including porches and a rest room 
for ladies. It is urgently needed, as the park is a considerable dis- 





tance from town and is annually visited by over 1,000,000 people, 
including many young children. The present restaurant is so only 
_in name, it being a makeshift affair, open on all sides, established on 
a temporary platform and affording no shelter during the driving 
and violent rainstorms that are so common here in summer. It fre- 
quently occurs that large numbers of people are drenched with rain 
before they can traverse the considerable distance between the deep 
valley in which the park is situated and a place of shelter. Most 
zoological parks are provided with spacious and commodious quar- 
ters of this kind. 
_ Gatehouses—Suitable gatehouses should be erected at the principal 
entrances to the park, viz: Those near Connecticut Avenue, at Quarry 
Road (Harvard Street), and at Adams Mill Road. It is sometimes 
necessary to close the entrances promptly, as in the case of the escape 
of an animal or for arrest of some offender, Besides this, the present 
entrance gates are far from dignified or suitable for a Government 
institution. They are properly merely temporary, awaiting the time 
When the boundaries of the park are definitely fixed. Each gate- 
house should have not only quarters for the watchman but also toilet 
facilities. 
Boundary fence —In connection with this the inclosing boundary 
fence of the park should be considered. The present fence is of the 
type known as the “Page woven-wire fence,” 
 Itis believed that it would be more economical and efficient to ¢on- 
struct a practically permanent iron fence than to replace the present 
nearly worn-out structure by another of similar character. Tt is sug- 
gested that the matter be referred to several iron-fence builders with 
a request for designs and prices. While the first cost of such oa fence 
would undoubtedly be much greater, it would many times outlast the 
present structure and could be absolutely depended on to stop animals 
and men. Certain animals and game birds could be allowed to run 
at large within the park were it entirely certain that the fence would 
prevent their escape. We already have at large peacocks, wild tur- 
keys, and squirrels, and it would be easy to considerably increase this 
list. It should be remembered that on several rare occasions caged 
animals have become loose within the park, and it is by no means 
certain that such accidents will not again occur. A few years ago 
the superintendent of the park was sued for damages alleged to be 
due to the escape of a wolf. The park is well wooded and a sudden 
heavy gale may throw tree trunks across the paddock fences, break- 
ing them down and thus leading to the esea pe of the animals. Should 
this occur during the darkness of a stormy night it would be practi- 
eally impossible for the keepers and watchmen to confine the animals 
again until daylight. | 





These improvements were urged in the last year's report. There 
* are others perhaps equally important which are needed to bring the 
establishment up to the modern standard of what a zoological park 
ought to be. Most of these have been mentioned from time to time 
in other reports or have been urged upen the appropriation com- 
mittees of Congress. They are briefly ns follows: 
Administration building —The present office of the park isin an old 
dwelling house situated rather remotely from the buildings for the 
animals and inconveniently for the prompt and constant supervision 
of the operations of the park, as is the general practice in the foreign 
zoological gardens. A modest office building should now be erected 
in a central location. This would greatly expedite the general work 
of the park and improve the discipline of the working force, It is 
estimated that a building 50 by 36 feet, to contain oflice rooms, a 
drafting room, and a room for specimens would be sufficient. 

Stable and forage bern—There should be a stable and garage 
where the work horses and automobiles of the park could be stored. 
These should be on the ground floor, a storage loft for forage above. 
The dimensions should be at least 100 by 40 feet. | 

Shep—tThe present shop is not large enough to accommodate 
conveniently the carpenters employed at the park. The woodwork- 
ing plant 1s now dangerously near the blacksmith shop and the cen- 
tral heating plant. A separate building 100 by 46 feet should be 
erected. 


‘Alpe ouse—Special quarters should be provided for the large 
anthropoid apes. These are probably the most interesting animals 
that can be exhibited and require special treatment and care. The 
group comprises the gorilla, the orang, several species of chimpanzee 
and of gibbon. They are so nearly related to man that observation 
and study of them is of the highest importance. The park has now 
only « chimpanzee, and it has been necessary to provide special quar- 
ters for him. It would be quite proper to place in the same building 
some of the larger species of baboons, as they require nearly the same 
treatment. A house for these animals should have a main building 
150 by 60 feet, cages on both sides, and a wing 90 by 60 feet also, 
with similar cages. Outside cages should be erected along the 150 
feet of the main building 18 feet deep, along the sides. and end of 
wing 16 feet deep. 

Lion house—The house now occupied by the cat tribe is quite too 
small for the purpose, and it has always been intended to increase its 
capacity both by replacing the wooden extension by a musonry 
structure and by building an addition 120 feet long across the north 
end of the present building. This, of course, would be fitted with 
cages both within and without. 


: 
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Reptile house—No properly appointed house for reptiles now 
exists here, and the few specimens we have are inconveniently and 
unsuitably exhibited in the lion house. There should be a house 120 
by 50 feet, with properly fitted cases on both sides and having a wing 
20 by 50 feet with table exhibits. This would enable the park to 
exhibit all the important snakes of the United States and the prin- 
cipal ones of the western hemisphere, as well as the cobras and others 
of tropical East India; also the extremely varied group of lizards, 
the different species of crocodiles, etc. 

Tortoise house —Almost at the inception of the park a group of 
giant tortoises from the Galapagos Islands was obtained from Hon. 
Walter Rothschild. These still remain and might well form the 
nucleus of a collection of the tortoises of the world. A house 80 by 
45 feet, with cages on both sides and yards 16 feet deep, would aceom- 
modate such a collection. 

House for zebras, wild asses, and others of the horse family.— 
The park has already an interesting exhibit of this family including 
the Mongolian wild horse and two species of zebra, This should 
be enlarged and suitable quarters provided in a house 120 by 44 
feet. The stalls should be on one side only and yards 50 feet deep 
be arranged. 

House for tropical antelopes.—The teeming African fauna should 
be represented much more fully. Tt would require a house at least 
175 feet by 75 with stalls on both sides and with commodious yards 
arranged about it in an elliptical form ranging in depth from 40 
feet to 80 feet. Some of the stalls should be fitted up for giraffes. 

House for tropical deer and swine—A few specimens are already 
found in the collection. An adequate exhibit would require a howse 
100 feet by 45 feet with cages on both sides, the yards 30 feat deep 
an one side and 50 feet on the other. ; 

flowse for marsupials—The group of pouched animals, such as 
kangaroos, wallabies, opossums, wombats, Tasmanian wolves, ete., 
should be exhibited apart from the other mammals. These animals 
are dying out, rapidly diminishing in number year by year. They 
should have a house 120 feet by 40 feet with cages on both sides, 
the yards being 60 feet deep on one side, 20 feet on the other. 

Pheasantry.—Besides the general aviary building, which it is hoped 
may soon be erected, separate quarters should be provided for cer- 
tain groups of birds. Among these are the pheasants, comparatively 
hardy birds of very showy plumage, offering great variety. An 
exhibit can be secured at a reasonable expense, A house for them 
should be a low structure 140 by 18 feet. Visitors should not be 
admitted to this house; the birds would be seen in the outside yards 
which should be about 25 feet deep. A small appropriation will be 
asked of the present Congress for the establish 1ent of a pheasantry. 








97 


Ostrich khouse—The ostriches and their near relatives the emus, 

. the rheas, and the cassowaries are so large and important that they 

should have a house to themselves. This should be 120 feet by 35 

feet, with cages on one side only and yards giving plenty of room 
for exercise from 30 to 100 feet deep. 

Tropical waterfowl—These birds require heat during the cold 
ceason and the house would be really their winter quarters. During 
the summer they would be in the large “ flight cage” or in some other 
outdoor inclosure. A house 120 by 50 feet, with cages on one side 
and one end, would be required. 

Tropical birds of prey.—These require similar treatment but could 
not, of course, be housed with the waterfowl. A house 80 by 45 feet 
with eages on both sides and outside cages 18 feet deep would he 
needed. 

A quarivm.—aAn exhibit of fish and other aquatic creatures is neces- 
sary to a complete survey of the domain of zoology. Such an exhibit 
was for a few years shown at the park and was one of the most popu- 
lar features of the collection, It was installed in a rude frame strue- 
ture erected for temporary use as a carpenters’ shop. The tanks and 
other apparatus were furnished by the United States Fish Commis- 
sion, having been used at the Atlanta Exposition. The building be- 
came quite unsafe and in 1901 Congress was asked to appropriate 
$25,000 toward the construction of a permanent structure. As this 
was not granted it became necessary to abandon the exhibit until such 
time as Congress may enable it to be properly housed. A building 
about 130 by 50 fect would be sufficient for the present. 

Insectary.—In several European gardens an exhibit under glass is 
made of social and other interesting insects, such as ants, bees, wasps, 
butterflies, moths, etc. These have proved very attractive and are 
inexpensive. A house 60 feet by 30 feet with wall cases and table 
eases would accommodate such an exhibit. 

The foregoing list merely recapitulates the needs of a fairly com- 
plete establishment such as may be seen in the European capitals. It 
would be well if the municipal architect, to whom the park is required 
to go for plans and specifications for buildings, could be asked to 
prepare estimates of cost for all of the above improvements to pre- 
sent to Congress. 

In order to accommodate the buildings a considerable amount of 
grading should be done. The park is already cramped for space for 
convenient parking of vehicles upon crowded days. Over 50 automo- 
biles and sight-seeing cars are sometimes assembled here at once, and 
there is great difficulty in managing them. A request for an appro- 
priation of $4,000 for grading banks and filling ravines which was 
asked of Congress last year will be renewed. 
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_  \ dutomobile—The office of the park very much needs to have a 

small automobile for use in attending to the public business, The — 
_ distances within the park itself are so considerable that it is a great 
“waste of time and energy to traverse them on foot, or by horse 
yehicle, and the use of an automobile would greatly increase effi- 
ciency in the business of the park, The purchase does not involve any 
increase of the appropriation for the park, but merely the insertion 
of a clause in the appropriation act authorizing the purchase of a 
motor-propelled vehicle, 

Roads.—The ordinary thoroughfares in the park were, at the close 
of the fiscal year, in fair condition. N othing has been done, how- 
ver, toward the repairing of the injury done by the construction by 
the District of the main trunk sewer known as the Rock Creek Main 
Interceptor. Attempts were made to get an appropriation to repair 
this defacement of the natural beauty of the park, but as yet without 
aval. The remarks then made were as follows: 

_ By authority of Congress a lire sewer has been constructed on the rliht 
bank of Rock Creek through the entire length of the park, part of it being Inid 
ina deep open ent, and part of it in a tunnel, A very large amount of rock has 
been excavated by blasting and this has been piled along the bank of the stream, 
destroying the natural beauty of the park by large plles of fragments of stone, 
While the contractor wis required! to “restore the surface as nearly as possible 
to the condition in which he found ft," yet the amount of disturbance Is so 
ereat that it is practically impossible to do this. It is proposed to corer theme 
Btone heaps with earth and to plant upon them trees and shrubs which will 
Modify the unsightly uppesrance. A Harrow road can be formed upon the top of 
| the open cut sewer which Will be & convenience to the public entering the pork 
from the southern end. | 

‘The general appropriation for the park has remained at $100,000 
pér annum for six years past. This has had to suffice for the repairs 
and construction of buildings, the care of grounds, and the mainte- 

‘> nance of roads and walks. In the meantime the cost of supplies, ma- 

‘terials of all kinds, and labor has steadily increased so that there has 

been no opportunity to make even the most necessary improvements. 

The appropriations should be markedly increased, since a well. 

eenped zoological park is something of which the nation may well 
proud, 


Respectfully submitted. 





Fraxk Barer, 


| Superintendent, 
_ Dr, Cuantes D. Waxcorr, e 


} Secretary of the Smithsonian fnatitution, 
ene Washington, D. (. 
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APPENDIX. 5, 
REPORT ON THE ASTROPHYSICAL OBSERVATORY, 


Sm: I have the honor to present the following report on the opera- 
tions of the Smithsonian Astrophysical Observatory for the year 
ending June 30, 1916, 

EQUIPMENT, 


The equipment of the observatory is as follows: 

(a2) At Washington there is an inclosure of about 16,000 square 
feet, containing five small frame buildings used for observing and 
computing purposes, three movable frame shelters covering several 
out-of-door pieces of apparatus, and also one small brick building 
containing a storage battery and electrical distribution apparatus, 

(2) At Mount Wilson, Cal., upon a leased plat of ground 100 feet 
square, in horizontal projection, are located a one-story cement ob- 
serving structure, designed especially for solar-constant measure- 
mente, and also a little frame cottage, 21 feet by 25 feet, for observer's 
quarters. Upon the observing shelter at Mount Wilson there is a 
tower 40 feet high above the 12-foot piers which had been prepared 
in the original construction of the building. This tower is equipped 
with a tower telescope for use when observing (with the spectrobo- 
lometer) the distribution of radiation over the sun's disk. 

During the year apparatus for research has been purchased or con- 
structed at the observatory shop. The value of these additions to 
the instrumental equipment is estimated at $1,500. 


WORK OF THE YEAR, 
i. AT WASHINGTON, 


Some years ago the Institution lent the Harvard College Observa- 
tory a silver-disk pyrheliometer for use at Arequipa, Peru. By re- 
quest of Prof. Pickering the observations which had accumulated 
since August, 1912, were reduced at the Astrophysical Observatory 
and published by the Smithsonian Institution during the past year.* 
Owing to the high altitude of Arequipa the variations of solar radia- 
tion observed at a fixed zenith distance of the sun (as, for instance, 


1 Arequipa Pyrbellometry, Smithsonian Misc. Coll., Vol 05, No. 9, 1916, 
oo 


, 
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envelopes, restricting the solar emission especially 
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that whose secant is 12) were found to be almost wholly governed 


by three things—the atmospheric humidity, the distance of the sun, 
and the variations of the sun’s emission. Hence from measurements 
of the humidity by the psychrometer it was possible to compute from 
the observed radiation the probable intensity of the solar radiation 
outside the atmosphere for each day. These empirical solar-constant 
values from Arequipa observations confirm the variations of the sun 
observed at Mount Wilson by the complete spectrobolometric process. 
Indeed, it appears that if eight or ten well-separated stations at high 
altitudes should be equipped with the pyrheliometer and psychrome- 
ter their combined results might well be expected to determine closely 
enough the sun’s variations. A most interesting feature of Arequipa 
observations is that there is nothing anomalous about the observations 
of 1912 to suggest that the volcanic eruption of Mount Katmai (of 


June 6, 1912), which produced a great deal of dust all over tha 


northern hemisphere, produced any turbidity of the atmosphere 
whatever south of the Equator. 

Results of Mount Wilson solar-constant observations have been 
furnished in advance of publication to Dr. Bauer of the Carnegie 
Institution for comparison with magnetic data. He finds a close 
correlation between certain fluctuations of the earth's mapnetic field 
and the variations of solar radiation. 

The tower-telescope observations of the distribution of radiation 
along the diameter of the sun’s disk, made at Mount Wilson in 1913 
and 1914, having been fully reduced, a preliminary publication of 
them has been made by the Smithsonian Institution.’ These results 
show distinctly that the average distribution of solar radiation over 
the solar disk varies from year to year. Greater contrast of bright- 
ness between the center and limb of the sun prevailed in 1907 and 
1914 than in 1913. The change is greater for short wave lengths 
than for longer ones. Changes also occur from day to day. Both 
of these kind§ of changes are found correlated with changes of the 
solar constant of radiation, but in opposite senses. High values of 
the solar radiation attend periods of greater solar activity and are 
associated with increased contrast of brightness between the center 
and edge of the solar disk. For short-period fluctuations of solar 
radiation, however, low values of solar radiation arc associated with 
increased contrast. It seems reasonable to suppose that the first kind 
of phenomena is caused by increased convection in the sun, bringing 
fresh radiating surfaces forward more rapidly, thus increasing the 
effective solar temperature. The second kind of phenomena may be 
caused by temporary increases of the turbidity of the outer solar 


at the limb. 
+On the @istribation of rndiation over the sun‘s Bindi tr eae a oe | 
variabitity, Smithsonian Misc. Coll,, Vol. 60, No. 5, May, 19107 nO the Polar 
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Mount Wilson observations of 1915, including both the solar-con- 
stant work and the tower work, have been almost all reduced. 

Mr. Fowle has continued at intervals between other work the re- 
duction of his numerous observations of the transmission of rays of 
great wave length through long columns of air of known humidity. 
Many sources of error have required to be considered and eliminated, 
and the reading and reduction of the curves of observation was ex- 
tremely tedious. The results are at length reaching such a stage that 
it can be seen that they fall into excellent agreement and will be of 
high interest in connection with studies of the earth's temperature 
as dependent on its radiation outward toward space. In fact, the 
results of Mr. Fowle’s work are expected to be ready for publication 
within a short time, | 

For some years we have endeavored to design and construct an in- 
strument capable of measuring accurately the intensity of sky light 
by day and of radiation outward toward the whole sky by night. 
At last success seems to be reached in an instrument devised by 
Messrs. Abbot and Aldrich and constructed by Mr. Kramer. The 
instrument is called the pyranometer, from the Greek words wip, 
fire, dvd, up, pérpov, a measure: thus designating an instrument 
adapted to measure heat coming from or going to space above. 
The pyranometer is somewhat after the principle of the Angstrém 
pyrheliometer, in that the intensity of radiation is measured by 
electrical compensating currents, whose strength is adjusted with 
reference to the indications of a delicate thermocouple. <A full ae- 
count of the instrument has been published by the Smithsonian 
Institution,* including the tests which have been made to determine 
its accuracy by comparisons in solar measurements with the pyrheli- 
ometer. Complete accord between the two instruments is found at all 
altitudes of the sun when due regard is paid-to the fact that the 
pyranometer presents a horizontal surface. The pyranometer seems 
to be suitable for botanical investigations, for it is capable of measur- 
ing the radiation even in deep shade, as in forests and freenhouses, 
as Well asin full sun. In short, it can measure radiation in all situa- 
. tions where plants are accustomed to grow, except under water, 

The consideration of the pyranometer has led us to undertake 
the determination of the constant ordinarily called “sigma” of 
Stefan's formula of radiation, according to which the emission of 
a perfect radiator per square centimeter per second is equal to the 
fourth power of the absolute temperature multiplied by “ sigma.” 
In recent years a good deal of disagreement has arisen as to the 
value of “sigma.” We require to use it for certain tests of the py- 

* The pytanometer—an Instrument for measuring sky radiation : Smithsonian Mise, Coll., 
Vol. G0, No. 7, May, 1916, 
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Tanometer and have devised a new method which seems very free 
from error for making its determination. The apparatus has been 
constructed and is now set up practically ready for use. 





*, AT MOUNT WILSON. 


Messrs. Abbot and Aldrich continued observations at Mount Wil- 
son of the solar constant of radiation from July 1 to October 22, 
1915, and renewed the expedition early in June, 1916. Besides con- 
ducting solar-constant observations and determinations of the dis- 
tribution of light over the sun's disk in seven different wave lengths 
on each favorable day, comparisons of the pyrheliometers used or- 
dinarily on Mount Wilson were made in both 1915 and 1916 with 
standard water-flow pyrheliometer No. 3. The comparisons showed 
no change to have occurred in the sensitiveness of secondary pyrheli- 
‘ometers Nos. IV and VII, on whose readings rest the solar-constant 
determinations made at Mount Wilson since 1906. 

A good deal of attention was also given to the installation and 
trial of a solar cooking apparatus comprising ovens heated by oil 
under gravity circulation maintained by heat collected by a concave 
cylindric mirror of about 100 square feet surface. The apparatus 
‘seems highly promising, but owing to a couple of defects was not 

in satisfactory operation until after the close of the period covered 
by this report. 


On recommendation of the writer an nllotment was made from 
the Hodgkins fund of the Smithsonian Institution for the purpose 
of duplicating the solar-constant work of Mount Wilson at the most 
favorable station on the earth. The expedition is being prepared 

_ and will go forward, probably to South America, in the summer of 

- 1917. It is intended to continue solar-constant determinations by the 

spectro-bolometric method on every favorable day in every month 

_ of the year for several years at both Mount Wilson and the station 

_ in South America, with a view to determining the dependence of 
_ __ the earth’s climatic conditions on the sun’s variations of radiation. 


. SUMMARY. 
Observations of several kinds have been made, reduced, and pub- 


| lished which support one another in confirming 

_ the sun, and some of which tend to indicate dual causes of it. An 
expedition is proposed to occupy the most favorable station in South , 
_ America for several years, beginning in 191 ‘, for the purpose of 4 
naking, in connection with the Mount Wilson observations, a full 
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and accurate determination of the solar variation for comparison 
with climatic changes. Measurements of the transmission of long- 
Wave rays through long columns of moist air are almost ready for 
publication and appear to be resulting very satisfactorily, A new 
instrument, called the pyranometer, for measuring skylight and 
nocturnal radiation has been tested and found accurate. 

Respectfully submitted. 

C. G, Asnor, 
Director Astrophysical Observatory. 
Dr. C. D. Waxcorrt, 
Secretary of the Smithsonian Institution, 
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APPENDIX 6. 
REPORT ON THE LIBRARY. 


Sire: I have the honor to submit the following report on the opera- 
tions of the library of the Smithsonian Institution during the fiscal 
year ending June 30, 1916: 

The number of packages of books received during the year Was 
21,017, as compared with 29,928 packages in the year preceding. 
Of these 29,619 were received by mail and 1,400 through the Inter- 
national Exchange Service. Correspondence in connection with these 
included 1,241 letters and 3,997 acknowledgments on the regular 
printed form. The total accessions of books, pamphlets, and parts 
of sets aggregated 11,755. 


SMITHSONIAN MAIN LIERARY. 


Publications for the main Smithsonian library are forwarded each 
day, after entering, to the Smithsonian deposit in the Library of Con- 
press. Those catalogued and accessioned during the fiscal year num- 
bered in al] 18,637, which may be further described as 3,101 volumes. 
739 parts of volumes, 383 pamphlets, 13,155 periodicals, 211 charts 
and 1,088 parts of serials to complete Sets ; extending the numbers 
in the accession book from 521,61T to 525,255. 

The cataloguing included 5,045 volumes, 200 charts, and the adding 
of 738 new titles and the making of 5,329 typewritten cards; 3,480 
printed cards from the Library of Congress for publications de- 
posited by the Institution were filed in the catalogue. In addition, 
8,596 volumes were recatalogued on standard size cards, from the old 
catalogue for inclusion in the new catalogue. 

Documents relating to public matters and statistics of foreign 


countries, presented to the Smithsonian Institution largely in return 


for its own publications, were forwarded to the Library of Congress 
without stamping or recording, continuing a policy of some years 
standing. The publications sent in this way numbered 4649, 

Dissertations were received from Utrecht, Toulouse. Lun 
Leiden, Leipzig, Giessen, Paris, Bern, Pennsylvania. and 
kins, and from the Technica] Hochschules of Berlin an 


Johns Hop- 
d Stuttgart. 
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Mr. Herbert A. Gill, administrator of the estate of Dr. Theodore 
Nicholas Gill, has presented his brother's scientific library to the 
Smithsonian Institution with the understanding that it is to be — 
credited to the estate and that such publications as relate to the work 
of the Museum shall be placed in that library. 

The securing of exchanges in return for Smithsonian publications 
and missing parts to complete the sets have been continued, notwith- 
standing war conditions abroad, and the results have added new titles 
and completed sets and series. In response to the requests for missing 
parts in the Smithsonian deposit in the Library of Congress 50 sets 
were completed and 1,038 parts supplied. These numbers include 
the completing of 30 sets in the series of publications of learned in- 
stitutions and scientific societies, and the supplying of 824 parts and 
the completing of 20 volumes of periodicals, and the supplying of 212 
separate numbers. 





SATTHSONIAN OFFICE LIBRARY. 


The office library includes a collection of books relating to art, the 
employees library, and various works of reference, besides quite an 
extensive aeronautical library. 

In the reference room the transactions of scientific societies, and in 
the reading room the current foreign and domestic periodicals, have 
been in constant use. In the latter there are now 189 titles on the 
shelves. 

In addition to the use of the library by the scientific staff of the 
Institution, almost all of the bureaus of the Government have availed 
themselves of the privileges of consulting and using the publications 
in the libraries. 

From the reference and reading rooms in the Institution 3,330 
publications were circulated during the year. Of these 473 were 
bound volumes and 2,857 were single periodicals, 

Additions have been made to the aeronautical collection by way 
of exchange and by purchase of a few of the important works recently 
published. An acquisition of special value was a number of refer- 
ence works formerly in the library of Maj. Baden-Powell. 

A scrap book of articles from the older magazines is of interest, 
as describing early inventions in the arts, brought together and 
arranged in chronological order. 

Dr. Alexander Graham Bell has continued to add to his collection 
of works relating to aeronautics by contributing 33 books and 37 
portfolios and periodicals. This working library, which Dr, Bell 
used constantly while carrying on his experiments in aeronautics, 
will be of great value to students in the future. In addition to Dr. 
Bell's gift a total of 58 volumes were added during the year. 





| SaaS 





~ The library of the National Museum has been handicapped, as has 


almost every library in the country, by the nonreceipt of many 

European publications on account of the war. | 
Alccessions.—There are now in the Museum library 47,713 volumes, 

79,241 pamphlets and unbound papers, and 124 manuscripts, During 

the year just closed the accessions numbered 1,895 volumes, 2,873 
pamphlets, and 72 parts of volumes. 

_ Cataloquing—New material was entered as received and sent out 
to the shelves or to the sectional libraries, so that it would be avail- 
able at once to those interested. The recataloguing from the larger 

cards to the standard size, and the identification of the publications 

has been continued. 

The new publications catalogued numbered 914 books, 8,157 pam- 
phiets, and the total number of cards made was 4,669. The periodi- 
cals and parts of publications catalogued numbered 9,674, and peri- 
odical cards were made for 25 new publications; 2,025 section cards 
Were made for periodicals assigned to sectional libraries, and 460 
pees periodical cards were written for the Museum library record. 

There were recatalogued 135 books, 275 pamphlet ‘ncnein ssitati 
the making of 415 ik ST pase igi: 

Lechanges.—Notwithstanding the conditions abroad, the efforts to 
‘Secure missing parts and new exchanges have been continued, In 
i eaeton mith this wor = eee were written, with the result 

Hat many parts that were lac were suppli : ! 

titles were ee TEN mater i 
Loans.—During the year the loans from the | libras | 
bered 12,085 publications, which includes books sattenadasie RG 
tional libraries, 4,978; 3,228 books borrowed from the Library of 

Congress, which included those from the Smithsonian collection: 
“07 from the Department of Agriculture library; 100 from the 
United States Geological Survey; 50 from the Army Medical 
Museum library; and 11 from other places. From the Museum 
shelves there were borrowed 3,511 volumes, and 1,899 section cards 
were made. - sep, 
z Binding.—The binding of the publications that have come to the 
Museum in parts, or paper covers, in order that they may be pro ¥ 
erly cared for and saved from destruction, is still a serious matte, 
a8 many remain unbound. It was possible this year to bind me 
than a year, pha has relieved the situation: but it will take 
= oS oseel an en rate, to catch up with the needs of the 
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There were 799 volumes prepared and sent to the Government 
binder. Of this number 625 were returned to the Museum before 
the close of the year. . 

Gifts—The following persons have contributed to the collection 
in the building: Dr. William Healey Dall, Dr. Edgar A. Mearns, 
Dr. Charles Doolittle Waleott, Dr. Oliver Perry Hay, Dr. F. Alex- 
ander McDermott, Dr. F. P. Dewey, Dr. Walter Hough, Mr. William 
R. Maxon, Dr. A. C. Peale estate, and the estate of Dr. Theodore 
Nicholas Gill. 

Pall Collection.—Dr. William Healey Dall has continued to con- 
tribute to his collection of books relating to mollusks which he pre- 
sented some years ago for the sectional library of the division of 
mollusks. Since July 1, 1915, he has added 207 titles. 

Gill collection—aAll the books and pamphlets from the estate of 
Dr. Theodore Nicholas Gill are being classified and arranged so 
that they can be properly distributed. From the hasty examination 
made in looking over the collection as it was being transferred it 
appears that the Museum library will have a valuable addition to 
its series of works relating to natural history, especially in ich- 
thyology. 

Vechnological series—In this branch of the library there have 
been catalogued 1,052 volumes and 2,125 pamphlets, making a total 
of 3,177. The cards typewritten and filed in connection with this 
work numbered 3,505, the periodicals entered 3,631. 

The books and pamplilets withdrawn for consultation in connection 
with the work of the Museum from this part of the library num- 
bered 587. This is in addition to those borrowed from the central 

The filing of cards in the scientific depository set of printed cards 
from the Library of Congress has been continued. Two thousand 
and thirty-three author cards and 4,031 subjects cards were placed 
in the alphabetical series. 

Sectional libraries —The checking of publications assigned to the 
sectional libraries has been continued as the other work would allow, 
and while some progress has been made the work is not near com- 
pletion. 

The following is a complete list of the sectional libraries: 





Administration, Editor's offiee, 
Aulministrative assistant’s office. Ethnology, 
Anthropology, Fishes, 
Biology. Geologr. 
Birds. Graphle arts, 


Botany. History. 
Comparative anatony, Insects, 


fieeat 


Mechanical technology. Property clerk. — 
_ Mesozole fossils, Reptiles and batrachians, 
Mineral technology, ‘Superintendent's affice, 
cieien sala Textiles, 

ital archeology. Vertebrate paleontology, 


LIBRARY OF BUREAU OF AMERICAL ETHNOLOGY. 


a 


i ‘The collection of works relating to ethnology is administered by 
_ the ethnologist-in-charge, and an account of its operations will be 


___ found in the report of that bureau. 
ASTROPHYSICAL OBSERVATORY LIBRARY. 


} __ The collection of reference works relating to astrophysics is in con- 
stant tise, and during the year there were added 61 volumes, 20 parts 
of volumes, and 18 pamphlets. Pears 
NATIONAL ZOOLOGICAL PARK LIBRARY. 


; ‘This library contains publications relating to the work of the park 
and the care of the animals, reports of other zoological parks, and 

_ Works on landscape gardening. The number of publications added 
SUMMARY OF ACCESSIONS, 


. The accessions during the year, with the exception of the li : 
as oe A, P he hbrary of 
¥ the Bureau of American Ethnology, may be summarized as follows: 
7 ‘To the & lth nut deposit tn the Library of Congress, Including parts 
_ Fe the Smithsontan office, Astrophysical Observatory, and National Zoo- 
7 Park 
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APPENDIX 7. 


REPORT ON THE INTERNATIONAL CATALOGUE OF 
SCIENTIFIC LITERATURE. 


Sin: I have the honor to submit the following report on the opera- 
etions of the United States Bureau of the International Catalogue of 
Scientific Literature for the fiscal year ending June 20, 1916: 

Each year 17 volumes of the catalogue are published by the Central 
Bureau in London, one volume for each of the following named 
sciences: Mathematics, mechanics, physics, chemistry, astronomy, 
meteorology, mineralogy, geology, geography, palaeontology, gen- 
eral biology, botany, zoology, anatomy, anthropology, physiology, 
and bacteriology. 

The publication was begun in 1901, and since then all of the first 
11 annual issues have been published, together with 14 volumes of 
the twelfth issne, 10 volumes of the thirteenth issue, and 1 volume 
of the fourteenth, a total of 212 regular volumes, in addition to 
several special ‘ohainins of schedules, lists of journals, ete. 

The 14 volumes of the twelfth issue published are mathematics, 
mechanics, physics, chemistry, astronomy, meteorology, mineralogy, 
geography, palaeontology, general biology, botany, zoology, anatomy, 
and anthropology. 

The 10 volumes of the thirteenth issue published are mathematics, 
mechanics, physics, astronomy, meteorology, mineralogy, geography, 
palaeontology, general biology, and zoology. 

The one volume of the fourteenth issue published is zoology. 

During the year there were 24,160 classified references to American 
scientific literature prepared by this bureau as follows: 





Literature of— 
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It was, of course, inevitable that an international cooperative enter- 
prise such as the International Catalogue should be affected by the 
109 
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war in Europe, but it is a matter of congratulation that the prepara- 
tion and publication has been continued with comparatively little 
3 . As was pointed out in the last report the finances of the 
eatalogue had been seriously affected on account of the inability to 
_  _ ¢ollect the subscriptions from Germany, Austria, Hungary, Belgium, 
and Poland. 
_ Before the beginning of the war the receipts and expenditures of 
the London Central Bureau approximately balinced and therefore 
as the delinquent remittances from the five subscribing countries 
above mentioned amounted to almost $6,000 a year it was necessary . 
to obtain this sum in order to continue the publication. | 

‘The Royal Society of London very generously offered to make 
good this loss of income and made a grant of £1,100 to enable the 
‘thirteenth annual issue to be published. The Royal Society has sub- 
sequently granted additional sums aggregating £3,750 to enable the 
Central Bureau to continue the publication of the catalogue without 
interruption. 

A request having been made for assistance from the United States 
the Secretary of the Smithsonian Institution became so interested in 
the subject that he was enabled to obtain a grant of $6,000 from the 
Carnegie Corporation of New York for the purpose of aiding 
American students by making it possible for the Central Bureau to 
publish the fourteenth annual issue of the catalogue. ‘ 

The value and service to science of the work done by the catalogue 
is so universally recognized that any lapse in its regular publication 
would be a serious calamity. 

The great need for a Catalogue of Scientific Literature was felt as 
far back as 1855 when Prof. Joseph Henry brought the subject to 
the attention of the British Association for the Advancement of 
Science, The idea resulted in the Royal Society's Catalogue of 
Scientific Papers which will, when completed, be a catalogue of 

periodical scientific literature from 1800 to 1900. 

Though this catalogue is simply a list of titles by authors’ names, 
including only periodical literature, it soon became evident that its 
production was too great a task for one society or even one nation 
to continue; therefore in 1893 a council of the Royal Society was 
held and a committee was appointed to consider the question. It 
was agreed that international cooperation should be obtained for the 
production of a complete subject and author catalogue of science 

beginning with 1901. 

The value of such a catalogue as then proposed may be estimated 

when it is considered that some of the most eminent scientific men 
_  _ -were Lord Kelvin, Lord Rayleigh, Sir Michael Foster, Sir Joseph 
x Lister, and Dr. Ludwig Mond. At the first m eatin 4 Prof. Armstrong 
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was elected chairman and he has ever since been prominently identi- 
fied with the affairs of the catalogue. 

To obtain international cooperation the committee caused over 
200 letters to be sent to institutions and societies throughout the 
world and in 1895 a special meeting was called to confer with Prof. 
Alexander Agassiz, who advised that an international conference be 
called in 1896. 

In the report of the committee it was stated “that in no single 
was any doubt expressed as to the extreme value of the work 
contemplated,” and “that the matter had been taken up in a most 
cordial manner by the Smithsonian Institution, the secretary of 
which, in his reply, refers to the desirability of a catalogue of the 
kind suggested as being so obvious that the work commends itself 
at once.” 

Three international conferences were held in London (1896, 1898, 
and 1900), and as a result the publication of the catalogue was under- 
taken. 

Tt may be noted that among the prominent delegates attending 
these conferences (not including those before mentioned as members 
of the Committee of the Royal Society) were Sir Norman Lockyer, 
Prof. H. Poincaré, Prof. Simon Newcomb, Dr. John S. Billings, 
Right Hon. Sir. John E. Gorst, and Prof. Van’t Hoff. On the ad- 
vice of these and other prominent men the catalogue was begun. 

The value of the catalogue is shown by the following resolution 
adopted 10 years after the publication was begun by the represen- 
tatives of the countries participating in the work: 

That In view of the snecess nlrendy achleved by the International Catalogue 
of Sclentifie Literature oni the great importance of the objects pramoted by 
it, ft is imperative to continue the publicntion of the catnlocue at least dur- 
ing the period 1911-15 and on recommendation of the International Couneil 
during the subseyuent five years 1916-20. (The International Council of the 
citalogue has subsequently voted to extend the work during the period 1916-20.) 

This convention was presided over by Sir Archibald Geikie, then 
president of the Royal Society, and had among its members repre- 
sentatives from all of the principal countries of the world. 

These men were thoroughly familiar with the service of the cata- 
logue to the scientific men in their respective countries and voted 
unanimously to continue the work on account of the value and 
success achieved by it. 

Respectfully submitted. 

Leowanp ©, Guxxett, 
Assistant tn Charge. 
Dr. Cuartes D. Waxcorr, 
Secretary of the Smithsonian Institution. 
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REPORT ON THE PUBLICATIONS, 


Sm: I have the honor to submit the following report on the pub- 
lications of the Smithsonian Institution and its branches during 
the year ending June 30, 1916: 

The Institution proper published during the year 22 papers in 
the series of Miscellaneous Collections, 2 annual reports, pamphlet 
copies of 64 papers from the general appendices of these reports, and 





§ special publications. The Bureau of American Ethnology pub- 


lished 2 annual reports, separates of 4 accompanying papers in these 
reports, and 2 bulletins. The United States National Museum issued 
1 annual report, 2 volumes of the proceedings, and 52 separate papers 
forming parts of these and other volumes, and 4 bulletins. 

The total number of copies of publications distributed by the 
Institution and its branches was 153,262, which includes 249 volumes 
and separate memoirs of Smithsonian Contributions to Knowledge, 
32,397 volumes and separate pamphlets of Smithsonian Miscol- 
lnneous Collections, 25,718 volumes and separate pamphlets of Smith- 
sonian Annual Reports, 73,798 volumes and separates of National 
Museum publications, 12,420 publications of the Bureau of American 
Ethnology, 7,096 special publications, 47 volumes of the Annals of 
Astrophysical Observatory, 83 reports of the Harriman Alaska Expe- 
dition, and (47 reports of the American Historical Association. 

SMITHSONIAN CONTRIBUTIONS TO KNOWLEDGE. 
QUARTO, 

The title-page, table of contents, and cover for volume 27 were 
issued, and there was in press at the close of the year a memoir by 
Dr, J. 5. Foote, of Creighton Medical College, on “'The comparative 
histology of the femur,” the result of extended original research, 

SMITHSONIAN MISCELLANEOUS COLLECTIONS, 
OCTAVO. 

Of the Miscellaneous Collections, volume 62, 2 papers were pub- 
lished; of volume 65, 1 paper; of volume 64, 3 papers; of volume 65, 
§ papers and title-page and table of contents; of volume 6, 8 papers: 
in all, 22 papers, as follows: 

m2 





No. 4. Reports on wind tunnel experiments in aerodynamics. By J.C. Hunsaker, 
E. Buckingham, H. EB. Rosselli, D. W. Douglas, C. L, Brand, and E. B. 
Wilson. Hodgkins Fund. January 15, 1316. 92 pp. 5 pls. (Publ. 
; 2a08..) 
No. 5. Dynamical stability of aeroplanes. By Jerome C, Hunsaker, assisted by 
T. H. Haff, D. W. Dougins, H. K. Chow, and V¥. E. Clark. Hodgkins 
Fund. June 30,1910. TS pp. 3 pls. (Publ, 2414.) 


Volume 63, 


No. 6. Smithsonian Physical Tables. Reprint of sixth revised edition, By F. BE. 
Fowle, February 18,1916. xxxvi+335 pp. (Publ 2209.) 


Volume 64, 


No, §, Cambrian Geology and Paleontology. TIT, No.3. Cambrian trilobltes. Br 
Chorles D. Walcott. January 14, 1916. Pp. 157-258, pis. 24-34. 
(Publ. 2370.) 

No, 4. Cambrian Geology and Paleontology. ITI, No.4. Relations between the 
Cambrian and pre-Cambrinn formations in the vicinity of Helena, 
Montana. By Charles D. Waleott June 24, 1016. Pp, 250-301, pls, 
o0—44. (Pobl. 2416.) 

No.5, Cambrian Geology and Paleontology. II, No.5. Cambrian trilobites, By 
Charles D, Walcott. In press, 


Volume 64. 


No, &. A study of the radiation of the atmosphere. Based upon observations of 
the nocturnal radiation during expeditions to Alzerin and to Call- 
fornia. By Anders Angstrim, Hodgkins Fund. August 27, 1915. 
1 pp. (Publ 23.) 

No. 6. Explorations and field work of the Smithsonian Institution In 1914. July 
1, 10915. $5 pp, 1 pl. (Publ, 2565.) 

No.0, Arequipa pyrbellometry. By C. G, Abbot. Hodgkins Fund. March 1, 
1016. 24 pp. (Fubl. 2307.) 

No. 10. A phylogenetic study of the recent erinoids, with special reference to the 
question of speciniization through the partial or complete suppression 
of structural characters, By Austin H.Clork, August 19,1915. 87 pp. 
(Publ, 2363.) 

io. 11. A magneton theory of the structure of the stom. By A. L, Parson, 
November 20,1915. S0 pp. 2 ple. (Publ. 2371.) 

No, 12, The Jow of the Piltdown Man, By Gerrit 5S. Miller, jr, November 24, 
1915. 31.pp,5 pls. (Publ. 2376.) 

No. 13. Descriptions of seven new subspeciea and one new species of African 
birds (Pliantain-Eater, Courser, and Rail). By Edger A. Mearns. 
November 26,1915. 2 pp. (Publ. 2378.) 

No. 14. The sense organs on the mouth parts of the honey bee. By N. E. McIndoo, 
January 12, 116. i pp. (Publ, 2381.) 

Tith-page and table of contents. June 17,1016. vpp. (Publ 2419.) 


Volume 66, 


No.1. Descriptions of a new genus and elght new species nnd subspectes of 
African manmols, By N. Hollister, February 10, 1916. 8 pp. 
(Publ. 2416.) 
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the summer of 1914. By F. Seymour Hersey. March 31, 1916. 33 
pp. (Publ, 2408.) 
ps2. Explorations and field work of the Smithsonian Institution in 1915, May 
_ 27,1916. 110 pp, (Publ. 2407.) 
my | ‘No.4. The Ordaz and Dortal expeditions In search of El Dorado, as described 
‘on sixteenth century Tah Fes. By Eudolf Schuller, April 27, 1916, 
ca 5a 15 pp. 2 maps, (Publ. 2411.) 
‘No. 5. ‘On the distribution of radintion over the sun's disk ond new evidences of 
the solar variability, By C. G. Abbot, F. EL Fowle, and L. B. Aldrich, 
_ Hodgkins Fund. Mny 23,1916. 24 pp, 1 pl. (Publ. 2412.) 
> ck Phonetic transeription of Indian languages, In press, 
= t ‘No.7. The Pyranometer—an instrument for measuring sky radiation, By C. G, 
oe Abbot and L, B, Aldrich, Hodgkins Fund. May 28, 1916, 9 pp, 
il (Publ. 2417.) 
‘No.8. Three new African shrews of the genus Crocidura, By N. Hollister. 
; 4 May 23,1910 Spp. (Publ, 2418.) 


) SMITHSONIAN ANNUAL REPORTS, 
es Report for 1914. 


The completed volume of the Annual Report of the Board of 
Regents for 1914 was received from the Public Printer in August, 
1915. 


z Annual Report of the Board of Regents of the Smithsonian Institution showing 
: ' operations, expend |tures, and condition of the Institution for the year ending 
c. eetene 20, 1014. xi+720 pp, 15 pla. (Publ. 2321.) 


~The general appendix contained the following papers, small edi- 
a tions of which were printed in pamphlet form: 


The radiation of the sun. Ey 0, G. Abbot. 16 pp. 4 t pls. (Publ, 2822.) 

Modern theories of the sun. By Jean Bosler. 8 pp, 2 pla (Publ, 2323.) 

The form aml constitution of the earth. By Louis B. Stewart. 14 Pp. (Publ. 
2a.) 

Some. remarks on logarithms apropos to thelr tercentenary, By AL d'Ocagne, 
Tpp, 2 pls (Publ. 2225.) 

Modern views on the constitution of the atom. By A. 5. Eve: 9 pp. (Publ 
2328.) oF 
Gyrostats and gyrosintic action. By Andrew Gray. 16 pp., 10 pls. (Publ. 

2327.) 
"Stability of aeroplanes, By Orville Wright. Spp. (Publ. 2208.) 
The: first man-carrying neroplane capable of sustained free flight—Langley"s 
_ Success as a ploneer In aviation, By A. F. Zahm. 6 pp., 8 pls. (Publ. 2329.) 
Some aspects of industrial chemistry. By L. H. Backeland. 25 pp. (Publ. 
Explosive, By Edward P. O'Hern, 27 Pp, T pls. (Publ, 2331.) 
Olimates of geologic time. By Charles Schuchert, 25 Pr «= Publ, 2332.) 
; Pleochroic haloes, By J. Joly. 15 pp. 8 pla (Publ, 2333.) 
; . The ‘geology of the bottom of the seas, By L. de Launay, 24 pp. (Publ. 
i a . 2884.) | 
“Recent oceanographic researches, By Ch. Gravier. 10 Pp. (Publ, 2335. 
The Klondike and Yukon goldfield in M13. By H. M. Cadell, 39 atk pls. 
(Publ. 2530, ) 






e. 
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4 pp. (Publ. 2337.) 

Problems and progress In plant pathology, By L., R, Jones. 18 pp. (Publ. 
2338.) 

Plant autographs ond their revelations. By Jogadis Chunder Bose, 22 pp. 
(Publ. 2339.) Lae 

The National Zoological Park and its inhabitants. Ey Frank Baker. 84 pp. 
41 pls. (Publ. 2340.) 

On the habits and behnvior of the herring gull. By ER. M. Strong. 8&1 pp. 10 
pis. (Publ. 2541.) 

Notes on some effects of extreme drought in Waterberg, South Africa, By 
Eugene N. Marals, 12 pp. (Publ. 2342.) 

Honxeotic regeneration of the antennae In a Phasmid or walking-stick, By 
H. ©, Schmit-Jensen. 14 pp. 2 pls: (Publ. 2943.) 

Latent life: Its nature and Its relations to certaln theorles of contemporary 
biology. By Paul Becquerel. 15 pp. (Publ. 2944.) 

The early inhabitants of western Asin, By Felix v. Luschan. 25 pp, 12 pla. 
(Publ. 2345.) 

Excavations at Abydos. By Edounrd Naville. T pp, 3 pls. (Publ, 246.) 

An examination of Chinese bronzes, By John ©. Ferguson. 6 pp, 14 pls. 
(Publ. 2347.) 

The réle of depopulation, deforestation, and malarin in the decadence of certain 
nations. By Felix Regnault. S pp. (Publ. 2448.) 

The story of the chin, By Louis Robinson. 11 pp, 12 pls. (Publ. 2349.) 

Recent developments In the ort of Ulumination, By Preston §. Millar. 18 
pp. 2 pls. (Publ. 2350.) 

The loom and spindle: Past, present, and future. By Luther Hooper. 49 pp. 
ll pls. (Publ. 2351.) 

The demonstration plny school of 1918 Ey Clark W. Hetherington. 20 pp. 
(Publ. 2352.) 
sketch of the life of Eduard Suess (1831-1914). Ey Pierre Termier, 10 pp. 

(Publ 2352.) 


af sexuality In plants. By Duncan 8, Johnson, 





Meport for 1978, 


The report of the executive committee and proceedings of the 
Board of Regents of the Institution, and the report of the Secretary, 
both forming part of the Annual Report of the Board of Regents to 
Congress, were issued in pamphlet form in December, 1915: 

Report of the executive committee amd proceedings of the Board of Regents of 
the Smithsonian Institution for the year ending June 20, 1915. 21 rp. 
(Publ. 2380.) 

Report of the Secretary of the Smithsonian Institution for the yenr ending June 
30, 10915. 110 pp, (Publ. 2379.) 

_ Small editions of the following papers, forming the general appen- 
dix of the report for 1915, were issued in May, 1916, and the complete 
volume was received from the printer in June: 
Review of astronomy for the year 1913, by P. Pulseux. © pp. aa.) 
The utilization of solar energy, by A. 8. E. Ackermann. 26 pp. 6 pla. (Publ. 
The constitution of matter and the evolution of the elements, by Ernest Ruther- 

ford, 36 pp. 5 pls. (Publ, 2355.) 
































* bs ’ 
=e tes hy, Sas 


sa 5 ahi ; 

asic arine aa ‘1 pp. (Publ. 2388.) 

AD Bai tp Flacco ‘Teenter 16 pp. (Publ. 2385.) 

af primitive life, by Charles D. Walcott. 21 pp., 18 pls, (Publ, 2889.) 

a ee enacali Aorsatify ucniorig Gataial ‘scienek hy Heeury Sark coe 18 pp. (Publ, 

—-2300,) 

‘Lignum Nephriticum, by W. E. Safford. 28 pp. 7 pls. (Publ. 2391.) 

Impressions of the voices of tropical birds, by Louis Agassiz Fuertes, 25 pp, 

16 pls, (Publ, 2392.) 

‘The Eskimo Curlew and its disappearance, by Myron H. Swenk. 1G pp. 1 pl 
_ (Publ. 2398.) 

_ Construction of insect nests, by Y, SJistedt. 7 pp. 3 pla. (Publ, 2804.) 

‘Olden time knowledge of Hippocampus, by C. It, Enstman. 9 pp. 4 pis. (PobL 

» 2305.) 

Heredity, by William Bateson. 36 pp. (Publ. 2206.) 

‘Some aspects of progress in modern zoology, by Edmund B. Wilson. 14 Pp. 
_ (Publ. 2307.) 

zinguletie oreas in Enrope: Their boundaries and polltical Significance, by Leon 
Dominian, 35 pp, 5 maps. (Publ. 2398.) 

| Exeavations af Tell el-Amarna, Egypt, in 1913-14, by Ludwig Borchardt, 13 
“pp. 18 pla. (Publ. 2399.) 

Vacelnes, by L. Roger. 8 pp. (Publ. 2400.) 

Broncos sa reclamation of arid lands in the Western Unites! States, by John B, 
Beadle. 22 pp. 13 pls. (Publ. 2401.) 

801 t recent developments in telephony and telegraphy, by Frank B. Jewett. 
21 pp. (Publ. 2402.) | 

Sir David Gil, by A. 5, Eddington, 12 pp. (Publ. 2403.) 

Walter Holbrook Gaskell, by J. N. Langley. 10 pp. (Publ, 2404.) 


The following special wablicanons were issued in octavo form: 


Publications of the Smithsonian Institution tssued between January 1 and 
June 30, 1915,. Published July 20, 1015. 2 pp. (Publ. 2372.) 
Publications of the Smithsonian Institution fasued between January 1 ani 
‘September 30, 1915. October 25, 1915. 2 pp. (Publ. 2377.) 
Publiestions of the Smithsonian Institution issued between Janunry 1 and 
- December $1, 1915. January =f, 1016. 3 pp. (Publ. 240%.) 
Publications of the Smithsonian Instirution issued between January 1 and 
March 31, 1016, April 20, 1916. 1p. (Publ. 2413.) 
Classified lst of Smithsonian publications available for distribution, October 
46, 1915, November 4, 1015. Iv+32 pp. (Publ. 2375.) 
Opintons rendered by the International Commission on Zoologient Nomenclature, 
‘Opinion 67. April 27, 1916. Pp. 177-182. (Publ. 2409,) 
Rules and regulations for the conduct of the work of the National Advisory 
‘Committee for Aeronautics. July 16, 1915. 5 Pp. . 
Sources of nitrogen compounds in the United States. By Chester G. Gilbert, 
peewene 00. 3676 12 pp. (Publ, 2421.) | 











_ PUBLICATIONS OF THE UNITED STATES NATIONAL MUSEUM. 


>: | ‘The publications of the National Museum are: (¢) The annual 
_ report to Congress; (5) the Proceedings of the United States Na- 


; “The crtgun nthe Mara, Cetra ny by Ernesto Mancini, 4 pe AL: 


so 
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tional Museum; and (¢) the Bulletin of the United States National 
Museum, which includes the Contributions from the United States 
National Herbarium. The editorship of these publications is vested 
in Dr. Marcus Benjamin. 

During the year the Museum published an annual report, 2 
volumes of the Proceedings and 52 separate papers forming parts 
of these and other volumes, and 4 bulletins. 

The issues of the Proceedings were as follows: Volume 48; volume 
49, papers 2092, 2004 to 2130, and the complete volume; volume 50, 
papers 2131 to 2138. The Annual Report of the United States 
National Museum for 1915 was also published. 

The bulletins were us follows: 

Bulletin 50, The Birds of North and Middle Americn, part 7, by Robert Ridgeway. 
Bulletin 91, Report on the Turton collection of South African marine mollusks, 
with additional notes on other South African shells contained In the United 

Stites National Museum, by Foul Bartsch. 

Bulletin 92, Bibllographie index of American Ordovician ond Silurian fossils 

(two volumes), by Ray S. Bassler, 

Bulletin D4, Handbook and descriptive catalogue of the meteorjte collections 
ln the United States National Museum, by George FP. Merrill. 


PUBLICATIONS OF THE BUREAU OF AMERICAN ETHNOLOGY, 


The publications of the bureau are discussed in appendix 2 of the 
Seeretary’s report. The editorial work of the bureau has continued 
in charge of Mr. J. G. Gurley, editor. 

During the year, 2 annual reports and 2 bulletins were issued, as 
follows: 
20th Annual Report of the Bureau of American Ethnology (containing an ae- 

companying poper, “The Ethnogeography of the Tewn Indians.” by John 

Peabody Harrington). 

S0th Annual Report of the Bureau of American Ethnology (containing two ac- 
companying papers, “ Ethnobotany of the Auni Indians,” by Matilda Coxe 
Stevenson, and “An Inquiry into the animiem and folklore of the Guiana 
Todians,” by Walter E, Roth), and a “ List of publications of the Bureau of 
American Ethnology." 

Bulletin 57. An Introduction to the Study of the Maya Hieroglyphs, by Sylvanus 
Griswold Morley. 

Bulletin 62. Physical anthropology of the Lenape or Delawures, and of the 
Eastern Indians in general, by Aled Hrdlitka, In press. 


REPORT OF THE AMERICAN HISTORICAL ASSOCIATION, 


The annual reports of the American Historical Association are 
transmitted by the association to the Secretary of the Smithsonian 
Institution and are communicated to Congress under the provisions 
of the act of incorporation of the association. 


TdS30°—sem 1916——p 
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‘he annual n nes . for 1913 (2 volumes) was published dating the Bt 
forest Severe coincipenme hrme sn J 
lose of the fiscal year. | 
F er OF THE NATIONAL SOCIETY OF THE DAUGHTERS OF THE 
k artes AMERICAN REVOLUTION. so 
i a; 





The manuscript of the Kighteenth Annual Report'of the National 

Society of the Daughters of pe American Revolution for the year 
ending October 11, 1915, was communicated to Congress on March 

BR, 1916. | 
la 


_-—Ss THE SMITHSONIAN ADVISORY COMMITTEE ON PRINTING AND ab 





_ PUBLICATION, 


: ‘The editor has continued to serve as secretary of the Smithsonian | 
' \visory committee on printing and publication. This committee . 
pas es on all manuscripts offered for publication by the Institution : 
or its branches, and considers forms of routine, blanks, and various ~ 
iz - other: matters pertaining to printing and publication. Eighteen meet- 
ings were held during the year and 96 manuscripts were acted upon. 
- ies espect fully submitted. ; 
iN) A. Howarp Cuarn, £ditor, | 
r. CHantes D. Watcort, iz 
 Seeretary of the Smithsonian Institution, 





























REPORT OF THE EXECUTIVE COMMITTEE OF THE BOARD OF 
REGENTS OF THE SMITHSONIAN INSTITUTION FOR THE 
YEAR ENDING JUNE 30, 1916, 


To the Board of Regents of the Smithsonian Institution: 

Your executive committee respectfully submits the following re- 
port in relation to the funds, receipts, and disbursements of the In- 
stitution, and a statement of the appropriations by Congress for the 
National Museum, the International Exchanges, the Bureau of 
American Ethnology, the National Zoological Park, the Astrophysi- 
eal Observatory, and the International Catalogue of Scientific Litera- 
ture for the year ending June 30, 1916, together with balances of 


previous appropriations: 
SMITHSONIAN INSTITUTION, 
Condition of the fund July 1, 1916. 


The permanent fund of the Institution and the sources from which 


it has been derived are as follows: 


DEPOSITED IN THE TREASURY OF THE UNITED STATES. 














Bequest of Smithson, 1846. 180,00 
Reslduary legacy of Smithson, 1867... 28, 210. 63 
Deposit from savings of Income, 1847... = 108, 620, 37 
Bequest of James Hamilton, 187$.............-_____ £1, 000. 00 
Accumulated Interest on Hamilton fund, 18064. «1, 00. oo 
‘awiee ——— 2,000, 00 
Bequest of Simeon Habel, 1880.0. SO, 
Deposits from proceeds of sale of bonds, 881... 51, 50), 00 
Gift of Thomas G. Hodgkins, 1891... = SUM), (MW), deny 
Part of residuary legacy of Thomas G. Hodgkins, sige cml ES 5, 000, On 
Deposit from savings of Income, 1008_......000 2 aa, (OW), OD 
Residuary legacy of Thomas G. Hodgkins, 1907... = 7, 018, 60 
Deposit from savings of income, 1918... === G56, D4. 
Part of bequest of William Jones Rhees, 1918... 251. 95 
Deposit of proceeds from sale of real estate (gift of Robart Stan- 
ton Avery), 1913 oieenee a 8, 602, 42 
Bequest of Addison T. Reid, Wide lle 4, TOS, 01 
Deposit of savings from income of Avery bequest, 1914... on. OO 
Balance of bequest of William Jones Rhees, 1915. se 248. 065 
Deposit of savings from income of Rhees bequest, 1915... 25.99 
Deposit of savings from income of Avery fund, 1915... 1, 842. 60 
Deposit of savings from income of Reid fund, 1915... 4236, 4 
Deposit of first payment of eggs T. and a W. Poore fund, 
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Deposit of part of principal of Addison T, Reld fund, 1916.______ $4, 698. 50 
Deposit of principal of George H. Sanford fund, 1916_._._--__.. 1, 020. 00 
Deposit of savings from income, 1h 2, 681. 41 


Total amount of fund in United States Trensury.___..-....._- 996, 000. 00 


Registered and guaranteed 4 per cent bonds of the West Shore 

Rallrond Co., part of legacy of Thomas G. Hodgkins (par valwe)_ 42 000, 00 
Coupon 5 per cent bonds of the Brooklyn Rapid Transit Co., due 

fe es On) ee 5, O40, 63 
Coupon 6 per cent bonds of the Argentine Nation, due Dec. 15, 

Be Fee aa a a 5, O08, 75 


1, O48, 14, 33 
Also three small pleces of real estate located In the District of Columbia and 
bequeathed by the late Robert Stanton Avery, of Washington, D, C, 


That part of the fund deposited in the Treasury of the United 
States, now amounting to $996,000, bears interest at 6 per cent per 
annum, under the provisions of the act of Congress of August 10, 
1946, organizing the Institution, and the act approved March 12, 1804, 

The real estate bequeathed to the Institution by the late Robert 
Stanton Avery is exempt from taxation and yields only a nominal 
revenue from rentals. 


Statement of reeeipla ond disbursementa from July I, 19175, to June 30, 1976. 
RECEIPTS. 


Cash on deposit and In safe July 1, 1915....__.... £49 165. 86 
Interest on fund deposited In United States Treasury 

due July 1, 10915, and Jan. 1, 1916._.______...§§___ $59, OTL. @ 
Interest on West Shore Rallroad bonds, due July 1, 1915, 

and-Jan. 1, 1916. __.________...._... —— 1,680.00 
Repayments, rentals, publications, ete. en ee ae ae | 
= from various sources for specific pur- 
ee ee ae 
prises ‘Lea Chamberlain ed a rR 10, OOD, 00 
Addison T. Reid fund... ti‘éi:C ES 











107, 670, 26 
140, 836. 12 











DISHURBEMENTS, 

Huldings, care and repeirs_—_____________. 5, 718. 46 
Furniture and fixtures 
General expenses ; 


ee ee a 15, Teo. 21 
LS a | ae eee -— 163.25 
SOME N TRY a B30, & 
Postage, telegraph, and telephone... sire werd oo, 12 


ee eee, ee cee ae ee ee 56. £2 
Incidentals, fuel, ond Wghte.................. 1.18% 99 
GOPFAge ...--—- 1, 950. 18 





—s 
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Miscellaneous collectlons __ a sitlitdeccaeiee $e, SIRS 
Contributions to knowledge__...__..___.___»_.»__ ____. 189. 75 
Reports ee a OA 
Special pushes ANONE 9-2 eee ot cone be 200. 82 
Publication. supplies 221. 05 
———————————————————— 6, S62. 90 | 
——- 1, 9 
Exploritions, researches, aod collectiong.wwtttnnwnnnn9w. . 6,44, 85 
Hodgkins specific fund, researches, and publications _...__.___ —_._-«S«s-:/ &>”"_ 068. 67 


International exchanges... = (tah AT 
SC SE, ee i a ee caer ieee 71. 83 
Langley Acrodynamical Laboratory a ee ee TO, 95 
Deposited to credit of permanent fundl-__..-.-.-... 





Advances for field expenses, > AS ge ea ee i a nto 28,672. 05 

Balance June 30, 1916: 
Deposited with the Treasurer of the United States. 44, 511. 02 
kin nh and Sr ee re Seong | 
149, 890. 12 

Your executive committee again employed the Capital Audit Co. 
of this city to audit the receipts and expenditures of the Smith- 
sonian Institution during the period covered by this report. An 
itemized report has been submitted, but the following certificate of 
examination supports the foregoing statement and is hereby ap- 
proved: 

AULMITUE'S STATEMENT, 
Carirat Acurr Co., Mernorouttan Bask Borota, 
Washington, DO. 0., Augual 14, POG, 
Ezvecutire Commitiee, Hoard of Regeita, Smithsonian I natitution, 

Sirs: We have examinal the accounts am) vouchers of the Smithsonian In- 
Btitution for the flacn] year ended June 30, 1016, anid certify the following to 
be a correct statement : 

‘Total receipta_....... ST, 
ata! disbursements ee SUS, 117. 30 


Excess of receipts over disbursements... ® 545.16 
Amount from July 1, 1015........._ 42 16h, 88 


Balance on hand June 20, 1910._.....__.____._...--S——(—éCé A /?7". TIL 


Balance as shown by ‘Treasury statement as of June 30,1910... 47,831.11 
Lees outstanding checks... 3, 220, 00 


a ed ee 
PC NNN ee ee S00, 00 


Balnnee June 30, 1916... __- CE TI 


Does oot include $7.50 Eastman Kodak Co. voucher No, 5638, entry and counter 
entry. 





ran vouchers representing payments from the Smithsonian income during 
the year, each of which bears the approval of the secretary, or in his absence, 
of the acting secretary, and a certificate that the materials ‘and services charged 
were applied to the purpeses of the Inetitution, have been ¢ saci 
nection with the books of the Institution and agree with them, 
Cartran Avorr Co., 
By Wituiam L. Yarorn, President, 

All moneys received by the Smithsonian Institution from in- 
terest, sales, and refunding of moneys temporarily advanced are de- 
" ited with the Treasurer of the United States to the credit of the 
| ion, and all payments are made by checks signed by the 





The expenditures made by the disbursing agent of the Institution 
and audited by the Auditor for the State and Other Departments are 
reported in detail to Congress and will be found in the printed docu- 

ment. 

_ Your committee also presents the following summary of appro- 
priations for the fiscal year 1916 intrusted by Congress to the care 
of the Smithsonian Institution, balances of previous appropriations 
at the beginning of the fiseal year, and amounts unexpended on 
I une 30, 1916: 













eens Me 

7.000, 00 - 

‘at oe "Na 

BA, 45 Ls, 30 

| 7, 500.00 staat 

on 103 | 
Se) ee 
Me 3 li 

regaueo | ak 
aa ita ss 

i, a a a 
Ah, oa ne 
| 3,000.00) Teas 
| es] Se ae 
Seek: e | 
| ama | "Petes 

S774. | 1, 

_ 200, 000, OD A 
i ooo ire 

7000.00! 41st 

i i 
487.15 ts 
LS, O00, (i 7, 2 

aribog . 2S eee be aero tet 
Zoological Park. 1916. een ea ee  — 
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i Carried toctelit otimerpias find. a Immadiniaty available. 




















123 


Statement of estimated income from the Smithsonian fund and from other 
sonreca, accrued and prospective, to be available during the flscal yoor ending 
‘une 30, 1977. 





Balinee June 80,1916 $44, T11, 02 
Interest on fund deposited in United States Treasury 

due July 1, 1916, and Jan. 1, 1917_.........___-___ $40, 451. 00 
Interest on West Shore Rallrond bonds due Jnly 1, 1916, 

and Jan. 1, 1917_....... 
Exchange repayments, sale of publientions, refund of 

ndvances, etc. Penh he Sean oe ees 520. O4 
Deposits for apeciiic pUrporest ok 22,000. 00 











$1, 057.04 
Total available for year ending June $0, 1917. 8, 8. 08 





Grorce Grav, 

ALexanper Granam Bett, 

Ernest W. Ronerrs, 
Ewecutive Co mM 











PROCEEDINGS OF THE BOARD OF REGENTS OF THE SMITH- 
SONIAN INSTITUTION FOR THE FISCAL YEAR 
ENDING JUNE 30, 1916. 


ANHUAL MEETING, DECEMEEER 9, 1915. 





‘The Board of Regents met at the Smithsonian Institution in regu- 
lar annual session at 10 o’clock a. m. December 9, 1915. 

Present: The Hon. Edward D. White, Chief Justice of the United 
States, chancellor, in the chair; Senator Haney Cabot Lodge; Senator 
William J. Stone; Senator Henry F. Hollis; Representative Seott 
Ferris; Representative Ernest W. Roberts; the Hon. Maurice Con- 
nolly; Dr. Andrew D. White, Dr. A. Graham Bell; the Hon. George 
Gray; Mr. John B. Henderson; the Hon. Charles W. Fairbanks; and 
the secretary, Dr. Charles D. Walcott. 


APPOINTMENT OF RECENT. 


Tt was announced that William J. Stone, Senator from Missouri, 
had been reappointed a Regent by the Vice President on February 
18, 1915, 


RESOLUTION RELATIVE TO INCOME AND EXPENDITURE. 
On motion by Judge Gray, chairman of the executive committee, 
the following resolution was adopted: 


Resolved, That the income of the Institution for the fiscal year ending Jone 
50, 1917, be appropriated for the service of the Institution, to he expended by 
the secretury with the advice of the executive committee, with full discretion 
on the part of the secretary as to Items. 


VACANCY IN EXECUTIVE COMMITTEE, 


On motion it was— 
Resolved, That Mr. Ernest W. Roberts be elected to the executive committees 
fo HH the vacancy caused by the retirement of Mr. Maurice Connolly, 
ANNUAL REPORT OF THE EXECUTIVE OCOMMITTEF. 


The annual report of the executive committee reviewing the finan- 
cial condition of the Institution for the fiscal year ending: ‘June 80, 
1915, was presented in printed form and adopted. 
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ANNUAL REPORT OF THE PERMANENT COMMITTEE. 


The permanent committee presented the following statement: 

Hodgkins fund —aA. third allotment of $5,000 was made from the 
income of this fund for the purpose of continuing the work of the 
Langley Aerodynamical Laboratory. 

Poore bequest—Mr. John J. Pickman, executor of the estate of 
George W. Poore, was given an indemnity bond to guarantee him 
from loss, and he thereupon paid to the Institution the sum of 
$24,534.92, the net proceeds of the estate, exclusive of certain parcels 
of land, which are estimated to have a value of $10,000. 

The Addison T. Reid bequest was made for the purpose of found- 
ing a chair in biology as a memorial to the testator's grandfather, 
Asher Tunis, subject to the condition that the income be paid in 
three shares to certain enumerated beneficiaries until their death, 
when the principal of the estate, with accumulations, was to come to 
the Institution, As previously reported, one of the beneficiaries 
died in 1913, and the amount of her share, $4,795.91, was duly re- 
ceived by the Institution. A second beneficiary died during the 
summer of 1915, and her share, amounting to $4,698.59, was also 
received. 

Rihees bequest —Mr. William Jones Rhees, chief clerk of the In- 
stitution for nearly 40 years, died March 18, 1907, bequeathing to 
the Institution the sum of $500. This bequest has been received and 
will be allowed to increase by the addition of its earnings to the 
principal until a sufficient sum shall have been realized to make 
possible the provision of a suitable work of Some kind to serve as a 
memorial to this able and faithful official. 

Chamberlain bequesta—The board was informed at a previous 
meeting that Dr. Leander T. Chamberlain had made two bequests to 
the Institution, each to be known as “the Frances Lea Chamberlain 
Fund.” 

The first bequest was $25,000, the income of which was to be used 
“for promoting the increase and the scientific value and usefulness 
of the collection of gems and gem material known as the ‘Isaac Lea 
Collection’ in the department of minerals in the United States 
National Museum.” 

The second bequest was $10,000, the income to be nsed “for pro- 
moting the scientific value and usefulness of the collection of mol- 
luske known as the ‘Isaac Lea Collection,” also in the National 
Museum. This second bequest has been received. 

Sanford bequest—A bequest of $1,020 has been received by the 
Tnstitution under the will of Mrs. Helen B. Sanford for the purpose 
of founding “the George H. Sanford fund,” as 2 memorial to her 
husband. The income of this fund is to be used for the increase and 


= 
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diffusion of knowledge on such subjects as the Institution may decide 


upon. 
On motion the report of the permanent committee was accepted. 


SECRETARY'S ANNUAL REPORT. 


The secretary presented his annual report in printed form and 
made statements thereon as follows: 

The Smithsonian Institution and its branches since the last annual 
meeting of the Regents have issued a total of 93 publications aggre- 
gating about 8,000 pages and 550 plates. Twenty-four of these 
publications (1,595 pages and 180 plates) were issued by the Institu- 
tion proper: 66 of them (5,570 pages and 280 plates) by the National 
Museum; and $ (1,103 pages and 6 plates) by the Bureau of Ameri- 
can Ethnology. The total number of all publications distributed 
during the year was 145.272. In addition, the annual report of the 
American Historical Association and of the National Society of the 
Daughters of the American Revolution were examined by the Institu- 
tion and transmitted to the Congress. 

From among valuable contributions to nearly every branch of 
science covered in these various publications, may be mentioned as 
of special interest two papers issued by the Institution proper under 
the Hodgkins fund, one, an extended study of the radiation of the 
atmosphere, the other, a paper on the intensity of solar radiation 
outside the atmosphere. In the course of experiments covered by 
the latter, free balloons with recording apparatus reached altitudes 
up to 15 miles and were recovered with the records in good condi- 
tion. Another paper of considerable interest. to physicists and 
chemists is entitled “A magneton theory of the structure of the 
atom,” by A. L. Parson. 

Among National Museum publications there was issued from the 
United States National Herbarium a Flora of New Mexico, which 
describes some 3,000 species of plants from that State. 

There was also printed the usual pamphlet on explorations and 
researches by the Smithsonian Institution and its branches, written 
in a semipopular style and containing numerous illustrations. 

Last year there was published a work giving some results of the 
secretary's studies in Pre-cambrian Algonkian algal flora, and there 
has been prepared for the current annual report a general review of 
the secretary’s field and laboratory work in Cambrian geology dur- 
ing several years past. 7 

The Annual Report of the Institution for 1914 was completed con- 


siderably earlier than for any previous year. The general appendix 


contains 30 papers relating as usual to all branches of science, The 
public demand for the Smithsonian Report has become go great 
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that Congress authorized the edition to be increased from 7,000 to 
10,000 copies. 


THE LANGLEY ARRODYNAMICAL LABORATORY. 


At the annual meeting of the Board of Regents, held December 
10, 1914, a resolution was adopted providing for the appointment by 
the chancellor of a committee of four members of the board and the 
secretary “to consider questions relative to the Langley Aerody- 
namical Laboratory.” The following committee was appointed: 
Dr. Alexander Graham Bell, chairman; Hon. William J. Stone, 
Hon. Ernest W. Roberts, Mr. John B. iiendarscak and the secretary. 

This committee presented a report to the board on the history of 
the organization of the laboratory under the authority of the Re- 
gents and on the need of a National Advisory Committee on Aero- 
nautics; also a statement of American agencies, resources, and facill- 
ties for the work, and of the progress made by other nations in this 
subject. In addition a report was made on the action taken by Con- 
gress authorizing the appointment of an advisory committee by the 
President of the United States, who subsequently selected such com- 
mittee as follows: 

Gen. George P. Scriven, United States Army, and Lieut. Col. 
Samuel Reber, United States Army, representing the Army; Capt. 
Mark L. Bristol, United States Navy, and Naval Constructor H. C. 
Richardson, United States Navy, representing the Navy; Mr. Charles 
F. Marvin, Chief United States Weather Bureau; Dr. S. W. Strat- 
ton, Director United States Bureau of Standards; Mr. Byron R. 
Newton, Assistant Secretary United States Treasury; Prof. W. F. 
Durand, Stanford University of California; Prof. Michael I. Pupin, 
Columbia University, New York City; Prof. John F, Hayford, 
Northwestern University, Illinois; Prof. Joseph S. Ames, Johns 
Hopkins University, Baltimore, Md.; Dr, Charles D. Walcott, Secre- 
tary Smithsonian Institution. 

The committee's report stated further that it was not deemed prob- 
able, in view of the organization and scope of the National Advisory 
Committee for Aeronautics, that the Smithsonian Institution would 
find it necessary to establish an serodynamical laboratory for experi- 
mental purposes, Its function would now be more in the direction 
of aiding in such studies and experiments as could not well be other- 
wise provided for and in publishing such material as might be of 
value in the development of the art. 

On motion, the report was accepted. 

In this connection the secretary stated that the experiments being 
conducted with the Langley aerodrome on Lake Keuka, New York, 
were successfully continued during the year 1915 and that a report 
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thereon hod been filed in the office by Dr. A. F. Zahm; that the 
National Advisory Committee for Aeronautics had approved of the 
cooperation between the Smithsonian Institution and the United 
States Weather Bureau in connection with the investigations of the 
atmosphere having a bearing upon aeronautics, and that this coopera- 
tion had met with the approval of the Secretary of Agriculture and 
of the Chief of the Weather Bureau. To carry this into effect, $2,500 
had been set aside from the allotment for the Langley Aerodynamical 
Laboratory for the purchase of necessary instruments, sounding bal- 
loons, ete., and for conducting such experiments as could not be pro- 
vided for from funds of the Weather Bureau. 

Site for Freer (rallery of Art.—At the last mecting of the board a 
resolution was adopted authorizing the chancellor to appoint a com- 
mittee to consider the matter of a site for the proposed Freer Build- 
ing, and the following were appointed on said committee: Senator 
Lodge, Senator Hollis, Judge Gray, Mr. Connolly, and the secretary, 

The committee presented a report recommending that the building 
be erected on a site in the southwest corner of the Smithsonian 
grounds, west of the Smithsonian building, and south of the line 
recommended by the National Park Commissicn in 1906 for future 
buildings on the Mall. 

The committee’s recommendation was approved hy the board. 

Tn this connection the secretary read an extract from Mr. Freer's 
letter of December 4, stating that if the board took favorable action 
he would at once place at the Institution’s disposal the $1,000,000 he 
had already set aside for this purpose, 

The secretary referred to the Widener art collection and to the 
newspaper comments as to the possibility of securing the collection 
for Washington City. These art objects were left to Mr, Widener’s 
son with discretion as to donating them to Philadelphia, Washington, 
or New York. The collection is now handsomely housed, and the 
secretary very much doubted that any action would be taken toward 
its being placed elsewhere for many years to come. 

Speaking on the subject of the National Gallery of Art, the secre- 
tary mentioned the art collections already in the custody of the Insti- 
tution and said that the time will soon be here when definite action 
must be taken looking to their proper housing. 

Bird and animal refuges,—The secretary stated that he had given 
considerable attention to the development of the movement for the 
creation of bird refuges, and that he had called the attention of the 
executive committee to an inquiry that had been made as to whethor 
the Smithsonian Institution would consider the acceptance of a laree 
tract of land on the coast of the Gulf of Mexico for the adminis’ 
tion of a great bird and wild animal refuge, | 
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The board decided that gifts of lands, buildings, or funds to estab- 
lish bird or wild animal refuges might be accepted and administered, 
on condition that adequate provision for their proper maintenance 
be made by the donor or donors or other agencies. 


SECRETARY S STATEMENT. 


The secretary also made the following statements: 

The National Gallery of Art received in July, 1915, a collection of 

pictures which, though not of an elaborate nature, is remarkable for 
the long list of eminent artists represented. The collection consists 
of 82 drawings executed with various mediums, principally water 
color, crayon, charcoal, pencil, chalk, and pen, by as many of the 
most prominent contemporary painters, sculptors, and engravers of 
the French Republic. It came as « testimonial from the people of 
France to the people of the United States in recognition of their 
sympathetic efforts toward relieving the distress and suffering in 
France occasioned by the war in Europe and is the result of action 
by an organizing committee in Paris begun in March, 1915, The 
collection was delivered to the American ambassador at the French 
capital early in July, and immediately upon its receipt at the Depart- 
ment of State in Washington it was deposited in the National 
Gallery. 
_ A catalogue of the collection has been printed and widely circu- 
lated, and it constitutes a most distinguished honor roll. Of added 
interest is the fact that the pictures are all signed, and, with very 
few exceptions, each is also inscribed by the artist with an expression 
of friendly feeling and gratitude. 

Bureau of Americon Ethnology—During the summer and autumn 
of 1915 important archeological excavations were conducted in the 
historic Nacoochee Mound in White County, Ga., as well as in the 
Mesa Verde National Park of southern Colorado, where a large ruin 
exhibiting remarkable masonry was thoroughly excavated and re- 

Ethnologic investigations among the Creek and Natchez Indians 
of Oklahoma, the Fox Indians of Iowa and Oklahoma, and the Chu- 
mash and Mohave Indians of California, were prosecuted in the field 
with excellent results, and equally successful efforts were made in 
studying the languages of some of the tribes of Oregon that are 
threatened with extinction. 

A reconnaisance of the ruins of pueblos in the Zuni Valley, New 
Mexico, was made with a view to their excavation during the summer 
of 1916. 

Addition of land to the National Zoological Park—The sundry 
civil act for the fiscal year ending June 30, 1914, appropriated 
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$107,200 for the purchase, as an addition to the National Zoological 
Park, of land lying between the present western boundary of the 
park and Connecticut Avenue, between Cathedral Avenue and Klin- 
gle Road. 

After many delays in the legal steps to acquire this land, the jury 
of condemnation presented its findings to the court on December 
11, 1914, as follows: 

Damages appraised... 8 aR 8 
GS is Se en a, oe ae eee eee oc es 2, 203. 35 


Porpecemece ee ke ie tts Deri) Lr Dogar nae 
oo UE ale ra a if, O18. fo 
Excess of damages over benefits. == 130, 627. 08 

This sum excee is the approprintion Oye 2 ee eee ob, 427. 

On January 12, 1915, the motion of the Secretary of the Treasury 
to confirm the verdict was received by the court and filed. From 
time to time exceptions to the verdict were filed by various property 
owners interested, and on June 28, 1915, the court set aside the ver- 
dict of the assessment of benefits and costs as regards exceptors and 
confirmed the remainder of the assessments and the awards of 

A recent statement from the Assistant United States Attorney for 
the District shows that the benefits assessed by the jury that have 
been set aside by the court amount to approximately $48,000, and 
that, according to his figures, the total amount that will be required 
to secure the land will be approximately $179,000 instead of the 
2107.200 as appropriated. 

The land in question has a frontage on Connecticnt Avenue of 1.750 
feet and covers about 10 acres, which if obtained will bring 'the 
park area to an aggregate of 180 acres, | 
_ Notes on the recent work of the Astrophysical Observatory.— 
Dr. Charles G. Abbot, director, and Mr. L. B. Aldrich, assistant 
have continued at Mount Wilson, Cal., their observations on the in. 
tensity of solar radiation. 

Complete reductions of the Mount Wilson work of 1914 show that 
the return of solar activity in that year—after the passage of the 
minimum epoch of 1918 (in which sun spots had become fewer than 
at any time for a century)—was attended by a very considerable rise 
in the intensity of solar radiation. Work with the tower telescope 
on Mount Whitney was continued, and this also confirmed the 
variability of the sun. 

It is greatly regretted that no other observing station had heen 
equipped to share with the Institution these observations on the varia- 
tion of the sun. Only when several observatories, widely scattered 
in favorable regions as regards weather conditions, shall unite to 
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follow these observations from day to day for several years can the 
results be of much value to meteorologists as evidence whether or not 
the sun's variability influences terrestrial climate. The Institution 
is looking forward to establishing and operating a station in Argen- 
tina or some other favorable situation in South America, the expense 
to be provided for from the income of the Hodgkins fund. 

A new vacuum bolometer has been devised which in actual trial 
developed 20 times the sensitiveness of the bolometer heretofore 
used on Mount Wilson for these researches. With this new bolo- 
meter at least one ten-millionth of « degree rise of temperature 
could be detected and measured, and it seems not impossible that a 
bolometric outfit could be constructed capable of detecting and 
measuring even a billionth of a degree rise of temperature. 

The Research Corporation—The Research Corporation has sue- 
eessfully continued ite work during the year and is now on a sound 
financial basis. On October 31, 1915, the assets of the corporation 
were $166,004.25, In these assets the Cottrell process patents are 
valued at the nominal sum of $1,000. 

It will be recollected that the Research Corporation was organized 
in February, 1912, with a capital of $10,000 and a salary roll of less 
than $3,000, The salary roll for the ensuing year, owing to the great 
increase in the scope of the work, will be in the neighborhood of 
$98,000. 

The energies of the corporation have been almost entirely applied 
m connection with the experimental precipitation processes which, 
it will be recalled, were offered to the Smithsonian Institution by 
Dr. Cottrell, and by it in turn offered to the Research Corporation 
for commercial development. If the successful development of the 
organization continues other lines of research will be entered upon. 

Electrical precipitation of fog—Under a grant of $2,000 made hy 
the Institution from the Hodgkins fund Dr. F. G. Cottrell has con- 
ducted experiments at the Panama-Pacific Exposition at San Fran- 
cisco in relation to the electrical precipitation of fog. The secre- 
tary, while visiting the exposition, saw something of the experi- 
ments and examined the apparatus used. The most striking features 
of the apparatus are the Thordarson 350,000 and 1,000,000 volt 
transformers placed at the service of Dr. Cottrell. These experi- 
ments involved the cooperation of the Panama-Pacific Exposition 
officials, the Research Corporation, Mr. C, H. Thordarson, the Uni- 
versity of California, the General Electric Co., and the Smithsonian 
Institution. 

The problem of clearing fog differs from other precipitation prob- 
lems in several respects. For instance, in the latter cases it ig mani- 
festly necessary to actually deposit the suspended matter on the elee- 
trodes in order to accomplish the effect sought, while in the case of 
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fog, if even o considerable coalescence of the minute particles into 
large ones could be effected, it would become much more transparent, 
even aside from the more rapid settling of the drops. New difficul- 
ties are to be expected, however, such as the matter of insulation, 
for the reason that the whole apparatus is of necessity continuously 
immersed in the wet atmosphere. 

Merriman trust fund.—Dr. C. Hart Merriam, operating under the 
trust fund established by Mrs. KE. H. Harriman, has continued the 
study of the Big Bears of North America, and the preparation of 
manuscript and illustrations for the press. Owing to the scarcity 
of specimens of some of the less known species, final effort was 
made to obtain additional skulls, and more than 50 were secured 
which have proved of value in clearing up points previously in doubt 
as to the characters of several of the species. 

The labor of searching the literature relating to early explora- 
tion, hunting, and travel for records of bear and other animals, has 
been continued, and large additions have been made to the files of 
material relating to North American mammals and to the Indian 
tribes of California and Nevada. 

Borneo and Celebes expedition.—aAs previously stated, Dr. W. L. 
Abbott, a collaborator of the National Museum, contributed $11,000 
in money and between $500 and $1,000 in ammunition and supplies 
for the purpose of conducting a collecting expedition in Borneo and 
Celebes. Mr. Henry C. Raven, Dr, Abbott's personal representative 
in this enterprise, spent about two years in Borneo and nearly a year 
in Celebes. He returned to Washington during the summer of 1915. 
The expedition has been briefly described in a pamphlet recently is- 
sued by the Institution. Its main results include a collection of 465 
mammals, 870 birds, 50 reptiles, and a miscellaneous series of ethno- 
logical and zoological material. 

Dr. Abbott has recently added to his generous gifts a donation of 
$2,000 to provide for a second expedition to make natural history col- 
lections and explorations in the Dutch East Indies, particularly 
in Celebes. Mr. Raven was selected for this new expedition, and 
after outfitting at Washington, he sailed October 19, 1915, from 
Seattle for the field of his new operations via Singapore. The 
expedition is expected to last about three years, and the results will 
be presented to the National Museum. 

Siberian Lepedition—aAs previously reported, an expedition to 
Siberia was financed by the Telluride Association, of Ithaca, N. Y. 
which generously donated $3,500 for the purpose. The expedition 
was under the direction of Capt. John Koren, who was accompanied 
by Mr. Copley Amory, jr., a collaborator of the National Museum 
and by Mr. Benno Alexander, who specially represented the Smith. 
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‘The party sailed from Seattle on Jime 26, 1914, and after an ex- 
ploration of the territory about the Kolyma River region, Mr. 
Amory returned during the summer of 1915 bringing 365 mammals 
and 264 birds. This collection was obtained at the nominal cost of 
an outfit and the transportation from Nome, Alaska, to Washington, 
and is a very important contribution to the Nutional Museum. 

Biological work in North China—Mr. A. de C. Sowerby is con- 
tinuing his work in Manchuria and northeastern China through the 
generosity of a friend of the Smithsonian, whose identity, as here- 
tofore reported, is withheld. Two wapiti bucks and a roe deer have 
been received, but the main collections have been delayed in transit. 

Montana and Wiyoming—The secretary continued his work of 
exploration among the fossil beds of Montana in connection with 
his studies of the early life of the earth. In the Yellowstone Na- 
tional Park he observed the character and method of deposition 
of the hot spring and geyser deposits by the primitive blue-green 
tlww, and supervised the collecting of siliceous geyserite, silicified 
wood, and voleanic rocks. Over 5 tons of material were shipped 
to the National Museum during the summer of 1915. | 

On leaving the park the canyon of the West Gallatin River was 
followed for a distance of 30 miles, and the valley of the upper 
Missouri River was crossed at Townsend, Mont., en route to the Belt 
Mountains. A collection of very ancient fossil algal remains was 
made there, of which one and a half tons of specimens were selected 
for study in connection with the material obtained during the field 
season of 1914. These specimens contain the oldest fossil bacteria 
known, as well as deposits similar to those made by the blue-green 
alge in the Yellowstone National Park hot springs. 

Throughout the trip Dr. Walcott was assisted by Mrs. Walcott, 
who is an enthusiastic photographer and collector. 

Dr. Hrdlicka’s proposed Asiatic expedition—The object of the 
contemplated expedition is to trace in eastern Asia, as far as may be 
possible, the origin of the American aborigines, which is now one of 
the foremost problems before the anthropologists of the world. A 
preliminary survey of parts of Siberia and Mongolia, made by 
Dr. Hrdlitka under the auspices of the Smithsonian Institution in 
1912, yielded results of the most interesting nature, and the evidence, 
ethnological and archeological, encouraged the belief that’ further 
research would lead to determinations of great scientific value. The 
primitive tribes visited by Dr. Hrdlitka are, their physical 
characteristics, hardly to be distinguished from the typical American 
Indian and the traces of prehistoric culture give almost equally close 
analogies, and it seems most desirable that further explorations 
should be undertaken, 
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‘The great group of peoples concerned and to be studied are dis- 


Japan, and a large part of Siberia, and extend in varying degrees 
_of relationship to Polynesia, Malaysia, and the Philippine Islands. 
‘The special object of Dr. Hrdlitka’s proposed expedition is to defi- 
nitely trace this distribution in its relation to the peopling of the 
American Continent, It is anticipated that the proposed survey 
should extend over four or five years. 

Mr. Warner's proposed expedition to eastern Asia.—An expedition 
which is expected to cooperate in important ways with that of Dr. 
-Hrdlitka, but which will devote its main attention to the prehistoric 
and early historic archeology and art of eastern Asia, is contem- 
Plated by Mr. Langdon Warner. Mr. Warner plans to explore cer- 
tain districts of southern China, excavating mounds and ruined 
cities which are confidently expected to yield archeological and art 
treasures of exceptional value. Doubtless these excavations will re- 
sult in the recovery of large quantities of skeletal remains and of 
objects of primitive art, which placed in the hands of specialists in 
these branches will serve to throw much light on the ancient peoples 
of Asia. 

This expedition is undertaken under the auspices of the new Cleve- 
land Museum of Art. 
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ADVERTISEMENT. 


_ The object of the Gexerat Arrrxprx to the Annual Report of the 
Smithsonian Institution is to furnish brief accounts of scientific dis- 


collaborators of the Institution; and memoirs of a general character 
or on special topics that are of interest or value to the numerous 
correspo ndents of the Institution. 

It has been a prominent object of the Board of Regents of the 
Smithsonian Institution, from a very early date, to enrich the annual 
report required of them by low with memoirs illustrating the more 
remarkable and important developments in physical and biological 
discovery, as well as showing the general chacacter of the operations 





its history, been carried out largely by the publication of such papers 
45 would possess an interest to all attracted by scientific progress. 


In 1580 the secretary, induced in part by the discontinuance of an 


tssued by well-known private publishing firms, had prepared by 
competent collaborators a series of abstracts, showing concisely the 


APoOMIne 





ogy, meteorology, physics, chemistry , mineralogy, botany, zoology, 

__ and anthropology. This latter plan was continued, though not alto- 
_ gether satisfactorily, down to and including the year 1888. 

In the report for 1889 a return was made to the earlier method of 

presenting a miscellaneous selection of papers (some of them origi- 

_ nal) embracing « considerable range of scientific investigation and 


for 1916. 





covery in particular directions; reports of investigations made by 


of the Institution; and this purpose has, during the greater part of | 


annual summary of progress which for 30 years previous had been 


t features of recent scientific progress in astronomy, geol- 


discussion. This method has been continued in the present report 

















ADMINISTRATION AND ACTIVITIES OF THE SMITH- 
SONIAN INSTITUTION. 


By A. Howann ChLagK, 
Editor, Smifhsonian Inatitution. 


[With 22 plates] 
THE ESTABLISHMENT—BOARD OF REGENTS. 


The Smithsonian Institution was created by act of Congress, in 
1546, according to the terms of the will of James Smithson, of 
England, who in 1826 bequeathed his property to the United States 
of America “to found at Washington, under the name of the 
Smithsonian Institution, an establishment for the increase and dit- 
fusion of knowledge among men.” In receiving the property and 
accepting the trust, Congress determined that the Federal Govern- 
ment was without authority to administer the trust directly, and 
therefore constituted an “establishment,” whose statutory members 
are “the President, the Vice President, the Chief Justice, and the 
heads of the executive departments.” The business of the Institution 
is conducted by a Board of Regents composed of “the Vice President, 
the Chief Justice of the United States, and three Members of the 
Senate and three Members of the House of Representatives, together 
with six other persons other than Members of Congress, two of whom 
Shall be resident in the city of Washington and the other four shall 
be inhabitants of some State, but no two of them of the same State.” 
The Regents elect one of their number as chancellor, usually the 
Chief Justice, who is the presiding officer of the board, and elect a 
stable person as secretary of the Institution, who is also secretary 
of the board and the executive officer and director of the Institution’s 
activities. 

RESOURCES. 


The annual income of the Institution is about $100,000, derived 
from interest on the permanent fund (in the United States Treas- 
ury) and on special funds, and contributions from various sources, 
which is applied to operations of the Institution proper, besides 
annual congressional appropriations of about $600,000 for the main- 
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tenance of Sh bureaus or branches of the Institution developed 
“throogh its early activities, including the United States National 
Museum and the National Gallery of Art, the International Ex- 
Po atange Service, the Bureau of American Ethnology, the National 
Z Zoo ological Park, the Astrophysical Observatory, and the United 
States s Bureau of the International Catalogue of Scientific Litera- 
- “ag ~The Regents are empowered to accept gifts without action of 
| Cor re s in furtherance of the purposes of the Institution, and to 








‘adm trusts in accord therewith. Many important researches 
, a iipeditions: particularly during revent years, have also been 
aided by special trusts provided by patrons of the Institution, 
Among the most notable of these explorations, financed through pri- 
vate donations, was the African expedition under Theodore Roose- 
_ yelt, and explorations in the Far East continued for several years 
‘past through the liberality of Dr. William L. Abbott, The income 
of certain trust funds is set aside for specific purposes, as that of 
the Frances Lea Chamberlain fund for the maintenance of the Isaac 
Lea collections of gems and mollusks, and that of a fund established 
by Mrs. E. H. Harriman for carrying on certain biological studies; 
also the income of a portion of the Hodgkins fund, devoted to the 
sg of atmospheric air. 





SMITHSONIAN BUILDINGS. 


The buildings occupied by the Institution and the National 
Museum are in the Smithsonian Park, an area of 38 acres about mid- 
way between the Capitol and the Washington Monument. The origi- 
nal Smithsonian building is of brownstone in twelfth century Nor- 
man or Lombard style of architecture, 447 feet front and covering 

about 60,000 square feet. It was.completed in 1855. The adminis- 
trative offices are here, as also several sections of the library, the 
Museum division of plants or National Herbarium, and the divi- 
sion of graphic arts, also the offices and library of the Burean of 
American Ethnology. 
J Adjacent to the administrative building on the east is the Museum 
of Industrial Arts, built of brick in modernized Romanesque style of 
va architecture, covering about 24 acres, and completed in 1881, Here 
are exhibited objects relating chiefly to the arts and industries and 
_ American history. 
(On the north side of the park is the Museum of Natural History, 
completed i in 1911. This fine structure is of granite in modern classic 
we s with dome and columned portico. It covers an area of about 
4 weres | and in its ground floor and the three stories there are 468,118 
dare feet of floor space, one-half of which is devoted to exhibition 
SE the: other half being utilized for storage rooms, offices, 
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laboratories, and other purposes. As the latest of the great museum 
buildings of the world it embodies many new and important features. 
* Here are displayed ‘the collections pertaining to anthropology, bi- 
ology, and geology, and the National Gallery of Art. 

The number of visitors to the original Smithsonian building from 
1881 to 1916 was 4,580,932; and to the industrial arts building 
7,727,782: while the visitors to the natural history building from 
1910 to 1916 numbered 1,835,529, 

Through the generosity of Mr. Charles L. Freer there was begun 
in the summer of 1916 in connection with the National Gallery of 
Art, the construction of a beautiful edifice to house the splendid eol- 
lection of American and oriental works of art presented to the Insti- 
tution by Mr. Freer, who has placed at the disposal of the Institution 
more than a million dollars to defray the cost of the building. | 

The Astrophysical Observatory is housed in a group of small 
wooden structures south of the Smithsonian administrative building. 


PURPOSES AND OBJECTS. 


The Smithsonian plan of organization embraces the two objects 
named by the testator; one, the increase of knowledge by the addi- 
tion of new truths to the existing stock; the other, the diffusion of 
Inowledge, thus increased, among men. No restriction is made in 
favor of any kind of knowledge, and hence each branch is entitled to 
and receives a share of attention. Part of the plan has included the 
formation of a library of science and art, a museum, a gallery of art, 
and provisions for physical research and popular lectures. 

The activities of the Institution embrace all branches of natural 
science, the fine arts, and industrial arts. It has at all times fostered 
progressive scientific research. Since its establishment the Institu- 
tion has inaugurated and maintained or has participated in a great 
number of astronomical, anthropological, biological, and geological 
expeditions and explorations in every portion of the world, resulting 
in largely increasing our knowledge of the geography, the meteor- 
ology, the fauna and flora, and the ethnology of all lands, and im the 
acquisition of a vast amount of valuable material for the National 
Museum. 

The Smithsonian is not an educational institution of the nature of 
a university with a corps of professors and students, and yet its 
educational functions are of the highest rank, for the members of 
its scientific staff and its many collaborators are constantly engaged 
in investigations in which students of science in all its branches 
participate; and the museum collections and the collection of ani- 
mals in the Zoological Park are a constant source of original infor- 




















- ra . 
6 4 77 at Fo J Rmeallls a a d 


ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916. 


mation to specialists and to groups of pupi 








ula : ls from public and private 
schools in. Washington and elsewhere. i 
__ The Institution aids investigators by making limited grants for 


_ scientific importance. It cooperates with all departments of the 
_ Government and with many scientific and historical national organ- 
izations, : 
L. ACTIVITIES AND ACHIEVEMENTS. 


7) 
of the Institution have always been men well known in publie life 
and in the educational and scientific world. 
_ _ Among the more than 150 eminent Americans who have guided 
_ Smithsonian activities in past years may be mentioned Louis Agassiz, 
the naturalist; Alexander Dallas Bache; George Bancroft, the his- 
torian; Salmon Portland Chase; Rufus Choate; James Dwight Dana, 
___ the eminent geologist and mineralogist; Asa Gray, the botanist; Gen. 
Montgomery C. Meigs, engineer; President Noah Porter, of Yale 
‘University; Lieut. Gen. William Tecumseh Sherman: and many 
other men prominent in science and art and in public affairs in more 
recent years who are still active as Regents or patrons or otherwise 
vitally interested in the work of the Institution. 
- Under such leadership the achievements in every branch of knowl- 
edge have been notable and numerous, The Institution is practically 
the parent of many of the scientific bureaus of the Government. Here 
were begun researches in astronomy, physics, meteorology, geolory, 
hotany, fisheries, aviation, and other lines, some of which, ha ving out- 
grown facilities and means immediately available to the Institution, 
have been developed into separate Government bureaus, including the 
United States Weather Bureau, the United States Geological Survey, 
the Fisheries Bureau, the National Advisory Committee for Aeronan- 
tics, and other Federal bureaus, with all of which the Institution con- 
___ tinues in close and constant cooperation. To some of these bureaus 
now belong the more economic phases of scientific work, while the 
Institution devotes its energies largely to the fundamental work, 
| researches in the domain of pure science, keeping in view, however, 
we ridis bearing of these researches on the welfare of mankind. 
"| Fo Joseph’ Henry, Secretary of the Institution, 1846 to 1878, emi- 
nent as 2 physicist, the world of science and industry owes a lasting 
_ debt, for it was he who in great measure made possible the electrical 
achievements of the present day. “He married the intensity magnet 
to the intensity battery, the quantity magnet to the quantity battery, 
4 discovered the law by which their union was effected, and rendered 
their divorce impossible.” The intensity magnet is that which is to- 





research and exploration. It advises the Government in matters of 


The Regents controlling the policy and conducting the operations 
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day in use in every telegraph system, “Henry's oscillating machine 
was the forerunner of all our modern electrical motors, The rotary 
motor of to-day is the direct outgrowth of his improvements im 
magnets,” His name is perpetuated in the term “henry,” the unit 
of electric inductance. 

Henry also inaugurated the system of daily meteorological observa- 
tions, out of which grew the United States Weather Bureau, and, 
as head of the Lighthouse Board, he revolutionized the methods of 
lighthouse operation and signaling. 

In 1847 the Institution made an appropriation “for instruments 
and other expenses connected with meteorological observations.” 
The instruments thus secured were distributed throughout the 
country, and within two years the volunteer observers reporting to 
the Institution numbered about 400. In 1849 Henry realized the 
value of the electric telegraph as “a ready means of warning the 
more northern and southern observers to be on the watch for the 
first appearance of an advancing storm,” and there was inaugurated 
a system of daily telegraphic weather reports, a system which was 
continued under the direction of the Institution until the beginning 
of the Civil War. On a large map in the Smithsonian building the 
weather over a considerable part of the country, according to re- 
ports received at 10 o'clock each day, was indicated by suitable 

Spencer lullerton Baird, Secretary, 1878 to 1887, noted as a biolo- 
gist, during his administration bent his energies to increase man’s 
knowledge of animal life. He established the United States Com- 
mission of Fish and Fisheries, now known as the Bureau of Fisheries, 
for the study of food fishes and river and ocean fauna, Secretary 
Baird, as keeper of the Museum, took a deep interest in the national 
collections in natural history and other objects, and under his direc- 
tion there was erected the Museum building for the exhibition of the 
valuable collections acquired from the International Exhibition at 
Philadelphia in 1876. During his administration the National 
Museum was rapidly developed under the direction of Assistant 
Secretary G. Brown Goode, and the need for more adequate quarters 
soon became evident. 

Samuel Pierpont Langley, Secretary, 1887 to 1906, won eminence 
by his achievements as an astronomer, especially by his astrophysical 
observations and discoveries, and he became known to the world at 
large through his 18 years of administrative service as Secretary of 
the Smithsonian Institution. His fame will also become increasingly 
greater as the new science of aviation is further developed, for to 
Langley belongs the honor of being the first to demonstrate to the 
world, in 1896, the practicability of mechanical flight with machines 
heavier than the air, sustained and propelled by their own power, 
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and he later developed and built the first main-carrying aeroplane 
capable of sustained free flight. Langley’s success as a pioneer in 
aviation Was commemorated on the Column of Progress at the 
Panama-Pacifie International Exposition by a tablet bearing the 


inseription: “To commemorate science’s gift of avintion to the world 


through Samuel Pierpont Langley, an American.” 

It was Prof. Langley who, in 1869, inaugurated a general system of 
standard-time distribution to various cities and railroads, a system 
which in 1885 had extended to 4,718 miles of railroad and is now 
universal throughout the country. 

He devised that most delicate instrument—the bolometer or elec- 
trical thermometer—by which changes of temperature of less than 
the hundred-millionth of a degree centigrade are measured, and by 
special installation differences in temperature amounting to one- 
billionth of a degree can be detected. Langley’s investigations in 
radiation include (a) the distribution of radiation over the sun’s 
surface and in sun spots, (/) the solar energy spectrum and its 
extension toward the infra red, (¢) the lunar energy spectrum and 
the temperature of the moon, (¢) spectra of terrestrial sources and 
determination of hitherto unmeasured wave lengths, and (e) the 


absorption by the earth’s atmosphere of the radiation of the sun and 


the determination of the solar constant of radiation. Tp each of 
these lines of research important discoveries were made by Langley, 
and since his death the work has been greatly advanced through the 
present director of the Smithsonian Astrophysical Observatory, Dr. 
Charles Greeley Abbot. 

Tt was during the administration of Secretary Langley that the. 
National Zoological Park, largely the outgrowth of investigations 
on living animals under the direction of Assistant Secretary G. 
Brown Goode, was founded, and during this period there was begun 
the erection of the present great structure for the natural history 


collections of the National Museum, a building planned under the 


direction of Assistant Secretary Richard Rathbun, who had made 
careful studies of the principal museums of the world. 

Charles Doolittle Walcott, the present Secretary, a geologist and 
paleontologist, began his administration as Secretary of the Institu- 
tion in 1907, having been connected with the Museum as an honorary 


to 1907 he held various positions in the United States Geological 


Survey, being its director from 1894 to 1907, His special study has 
been Cambrian geology and paleontology, and he has recently suc- 
ceeded in bringing to light evidences of algal life in the pre-Cam- 
brian Algonkian sediments, as also the discovery of most delicate 


examples of fossil holothurians and medusm in Middle Cambrian 
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time, His publications huve been voluminous in all phases of his 
specialty. 

During his administration the natural history and fine-arts collee- 
tions have been brought to a high status. ‘The Institution has come 
into very close affiliation with a number of research corporations 
and scientific bodies through his official relation in their director- 
ship. He has taken deep interest in the promotion of the art of 
aviation, being largely instrumental in the establishment by Con- 
gress of the National Advisory Committee for Aeronautics, having 
as one of its primary objects the bringing into close coordination 
of the Army and Navy and other branches of the Government and 
private interests engaged in various lines of aeronautical research. 

A prominent department of activity throughout the history of the 
Tnstitution has been the scientific exploration of regions imperfectly 
known, particularly in North America. Expeditions have been 
fitted out under the Institution’s immediate direction and others 
organized by private enterprise or by Government departments 
have been aided by counsel and instructions. The geological work of 
the Mexican Boundary Survey, the Colorado expeditions of Lieut. 
Ives, explorations to the Yellowstone, and many expeditions and 
explorations in Alaska, in the Arctic, im Africa, in Siberia, in South 
America, in China, in Tibet, and elsewhere have been more or less 
intimately related with the Smithsonian Institution. 

The numerous and important services rendered to botanical science 
have greatly increased knowledge of the flora of little-known regions, 
ezpecially in the south and west of this country and in Mexico, and, 
as a result of numerous investigations and surveys, there has been 
brought together in the Institution the great National Herbarium of 
more than 1,000,000 specimens of the flora of the United States and 
foreign lands. i 

Recently the Institution has acquired a three years’ lease of the 
Cinchona Botanical Station at Jamaica, comprising about 10 acres 
of land, with offices, laboratories, and other buildings, for the fur- 
therance of our knowledge of West Indian botany. Assignment of 
botanists who desire to prosecute studies there are made on the recom- 
mendation of organizations which have cooperated with the Institu- 
tion in securing the use of this important field for botanical investi- 
gations. 

Under the auspices of the Institution and in cooperation with 
séverul departments of the Government, there has been a most thor- 
ough biological and geological survey of the Panama Canal Zone, 
resulting in a great addition to the knowledge of the fauna and flora 
and the geological history of that region. 
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As an aid to students of marine life, the Institution for several 
years has maintained o table at the Naples Zoological Station. The 
use of the table for stated periods has been accorded to a large num- 
ber of investigators on the recommendation of a committee appointed 
to advise the Institution as to the qualifications of applicants for the 
privilege of using the facilities thus afforded for carrying on their 
researches. 

Many zoological explorations have likewise been carried on or 
nided by the Institution. Through the influence of the Institution 
naturalists or collectors were attached to practically all the impor- 
tant early surveys by the engineers of the United States Army, and 
the vast collections thus brought together have, in. the main, been 
studied within the walls of the Smithsonian buildings and the 
natural history results made known through Smithsonian publi- 
cations. 

An important feature of the Institution's activities has been its 
participation in the many international expositions held during the 
last forty years in the United States and Europe and numerous 
medals and diplomas of commendatory nature have been received for 
the exhibits displayed on these occasions, illustrative of the work of 
the Institution and of the resources and industries of the country and 
the customs of its people. 

In the interest of general education, particularly im natural his- 
tory and mineralogy, it has been the custom of the Institution to 
distribute to schools and colleges throughout the country such du pli- 
cate material as could be spared from the National collections. These 
specimens are fully labeled and have wided instruction by supple- 
menting textbook information. | 

_ A large addition to the Smithsonian fund was-made in 1891 when 
Thomas G. Hodgkins, of Setauket, N. Y., presented $200,000 to 
the Institution. The donor was deeply impressed with the jm- 
portance of a careful study of atmospheric air, and stipulated that 
the income of $100,000 of his gift should be devoted to the increase 
and diffusion of more exact knowledge in regard to the nature and 
properties of atmospheric air in connection with the welfare of man. 
He indicated his desire that researches be not limited to sanitary 
science, but that the atmosphere be considered in its widest relation- 
ship to all branches of science, referring to the experiments of 
Franklin in atmospheric electricity and the discovery of Paul Bert 
in regard to the influence of oxygen on the phenomena of vitality 
as germane to his foundation. To stimulate researches jn these 
directions the Institution offered a prize of $10,000 for a paper 
embodying some new and important discovery in regard to the 
nature and properties of atmospheric air, which was awarded in 
1895 to Lord Rayleigh and Prof. William Ramsay, of London, for 


. ‘THE SMITHSONIAN [NSTITUTION—CLARE. 145 


the discovery of argon, a new element in the atmosphere. Another 
prize of $1,000 for the best popular treatise on atmospheric air was 
awarded to Dr. Henry de Varigny, of Paris, from among 229 com- 
petitors in the Tnited States, France, Germany, England, Scotland, 
Treland, Ttaly, Russia, Austria-Hungary, Norway, Denmark, Fin- 
land, Bohwtiis: Bavaria, Servia, Switzerland, Spain, India, Canada, 
Mexico, and Argentina. Numerous investigations on the “ compost- 
tion of expired air and its effects upon animal life,” in * atmospheric 
actinometry,’ the “air of towns,” “animal resistance to disease,” 
“experiments with ionized air,” “the ratio of specific heats,” and 
kindred topics have been carried on with the aid of grants from 
the Hodgkins fund. Researches have likewise been aided in con- 
nection with the temperature, pressure, radiation, and other features 
of the atmosphere at very high altitudes, and many other lines of 
investigation have been carried on, through all of which it is believed 
that valuable knowledge has been acquired by which the welfare 
of man has been advanced. 


HODGKINS AND LANGLEY MEDALS, 


The Hodgkins gold medal was established by the Smithsonian In- 
stitution to be awarded for important contributions to the knowledge 
of the nature and properties of atmospheric air, or for practical ap- 
plications of existing knowledge to the welfare of mankind. It was 
first bestowed April 3, 1899, on Prof. James Dewar, F. R. 5., and 
second, October 28, 1902, on Prof. J. J. Thomson, F. RB. 5. | 

The Langley medal was established in memory of the late Secre- 
tary Samuel Pierpont Langley and his contributions to the science 
of aerodromics, “to be awarded for specially meritorious investiga- 
tions in connection with the science of aerodromics and its applica- 
tion to aviation.” This medal was presented in 1910 to the brothers 
Wilbur and Orville Wright, and in 1913, to Mr. Glenn H. Curtiss and 
Mons. Gustave Eiffel. 


PUBLICATIONS AND EXCHANGES, 


The “diffusion of knowledge,” which, next to its “increase,” was 
so prominently in the mind of the founder of the Institution, was 
provided for in the program of organization, submitted by Seere- 
tary Henry to the Board of Regents in 1547, by a system of several 
series of publications constituting original contributions to know!l- 
edge, accounts of scientific explorations and investigations, and 
papers recording the annual progress in the field of science, which 
are ae gratuitously to important libraries throughout the 
worl 
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The publications have been numerous and include many important 
and authoritative works. There is no restriction as to subject; they 
consist of memoirs upon aeronautics, archeology, astronomy, astro- 
physics, ethnology, botany, zoology, geology, paleontology, meteor- 
ology, magnetism, physics, physiology, philology, and many other 
subjects. The several series comprise (1) The Annual Report of the 
Board of Regents to Congress with a general appendix of papers 
illustrating progress in a wide range of scientific branches; (2) 
Smithsonian Contributions to Knowledge, begun in 1850, in quarto 
form: (3) Smithsonian Miscellaneous Collections, in octavo; (4) 
Harriman Alaska Series, on the results of the scientific expedition 
to Alaska in 1899; (5) Bulletin of the National Museum, including 
Contributions from the United States National Herbarium; (6) 
Proceedings of the National Museum: (7) Annual Report of the 
National Museum; (8) Annual Report of the Bureau of American 
Ethnology; (9) Bulletin of the Burean of American Ethnology; 
(10) Annals of the Astrophysical Observatory; and (11) a number 
of special publications independent of the above series. 

There 1s also communicated to Congress through the Secretary of 
the Institution the annual report of the American Historical Asso- 
ciation and of the National Society of the Daughters of the American 
Revolution. 

The complete collection of Smithsonian publications numbers 
about 450 volumes, aggregating more than 200,000 printed pages. 

Since it would be impossible through the limited funds of the 
Institution and printing allotments by Congress to meet the great 
popular demand for Smithsonian publications, they are necessarily 
almost entirely distributed to learned institutions and important 
public libraries, where they are available for general reference, 
Through this distribution there developed a system of exchange of 
Smithsonian publications with those of scientific and literary socie- 
ties of the United States and of other parts of the world and a 
general interchange of publications of American and foreign institu- 
tions, which has come to be known as The Smithsonian International 
Exchange Service. In 1886 a trenty was made in Brussels between 
the United States and a number of foreign countries providing for 
the interchange of their governmental, scientific, and literary publi- 
ations, and the work of carrying out its provisions in the United 
States was intrusted by Congress to the Smithsonian Institution. 

‘Under certain regulations the Institution accepts from eorrespond- 
ents in this country publications intended as exchanges and donations, 
and they are shipped by freight, at intervals not exceeding a month, 


to nbout 60 distributing bureaus or agencies abroad, which in turn 
receive from correspondents in their countries and forward to the 
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Smithsonian Institution, under certain rules, publications addressed 
to institutions in the United States and territory subject to its juris- 
diction. This service handles annually from 300,000 to 350,000 pack- 
ages, weighing upward of half a million pounds. Through its 
operation the national collection of books in the Library of Con- 
gress has been greatly increased, 


SMITHSONIAN LIBRARY. 


The accumulation of a. scientific library has been on important 
phase of the Institution’s work in the “diffusion of knowledge,” and 
the collection has increased in size from year to year, until at present 
it numbers well over half a million titles. 

The main Smithsonian library is assembled in the Library of 
Congress, and is known as the Smithsonian deposit. This collection 
consists chiefly of transactions and memoirs of learned institutions 
and scientific societies and periodicals relating to science in general 
brought together from all parts of the world on a systematic plan 
since the middle of the last century. The National Museum and the 
library of the Bureau of American Ethnology also maintain large 
special libraries, and there are libraries connected with the Astro- 
physical Observatory and the National Zoological Park, besides some 
35 specialized sectional collections located in various offices for the 
use of the scientific staff of the Institution and its branches. The 
Smithsonian office library contains a collection of books relating to 
art, the employees’ library, and an extensive aeronautical library. 


INTERNATIONAL CATALOGUE OF SCIENTIFIC LITERATURE, 


The Smithsonian Institution directs the work of the United States 
Bureau of the International Catalogue of Scientific Literature, 
which is one of 33 regional bureaus in various countries engaged in 
the collecting, indexing, and classifying of scientific publications of 
the year. The classified references are forwarded to the central 
bureau in London, where they are collated and published in a series 
of 17 annual volumes covering each branch of science and aggregat- 
ing about 8,000 printed pages. These volumes are sold at an annual 
subscription price of $85, chiefly to large reference libraries and im- 
portant scientific institutions, the proceeds covering in part the cost 
of publication. From 1901 to 1916 the bureau at the Smithsonian 
Institution forwarded to London about 350,000 reference cards to 
publications issued in the United States during that period. 

A plan for a work of this character was proposed as early as 1855, 
when Secretary Henry, of the Smithsonian Institution, called the 
attention of the British Association for the Advancement of Science 
to the great need of an international catalogue of scientific works. 
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In 1867 the Royal Society of London published its well-known 
«Catalogue of Scientific Papers,” and the Smithsonian Institution 
has from time to time issued catalogues of the literature of special 
branches of science, In 1894 the Royal Society invited the Govern- 
ments of the world to send delegates to a conference to be held in 
London in 1896, At this and the following conferences in 1898 and 
1900 a plan was formulated to start the work with a classified sub- 
ject and author catalogue of all original scientific literature, begin- 
ning with January 1, 1901, | 


THE UNITED STATES NATIONAL MUSUEM. 


By the act of 1846 the Smithsonian Institution was made the cus- 

fodian of the national collections in both nature and art. The 
Museum branch was definitely organized in 1850, the title “ U. 5. 
National Museum” being authoritatively given by Congress in 18T5. _ 
During the first few years expenses of the Museum were wholly met 
from the Smithsonian fund, and it was not until 1878 that the Gov- 
ernment began to provide entirely for its maintenance, this being 
| done through annual appropriations by Congress. 
i The Museum staff includes the Secretary of the Institution os 
keeper ex-officio, the assistant secretary in immediate charge, the 
administrative assistant, three head curators, and about 50 curators, 
assistant curators, custodians, and aids, besides many clerks and 
other employees. 

Four general divisions are recognized: (1) Natural history, in- 
cluding ethnology and archeology; (2) the fine arts; (3) the indus- 
trial arts; (4) history. 

The division of natural history is divided into three departments, 
hiology, geology, and anthropology. The collections of natural his- 
tory have been received in greater part from Government surveys 
and explorations, and are richest in material from North America. 
Many other parts of the world are also well represented in one sub- 
ject or another, especially Central America, the Philippines, Ma- 
laysia, and some portions of Europe, Africa, and South America, 
‘The deep-water zoological collections from both the Atlantic and 
Pacifie Oceans are the most extensive and important in existence. 

Among important early sources of collections may be mentioned 
the United States Exploring Expedition of 1838 to 1842, the Perry 
Expedition to Japan, the North Pacifie Exploring Expedition of 
ihe Navy, the railroad and wagon-road surveys by the Army in 
connection with the opening up of the far West, the Canadian and 
—s- Mexican boundary surveys, certain geological explorations, and the 
F work of the coast survey in Alaskan waters, besides many expedi- 

tions organized or assisted by the Smithsonian Institution. Of more 
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recent date are the investigations of the Bureau of Fisheries, the 
Geological Survey, the Bureau of American Ethnology, and the 
Bureaus of Plant Industry, Entomology, and Biological Survey of 
the Department of Agriculture. Of private donors, some of whom 
have made gifts of great extent and value, the list is very long. 

The total number of specimens in all branches of natural history 
recorded to the present time amounts to several millions, the annual 
aecretion during several years past having averaged a quarter of a 

Of arts and industries there are on exhibition extensive collections 
of firearms, the most complete in this country; boat and railroad 
models, electrical apparatus, time-keeping and measuring devices, 
musical instruments, ceramics, graphie urts, textiles, laces, em- 
broideries, and collections in mineral technology and in photography. 

‘The growth of the National Museum has heretofore been greatest 
in natural history lines, including primitive man. The develop- 
ment of the natural resources of the country and the study of the 
American aborigines through Government surveys and explorations 
have contributed toward building up collections illustrative of nature 
and early man that equal if not actually surpass those of any other 
country. The millions of specimens and hundreds of thousands of 
distinct species and forms here preserved serve as the basis for 
extended researches and discoveries, ‘Through cooperation with the 
executive departments of the Government the Museum collections 
constantly render aid in solving many bread economic problems in 
agriculture, in mining, in fisheries, and in Indian affairs. Unri- 
valed conditions ure here afforded for the arrangement, care, and 
sufety of the Nation’s treasures, for their unrestricted study in the 
advancement of knowledge, and for their use in promoting the 
interests of public education. 

In recent years great advance has been made in the development 
of the department of technology—a Museum of Industrial Arts. 
It is in this department in particular that the Museum manifests 
one of its principal functions. The exhibits are so selected and so 
installed as to teach visitors how things are made and what they 
are made of, and not so much who makes the best articles or how 
they should be packed to meet the demands of trade. And yet while 
these collections first of all educate the public they also teach the 
manufacturer and therefore are of decided economic importance. 
While commercial museums have their place for developing trade 
and commerce, and are of much value for such purpose, the develop- 
ment of the artistic taste of the public through an educational 
Museum of Industrial Arts seems of even greater general importance. 
Tt stimulates inventive skill and advances every art and every 
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industry. The exhibits illustrating textile industry and mineral 
technology in particular are very complete, consisting of specimens 
of raw materials, machinery used in manufacture, and the finished 
products. 

The division of history has likewise greatly broadened in recent 
years. Here are displayed memorials of many leading American 
soldiers and sailors, inventors, explorers, and men of science, and 
memorials of important events in American history. <A collection 
of costumes worn by ladies of the White House during each admin- 
istration since 1789 is of much popular interest. Among other 
objects of historic value are large collections of postage stamps, 
coins, and medals. 

The Museum has been defined as one of record, of research, and of 
education. As a Museum of record it preserves the very foundations 
of an enormous amount of scientific knowledge in the many thou- 
sands of type specimens from numerous natural-history investiga- 
tions, and these are increasing rapidly as the results of new re- 
searches and explorations are here permanently deposited. As a 
Museum of research the collections serve ag a stimulus to inquiry 
and the foundation for further investigation. The installation of 
exhibits is carefully planned to make the Museum on aid to public 
education. Every kind of natural object and every manifestation 
of human thought and activity are illustrated by specimens accom- 
panied by general and descriptive labels. Races of men are illus- 
trated by groups of figures in their native costumes, many of them 
represented in their daily occupations; mammals, birds, and other 
zoological specimens are each assembled in groups with natural sur- 
roundings. In every exhibition hall the educational feature is con- 
stantly kept in mind. 

It is “a consultative library of objects,” an agency for the instruc- 
tion of all the people of the country, “ and it keeps in mind the needs 
of those whose lives are not occupied in the study of science as well 
as those of the professional investigator and teacher.” 


THE NATIONAL GALLERY OF ART. 


The foundation of a National Gallery of Art was contemplated 
and directed in the act of organization of the Institution in 1546 
and in the program of operation adopted by the Board of Re- 
gents in 1847. It was several years, however, before the gallery Was. 
in active operation, The national gallery received very great stimu- 
lus in 1906 through the bequest of Harriet Lane Johnston, niece of 
President Buchanan; the munificent gift of Mr. Charles TI. Freer, 
and the gift of Mr. William T. Evans, thus bringing into national 
ownership a very rich collection of paintings and other objects of 
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art. ‘The gallery is now administered as the department of fine arts 
of the National Museum. 

The collections of the gallery include (@) paintings and other 
objects which had long been in the custody of the Institution; (4) 
the Harriet Lane Johnston bequest, including a number of highly 
interesting and valuable paintings and sculptures; (¢) the William 
T. Evans gift of more than 150 carefully selected works by modern 
American painters; (d¢) the Charles L. Freer collection, numbering 
more than 5,000 items of paintings, sculptures, pottery, bronzes, 
jades, and other works of art; (¢) a collection of 82 drawings in 
pencil, pen, charcoal, chalk, crayon, and water color executed by 
eminent contemporary French artists. 

The munificent donation by Mr. Freer of his collection and pro- 
vision for its preservation is ‘unsurpassed j in this country and is one 
af the most notable gifts of its character in the world’s history. 
Mr. Freer describes his collection as follows: 

These several collections include specimens of very widely separated periods 
of artistic development, beginning before the birth of Christ and ending towlay, 
No attempt has been made to secure specimens from unsympathetic sources, 
my collecting having been confined to American ond Asiatic schools, My 
erent desire fins been to unite molern work with masterpieces of certnin 
periods of high civilization harmonious in epiritual and physical suggestion, 
having the power to broaden esthetic culture and the grace to elevate the 
human mind. 

The original collection consisted of about 2.300 paintings and 
other objects of art and has since been increased to 5,446 items, 
including American paintings and sculptures, the Whistler collec- 
tion, and oriental paintings, pottery, bronzes, and jades from China, 
Korea, Japan, and other Asiatic countries. 

Mr. Freer retains his collection in his home city until the com- 
pletion of the building now under construction in the Smithsonian 
Park, for which he has placed in the hands of the Institution the 
sum of $1,000,000. 


BUREAU OF AMERICAN ETHNOLOGY. 


The Bureau of American Ethnology is an outgrowth of early 
ethnological and archeological] researches of the Institution, and of 
later investigations conducted in behalf of the Commissioner of 
Indian Affairs to determine the affinities of the various tribes of 
Indians to serve as a guide in grouping them on reservations, as it 
was believed that an effective classification of the tribes materially 
reduced the danger of warlike outbreaks. A vast amount of lin- 
guistic and bibliographical information relative to the American 
Indians has been published by the Bureau, and great collections of 
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ethnological material have been gathered for the anthropological 
department of the Museum. 

Several years ago there was begun a series of handbooks on the 
American Indians. The first of these, in two volumes, was the 
Handbook of American Indians North of Mexico, containing a de- 
scriptive list of the stocks, confederacies, tribes, tribal divisions, 
and settlements, with sketches of their history, archeology, man- 
ners, arts, customs, and institutions. The second series, Handbook 
of American Indian Languages, discusses the characteristics and 
classification of the 55 linguistic families north of Mexico and their 
relation to ethnology. Further series, including » Handbook of 
American Antiquities, a Handbook of Aboriginal Remains East of 
the Mississippi, and handbooks of the Indians of the several States, 
ure in preparation. Since 1879 the Bureau has published 34 volumes 


of annual reports and 62 bulletins, covering every phase of American 


Tndian life and history. It has surveyed, excavated, and put in con- 
dition for permanent preservation a number of aboriginal ruins in 
the southwestern portion of the country, and is constantly cooperat- 
ing with the Department of the Interior and with archeological 


societies in the work of saving these interesting sites for the benefit 


of future generations, Field operations by the Bureau during recent 
years in New Mexico, Arizona, Colorado, and Wyoming have brought 
to light exceedingly interesting aboriginal remains that have been set 
apart as national monuments. 


NATIONAL ZOOLOGICAL PARE, 


In 1890 the Congress set apart LOT acres in the beautiful Rock 
Creek Valley on the northwestern borders of Washington City as the 
National Zoological Park, which was founded “for the advancement 
of science and the instruction and recreation of the people,” and Con- 
gress placed its administration in the Board of Regents of the Smith- 
sonian Institution. The collection of mammals, birds, and reptiles 
numbers about 1,400 individuals, representing some 360 species. Its 
visitors now average about 1,000,000 each year, including many 
groups of public and private school students accompanied by their 

Among the buildings in the park are the lion house, containing the 
large cats and other animals, the monkey house, the bird house, 
houses of the elephants, and the antelope house. There are also 
inclosures for bears, pumas, wolves, and foxes; pools for sea lions 
and other water-loving animals, and paddocks for deer, lama, yak, 
und other ruminants; also many cages for small animals. Wild 
turkeys, partridges, peacocks, squirrels, and wild rabbits wander in 
perfect freedom throughout the park. 
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One of the principal aims in establishing the park was to promote 
the preservation of races of animals threatened with extinction, such 
as the American bison, which once roamed in vast herds over the 
western plains and was rapidly disappearing before the advance of 
railroads and the rapacity of hunters. Several bison were secured 
for the park and have thrived here, and through the efforts of the 
“mithsonian Institution and others the Government was aroused to 
establish preserves in the West where the bison breeds freely. 

There are several large cages for birds in the park. The great 
“ flight cage,” 158 feet long by 50 feet im width and height, is built 
over several full-grown trees and has a running stream of water sup- 
plying pools for the convenience of the birds, which are mainly 
herons, stolks, cranes, cormorants, gulls, and pelicans. 

Among the particularly important exhibits is a fine collection of 
ungulates, or hoofed animals, no less than 50 species of wild cattle, 
deer, sheep, goats, antelopes, horses, and their kindred being repre- 
sented, many of them by breeding herds. ‘There is also a valuable 
collection of North American water fowl, a specially prepared breed- 
ing lake being Set aside for the wild ducks, geese, and swans of this 
continent. 





ASTROPHYSICAL OBSERVATORY. 


The Astrophysical Observatory, founded in 1890, investigates solar 
radiation, and in general, solar phenomena, and has produced a 
complete chart, made by automatic processes which shows in detail 
the so-called invisible spectrum. The work of this Observatory is 
especially directed to those portions of the energy of the sun that 
affect through its radiation the climate and the crops. 

Through the use of specially designed pyrheliometers attached 
to free balloons, observations have been made of the intensity of 
eolar radiation at various elevations up to a height of more than 
80,000 feet above sea level. Special studies have been made of 
the solar constant and of the distribution of radiation over the 
sun’s disk. The principal astrophysical work is carried on at the 
observatory in the Smithsonian Park in Washington and at Mount 
Wilson and Mount Whitney in California. On the summit of 
Mount Whitney the Institution has constructed a shelter for the 
general use of observers. Expeditions to various parts of the world 
have been made for observation of eclipses of the sun and other 
special studies. 

As the result of researches made by the observatory during the 
period from 1900 to 1915 it is found that the average value of heat 
emitted by the sun is 1.932 calories per minute per square centi- 
meter, and that the heat emitted in a year equals that obtained by 
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burning four hundred sextillion (400,000,000,000,000,000,000,000) 

tons of anthracite coal. It is found that there is a variability in the 
sun's radiation, with a range about 7 per cent irregularly in periods 
of a week to 10 days. The sun’s radiation is generally greater, par- 
ticularly toward the center of the solar disk, at sun-spot maximum, 
though the temperature of the earth is generally greater at stin-spot 
minimum. Standard pyrheliometers have been recently devised by 
the Astrophysical Observatory for measuring solar heat and are in 
use at observatories in several parts of the world, and also a pyran- 
ometer for measuring the intensity of skylight by day and radiation 
outward toward the sky at night. These studies are of economic 
agricultural importance as well as of scientific interest. 


ORIGIN OF THE INSTITUTION. 


James Smithson, of England, a graduate of Oxford University, 
Master of Arts, Fellow of the Royal Society, a chemist and mineral- 
ogist, made his will in 1826 bequeathing his property to the United 
States of America to found the Smithsonian Institution at Wash- 
ington for the increase and diffusion of knowledge among men. He 
died in Italy in 1829, In July, 1835, the Secretary of State was 
officially informed of the bequest, and on December 27, President 
Andrew Jackson communicated the papers to Congress, The mes- 
sage of the President was referred to the Senate Committee on the 
dudiciary and to a select committee of the House of Representatives. 
After deliberate discussion of the authority and propriety of the 
United States Government to accept such a trust for the purpose 
stated, there was approved by the President, on July 1, 1836, an act 
of Congress to authorize and enoble the President to assert and 
prosecute with effect the claim of the United States to the Smithson 
legacy, and Mr. Richard Rush was appointed agent of the United 
States for that purpose. 

On December 5, 1838, the Secretary of the Treasury reported to 
the President that the bequest, amounting to $508,318.46, had been 
paid into the Treasury of the United States. 

In a message to Congress on December 6, 1838, President Van 
Buren invited attention to the obligation devolving upon the United 
States to fulfill the object of the Smithson bequest. For eight years 
there the subject was under consideration in the Senate and 
House, resulting in the founding of the Institution by an act of Con- 
gress of August 10, 1846, and by law the Smithsonian fund was made 
perpetually entitled to an annual income of 6 per cent interest, and 
definite resources were thus assured for carrying out the purposes 
and objects of the founder of the trust. Since the original bequest 
by Smithson, other bequests and gifts have come to the Institution 
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from generous benefactors, varying in amounts from a quarter of 


a million to the modest, but none the less acceptable, sums of a 
thousand dollars or less, until the total invested permanent fund now 


aggregates more than a million dollars, and is gradually increasing 


from year to year. 
In discussing the acceptance of the Smithson bequest in 1836, John 
Quincy Adams, in the House of Representatives, said: 


Of all the foundations of establishments for plous or charitable mses, which 
ever signalized the spirit of the age, or the comprehensive beneficence of the 
founder, none con be named more deserving of the approbation of mankinil 
than this, Should it be falthfolly carried Into effect, with an earnestness aril 
engacity of application, aml a steady perseverance of pursuit, proportioned to the 
means furnished by the will of the founder and to the greatness and simplicity 
of his design as by himself declared “the increase and diffusion of knowledge 
among men,” it Is no extravagance of anticipation to declare that his name 
will be hereafter enrolled among the eminent benefactors of mankind. 

Eighty years have passed since Mr. Adams spoke those prophetic 
words. The name of James Smithson, and the Smithsonian Institu- 
tion, which he founded, are to-day known to all men of science, 
and everywhere are held in the highest esteem. 
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NEWS FROM THE STARS. 


Ey (C. G. Anor, 


Director, Astrophysical Observatory, Smithsonian Jnatitution, 


[With 5 pintes,] 


Light is the messenger that brings the news. The message is in 
cipher, very long, faint, and hard to read. It tells of the materials, 
classification, temperatures, motions, distance, grouping, brightness, 
variability, mass, size, and number of the stars. 


MATERIALS. 


Starlight collected by a telescope is passed through a spectroscope. 
This forms a narrow band, called the spectrum, violet at one end, 
red at the other. A photograph of the spectrum is made, and for 
Most stars this shows the band of colors crossed by dark lines. 

Suppose an electric are is made to play between iron poles, and 
its light is sent through the spectroscope. Instead of a bright con- 
tinuous spectrum with dari lines, as given by a star, there appears 
its exact opposite—a very faint spectrum crossed by brigA# lines, 
especially numerous where the green occurs in the spectrum of star- 
light. 

Matched together, one spectrum above the other, the bright iron 
lines occur where the dark lines cross the star spectrum. So unmis- 
takably is one the reversal of the other that the coincidence seems 
to give proof of the presence of iron in the star. Probability be- 
eomes assurance when it is known that under some circumstances 
iron vapor can produce dark lines on bright spectrum ground, just 
as usually found in starlight, and that some stars, on the other hand, 
show bright lines on a faint spectrum background. 

Hydrogen, helium, oxygen, calcium, and many other elements are 
similarly shown to exist in the stars by spectroscopic examination of 
starlight. But not all the stars show all these elements. Great dif- 
ferences are found in the stellar spectra, and stars are classified 
accordingly. 
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CLASSIFICATION, 


As proposed at Harvard College Observatory, the following classi- 
fication of stellar spectra has been generally adopted: Class O 
(Wolf-Rayet type). The spectrum consists of brigAd lines on a faint 
continuous background, Class B (Orion type). Dark lines of 
helium are sparsely set on a bright-ground. Class A (Sirian type). 
Hydrogen lines are most conspicuous. Class F (calcium type). 
Hydrogen lines are still conspicuous, but many lines of metals 
appear faintly, and notably two great lines of calcium in the violet. 
Class G (solar type). Numerous strong metallic lines occur as in 
sunlight. Class K (sun-spot type). The lines are darker and sun- 
spot flutings occur. Hydrogen lines are faint. Type M (fluted 
type). Titanium oxide flutings are strong, and carbon flutings also 
well marked. Several other classes are noted by specialists, but 
those above named are the chief ones (pl. 1). 

The classification of the stellar spectra is a very important aid to 
research, It is found that motions, position in the heavens with 
reference to the Milky Way, size, temperature, distance, and other 
characteristics of stars, vary with spectral class. Director Picker- 
ing, of Harvard College Observatory, has already done a work of 
high value in securing the spectra and publishing the classification 
of about 6,000 stars covering both the northern and southern hemis- 
pheres. Now a new publication is about to be made by Harvard 
‘College Observatory, giving the classification of the spectra of above 
900,000 stars, all observed by the Harvard staff, and all examined by 
Miss A. J, Cannon within the last four years. | 


TEMPERATURES, 


Cold iron does not shine in the dark, but let the smith heat it in 
his forge and seon it glows red, then yellow, then white hot. The 
hotter the body is the more its spectrum is enriched toward the violet 
end as compared with the red. Exact mathematical relations are 
known to connect temperature and distribution of light in the spee- 
trum. Working on this basis, it is found that our sun's surface 
appears to be at about 6,000° centigrade (10,800° Fahrenheit) above 
the melting temperature of ice. (See pl. 2.) 

By photographic methods Wilsing and Scheiner, of the Astro- 
physical Observatory at Potsdam, in Germany, have assigned tem- 
peratures to about 100 of the brighter stars, The results run from 
9,000° C. for class B down to 3,000° C. for class M, varying in fairly 
regular progression. 

Very recently Coblentz, of the National Bureau of Standards, 
working temporarily at Lick Observatory in California, has sue- 
‘ceeded in measuring the heat caused by the rays of stars so faint that 
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the eve can scarcely see them, For this purpose the rays were col- 
lected by a concave mirror of 3 feet diameter and focused on the 
surface of a very delicate electrical thermopile (pl. 3 and pl. 4, fig. 2). 
This instrument acts on the principle that a difference of temperature 
between the junctions of two metals made up into a closed wire cir- 
cnit, produces an electric current. The apparatus used was so deli- 
cate that if the experiment could be made in a vacuum the heat from 
rays of a candle at 53 miles could be observed. Further work along 
similar lines is proposed. 
DISTANCE, 


When a surveyor measures the distance of an inaccessible object 
he selects two convenient stations and measures their distance apart. 
This is talled the base line. 
At each end of the base 
line he observes the angle 
the base line makes with a 
line sighted toward the 
inaccessible object. The | 
angles and the base of his | 
triangle being thus meas- 
ured, the two remaining 
sides can be calculated. 
By such a process, using | 
the earth’s diameter, or a 
large part of it, as the 
base line, the distance of ees: 8 
the gaa ie is readily de- yy. 1.—Method of triangulating for distances of 
termined, and comes out ‘bot. Fabled by Appleton & Cor 101%, 

Even the length of a diameter of the earth is too small a base line 
from which to triangulate for the distances of the stars. Astrono- 
mers use the diameter of the earth’s orbit round the sun, 186,000,000 
miles, for this, Astronomers also take advantage of the fact that 
very faint stars are usually much farther away (though not invari- 
ably so) than bright ones. Thus it comes about that if photographs 
of a bright star are made with the same telescope at two dates six 
months apart, and exact measurements of the distance of the bright 
star from its faint neighbors are made on both photographs, a slight 
displacement of the bright star will often be found to have occurred. 
The angular measure of displacement gives the vertical angle of 
the isosceles triangle of which the base line is the diameter of the 
earth's orbit, and from these data the star's distance is easily found. 
Seen from the nearest star, 2 Centauri, the radius of the earth’s 
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orbit, 93,000,000 miles, subtends an angle of only 0.75 seconds. This 
is called the star's parallax. aka 
Up until very recently the parallax determinations of Elkin and 
Chase at Yale University Observatory, by direct eye observations 
with the heliometer, were regarded as of the highest accuracy. But 
now the photographic method as worked out at Yerkes Observatory 
by Prof. Schlesinger, now director at Allegheny Observatory, has 
come to be preferred. This work is being pushed by Director 
Mitchell, of Leander McCormick Observatory, and is also occupying 
a prominent place on the program at several other observatories 
where large telescopes are available. 

Altogether less than 1,000 star distances have been measured. It 
is a slow, tedious work, often disappointing. a Centauri, the nearest 
star, except the sun, is at 25,000,000,000,000 miles, while the sun is at 
only 93,000,000 miles. 

When a measurement indicates that a star is at 2,000,000,000,- 
000,000 miles or more (parallax 0.01 seconds) it is the sume as saying 
that the stur is too far away for its distance to be determined. It 
may be ten or a hundred times as far as the measurements indicate. 
This is about the average distance of the faintest stars visible to the 
naked eye. The great majority of telescopic stars he beyond this 
distance. If observers did not choose stars expected to be relatively 
near, most of their results would come out thus indeterminately. 
Even as it is, a great number of measurements do come out im this 
disappointing fashion. Unless some better method of investigation is 
discovered, measurements of individual star distances must ever be 
in this unsatisfactory state. In treating of star motions we shall see 
how our knowledge of the average distances of certain groups of 


MOTIONS, 


Abont the year 1750 the English astronomer royal, Bradley, ob- 
served the positions in the heavens of 3222 stars. Bradley's stars 
and many others have been observed often in more recent years. All 
the best work relating to about 6,000 of the brighter stars was com- 
pared and reduced to a homogeneous system about the year 1910 by 
the Inte Prof. Lewis Boss, of the Dudley Observatory and Carnegie 
Tnstitution. 

From Boss's work the proper motions (so called) of these stars 
were accurately determined, All stars, including our sun, move 





1 Bince this paragraph was written Dr. Adams, of Mount Wilson Solar Oberrvatorry, hao 
(iseorered a spectroscople method of determining parnllaree, which Ie applicable to etarn 
of classes F, G, K, and M, and le Independent In oecuraey of the distunce of the star, Uf 
it ts enficlentiy bright to permit a good spectrom photograph to be made, 


"TT A EPISP Its jo nang Sh) PUM wo 
‘OALNNOW SUWdOWHSH) YL ZiNaTO 





“¢ a1 4 oq y—="aicl “eld Wr | ny aes 





“be DLWid 


TT POA ‘ening jo Ten “ary 50 Hang maf 
SivL90 “FdOWHRH| BYTISLS ZLNIWOD “Zz 


nares 7 ropididy Ag PTET “May “oO Ag ,,tne ALL, Me 


CSWVOW) “VHLOSdg NOSIHYUAOD NOH] HLIM NOADOHE JO WNULOSdS “| 


“Ty JEEP cer Soh iwc Core | at 


aa) Te 


Hoogy— gj a, Wooey Ure hj lS, 





NEWS FROM THE STAIS—ABBOT. 161 


each with his own rate and direction, so that at the end of a century 
the configuration of the heavens is not quite the same as at its begin- — 
ning. These “proper motions” range from 870 seconds of are per 

century down. (A second of are is about the angular width of a ~ 
telegraph wire as seen at a distance of a half mile.) The vast ma- 
jority of stars have a less proper motion than 20 seconds per century. 

Proper motions are observed as angles and can not be expressed 
in miles per second without other information. We see only the 
component of motion at right angles to the line from the earth to 
the star. Ifa star is coming directly toward us, it has no proper mo- 
tion, though its real speed may be very great. Near stars have 
greater average proper motions than distant ones, just as men walk- 
ing on the other side of the street apparently outdistance those a 
block away. ‘Two things besides proper motion are therefore needed 
to determine the real motion of a stur, namely, its distance and the 
angle its real motion makes to the line of sight. 

Fortunately, the spectroscope can help in this matter. Although, 
ns stated above, the chemical elements are discovered in stars by the 
reversal of their spectrum lines, careful measurement shows that 
the positions of the stellar lines are slightly shifted, either toward 
the red or toward the violet, with respect to the bright lines of the 
comparison spectrum of a metal. Doppler predicted this effect nearly 
a half century before it was observed in starlight. It depends on the 
motion of the star in the line of sight. 

Light travels by waves. Violet light has more waves per second 
than red. Ifa star is approaching, its light seems to have more waves 
per second because the star's motion is udded to that of light, and 
hence all the spectrum lines are shifted toward the violet. The lines 
are shifted toward the red for stars that are receding. From the 
amount of the shift the actual rate of approach or recession of the 
star may be found. Naturally, a small correction must be made for 
the motion of the earth on its axis and its motion round the sun. 
We then have the actual rate of motion of the star to or from the 
sin. It isa very valuable thing about this kind of measurement that 
if only a star is bright enough it makes no difference at all in the 
accuracy of the determination how distant the star may be. This 
unfortunately is not so with proper motions. 

As the sin has a motion of its own, which Sir William Herschel 
rightly concluded in the year 1783 is toward the northern constella- 
tion Hercules and not far from the bright star Veen, all the stellar 
motions, of course, appear to be affected by an equal motion to that 
of the sun but in the opposite direction. 

Director Campbell, of Lick Observatory, has recently published 
a collection of the so-called “ radial motions” of nearly 2,000 stars, 
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resulting from his campaign of spectroscopic observing in both the 
Northern and Southern Hemispheres, begun about the year 1598, 
From this work he finds the sun to be moving at about 19.5 kilome- 
ters (12 miles) per second in its course among the stars. 

Rapid progress is being made in measuring the radial motions of 
the fainter stars at Mount Wilson Solar Observatory, The 60-inch 
rellecting telescope there has been employed, under the direction of 
Dr. W. 5. Adams, for this purpose since 1910, and the new 100-inch 
reflecting telescope also will soon be available. Other great reflectors 
are being prepared for Canada and for Argentina, and will doubtless 
be joined in this work. As it is a slow business at best, observers of 
the radial motions of the fainter stars will generally confine their 
meastirements to what are termed Kapteyn’s selected areas. 

Prof. Kapteyn, of Groningen, Holland (who has just been deco- 
rated for his astronomical work by the Emperor of Germany with 
the Prussian order Pour le Mérite, at the same time with a group 
of generals, marshals, and kings), has been engaged for many years 
in a general study of the motions and distances of the stars. His 
studies are continually thwarted by lack of information about the 
fainter stars, which are so numerous that they will never be gll 
observed individually. Hence Kapteyn has proposed that attention 

be devoted to 206 selected areas all over the sky, each about 14 

_ degrees square, so that samples of the stars so chosen may have 
their positions, motions, brightness, distances, and spectral classes 
iletermined within a reasonable time. The distances will always be 
the weak point, but progress will be rapid nlong the other lines. 

Now, let us see how knowledge of proper motions, radial motions, 
and distances can be combined when all three are known, as in the 
ease of a few individual stars. From the distance’ and proper 
motion together we learn that the star appears to move at right 

angles to the line of sight at a certain rate in miles per second. 
The proper motion also indicates in which direction this cross motion 
is taking the star. The spectroscope indicates that the star is 
approaching or receding at a certain rate. By combining the two 
components—the apparent cross and radial motions—the actual speed 
and direction of the star’s motion becomes f ully determined, Apply- 
ing next a correction for the known motion of the solar system, the 
star's own pectiliar motion with respect to the whole system of stars 
is at Jength found. | 

STAR GROUPING. 

As the distance is so weak a link in this chain, several devices have 
been employed to strengthen it, and these depend in one Way or an- 
other on star grouping. First of all, there are a good many pairs 
of stars which have been shown by telescopic observations to be 
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revolving about their common center of gravity. Spectroscopic 
arminations of radial motion for such. telescopic double stars give 





sufficient additional information to yield us their distances. 


Secondly, there are a number of large groups of stars, each of 


which hare been found to have their peculiar motions all toward a 


single converging point. If the reader will stand at one end of a 
long corridor and look down the four corners of it as they stretch 
away from him, or, still better, will look from the back of a train 
at a long, straight stretch of railway, he will see at once that this 


convergence really means for these stars that their motions are all 


parallel. This could only happen if the stars were all of a single 
flock, moved by some common cause in the same direction. Finally, 


as these stars have been moving since a time immeasurably long ago, 


they would not now have been seen in the sime part of the sky if 
their speeds were unequal. Such a group, therefore, consists of sturs 
moving at equal speeds in parallel paths. 

Yet their proper motions are unequal. This is because their dis- 
tances are unequal. If now the distance of a single one of these stars 
can be determined in some way, the distance of every one of them 
whose proper motion is known follows at once. 

But the great extension of knowledge as to star distances comes 
when stars are classified according to proper motion. Consider a 
large number of stars of equal proper motion. It is to be supposed 
that generally (apart from special groups like those just mentioned) 
their real motions will be at random in space, and though some will 
be moving squarely across the line of sight and showing all of their 
real motion, others moving nearly along the line of sight showing 
but little of it, the average of all proper motions will he approxi- 
mately two-thirds of the average real motion. The same is of course 
true for large groups at two, four, or any number of times smaller 
average proper motion than the group first considered. Their aver- 
age real motions will also be approximately 3/2 their average proper 

Tit is further to be supposed that the average of all the real mo- 
tions in each of these large groups of stars is the same, whatever 
their distance from us. We may at least adopt this hypothesis for 
lack of knowledge to the contrary. If so, it follows at once that a 
large group of stars whose mean proper motion is one second is twice 
as far away on the whole as a large group of stars whose mean 
proper motion is two seconds. 

Prof. Kapteyn has carefully compared all the known distances of 
individual stars with their proper motions, and has considered also 
in this comparison certain other data, especially brightness, In this 
way he has worked out a formula by which one can determine the 
average distances of stars of different mean proper motions, and thus 
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we escupe from the limitations imposed by the comparative meager- 
ness of our knowledge of individual stellar distances. According 
to Kapteyn’s formuls, the vast majority of the stars are so far away 
that it takes light thousands of years to come to the earth from them, 
though light travels 186,000 miles per second. 

Returning now for a moment to the consideration of star motions, 
we understand at once that, just as the mean proper motion of a 
large group of stars corresponds to two-thirds of the average real 
motion of these stars, so the mean radial motion of the group is 
actually approximately two-thirds of the average real motion. 
Director Campbell has in this way worked out the average real 
motions of stars of different spectral classes, and Prof. Boss also 
has done the same, basing his result on the mean proper motions and 
mean probable distances. ‘Their results are in very close agreement. 
Both find our sun to be moving a very little slower than the average 
of all stars in their lists. 

When, however, the stellar motions are arranged by spectral 
classes they find the BG stars moving slower, other classes faster and 
faster in a somewhat regular progression up to the M class stars. 
Quite recently Adams has extended this investigation to fainter 
stars. He finds these differences of speed between spectral classes 
not so great as found by Boss and Campbell, and the average speed 
of the fainter stars also less. It may be that the brighter stars, 
being relatively near us, form a special group, not quite representa- 
tive of all the stars in the universe. 

The greatest conception in regard to star grouping is that of 
“star streaming,” recently worked out by Kapteyn and by Edding- 
ton, of the University of Cambridge, England. ‘They find that 
when the proper motions of the stars are cleared of the effects’ of 
solar motion the remaining so-called “ peculiar motions” of the in- 
dividual stars, while they go to some extent at random, plainly in- 
dicate the governing influence of two great streams moving oppo- 
sitely. If we could collect all the stars at one point and, endow each 
of them with its“ peculiar motion” just as it has been observed, then 
at the end of » century the stars would have stretched out, not inte a 
sphere but into an ellipsoid, owing to the influence of the two star- 
streams. This grand phenomenon is attracting deep attention from 
astronomers to-day, and will! undoubtedly play a great part in future 
studies. 

BRIGHTNESS AND VARIABILITY. 


Stars look hardly as bright as the fireflies of a summer night, but 
in reality they glow like the sun, and seem faint only because far 
away, Astronomers speak of “ magnitudes” and of “ absolute mag- 
nitudes.” The first gives the relative brightness of the stars as 
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they seem to us to be, and the second as they would seem if all were 
equally distant. A difference of » magnitude means about 24 fold 

_ In brightness, and five magnitudes 100 fold. Thus a star of sixth 
magnitude, which can just barely be seen by the naked eye, under 
best conditions, is 100 times fainter than stars of first magnitude, 
like Aldebaran, which is among the brightest. On this scale our 
sun is of —26.5 magnitude. 

But on the seale of absolute magnitudes our sun is only an aver- 
age star. If removed to Aldebaran’s distance the sun would seem 
a fifth magnitude star. Some bright stars like Rigel, Canopus, and 
Deneb give thousands, perhaps hundreds of thousands or millions 
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of times as much light as does the sun. On the other hand a vast 
number of stars give less light than the sun. 

Measurement of brightness is called photometry, A very large pro- 
gram of stellar photometry has been done under Director Pickering at 
Harvard College Observatory. Many stars are found to be of vari- 
able brightness. It has been shown lately by the Smithsonian observ- 
ers that even the sun is variable through a range of about 10 per cent. 
But most of the known. variable stars vary much more widely than 
this. The cause of the variation is now known to be, in many but not 
ull cases, the presence of a companion star so near the primary star 
as to be indistinguishable by the telescope, but discoverable by spec- 
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troscopic studies of motion in the line of sight. As the two stars re- 
volve about their common center of gravity they alternately eclipse 
each other as seen from the earth. Of course the eclipse may be 
either total or partial, according to the relative sizes of the two stars 
and the inclination of their orbit to our line of sight. By a careful 
study of the variation of brightness of these objects it is possible to 


fix the period of revolution, the relative size of the two stars, the in- 


clination of their orbit, and other data. This branch of astronomy 
has been much investigated at the Observatory of Princeton Univer- 
sity under Director Russell, and a most interesting publication of the 
results has just been made by his pupil Shapley, now at Mount Wil- 
son Solar Observatory. 





2 MASS AND SIZE OF STARS. 


The spectroscope shows, by noting the periodic variability of ve- 
locities of stars in the line of sight, that about one-fourth of all the 
visible stars are really double or multiple, though apparently single to 
the telescope. So, for instance, Campbell found that the polar star is 
probably triple. In cases where the stars are so wide apart that the 
telescope can perceive them as separated, not only can the distance 
of the stars from each other and from the earth be determined, but 
also the combined mass of the pair in terms of the mass of the sun. 
When there is no visible separation, the mass can be determined for 
some cases in which the plane of the orbit is known. For a Centauri, 
the nearest star to the sun, there is visible separation of two compo- 
nents, which revolve in 81 years. The total mass is twice that of the 
sun, and the two components being nearly equal, each is of about the 
eun’s mass. ‘The two are separated about 23.6 times as far as the 
earth is from the sun. The periods of revolution of double stars thus 
far determined spectroscopically range from 44 hours to 90 years. 

From the photometric study of eclipsing binary stars it has been 
shown by Roberts and by Russell that the average densities of these 
stars is small, no more than one-eighth of that of the sun. On this 
and other grounds astronomers are of the opinion that stars are gen- 
erally less dense than the sun, that is that they occupy a larger 
volume when of equal mass. The sun is only 1.4 times as dense as 
water, or half as dense as glass, while our earth is 5.5 times as dense 
as Water, or 4 times as dense as the sun. 





THE NUMBER OF THE STARS. 


Stars are divided according to brightness in classes called magni- 
tudes. First magnitude stars like Aldebaran are rare, A good ex- 
ample of the second magnitude is Polaris. Stars as faint as the fifth 
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or sixth magnitude can be seen with the unaided eye, according to 
the clearness of the sky and ite freedom from the glare of cities. A 
difference of five magnitudes means a difference of a hundredfold in 
brightness, Thus sixth, eleventh, sixteenth, and twenty-first magni- 
tude stars are respectively a hundred, ten thousand, a million, and a 
hundred million times fainter than first-magnitude stars, Our sun 
is about twenty-six magnitudes, or twenty-five billion times brighter 
than zero magnitude stars like Vega. 

Do the stars increase in number without limit as we consider fainter 
and fainter ones revealed by larger and larger telescopes? To 
answer this question counts have been made of the actual numbers 
in the whole sky for the brighter magnitudes, and then of numerous 
patches of sky sufficient to give a fair average sample for the fainter 
magnitudes. In this way it has been found that up to the tenth 
magnitude the num- 
ber of stars brighter 
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tude, the estimated number according to Chapman and Melotte, is 
only 55,000,000 instead of 1,800,000,000 as it would be if this constant 
ratio of increase prevailed. Up to the present time no thorough 
counts have been finished beyond the 17.5 magnitude, although by 
the aid of photography it is possible to observe sturs as faint as 
the twenty-first magnitude with the great 60-inch reflector of Mount 
Wilson Solar Observatory. Arranging the information given by the 
counts in mathematical fashion, it appears that it is unlikely that 
any very considerable increase in the number of the stars will be 
found by observing stars fainter than the twenty-sixth magnitude, 
however large the telescope available. 

Stars at this limit are about as much fainter than those of zero 
magnitude as our sun is brighter, so that the brightest star (our 
sun) is twenty-five billion times twenty-five billion (25>¢10°%<25>< 10") 
times as bright as the stars of the faintest class which are probably 
shining upon us in any considerable numbers. The total estimated 
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uber of stars including this supposed limiting magnitude is 
_____ But why is it that there is a limit of numbers? Are we to sup- 
i pose that there are no more stars, and that if our telescopes were 
___ sufficiently powerful to perceive those of twenty-sixth magnitude 
_ Wwe could see all, little or big, that exist? Or are we rather to sup 
pose that there is « limit of distance beyond which no star can be 
seen, however bright, so that though myriads without limit. may 
‘exist, no single station in the universe is able to receive light from 
those beyond this limiting distance? It seems probable that the 
latter hypothesis is the true one, although astronomers would not 
be unanimous in saying so. 
In recent years one bit after another of evidence has come out, 
tending to show that there is a light-absorbing medium in space. 
Itisvery rare. Dr, L. V. King has recently computed that the most 
probable measures of its effects on star brightness would be satisfied 
by assuming a density of the supposed absorbing medium in space 
less than one-trillionth part of that of the air. But even at this 
rate, space is so vast that the quantity of the supposed medium 
within a sphere whose radius is the average distance of the nearest 
star (a2 Centauri) is about 10,000 times the mass of the sun which 
is startling if true. 
_ There figures are of course very uncertain. But that there is in 
space here a particle, there another, Yonder a hydrogen molecule, 
beyond still others, and that in the well-nigh endless path extend- 
ing to stars of the twenty-sixth magnitude, whose light traveling 
186,000 miles per second takes tens of thousands of years to travel 
to us, there would be found enough such particles to bar the doors 
of light, as a fog shuts out the sun—this seams reasonable, whe 
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THE DISTANCES OF THE HEAVENLY BODIES. 


By W. 3. EtncHELmERGER, 
U8, Norval Obeerrvatory, 


Before any attempt was made by the ancients to determine the 
distance from the earth of any celestial body we find them arrang- 
ing these bodies in order of distance very much as we know them 
to-day, assuming that the more rapid the motion of a bedy among 
the stars the less its distance from the earth; the stars, that were 
supposed to have no relative motions, were assumed to be the most 
distant objects. 

The first attempt to assign definite relative distances to any two 
of the bodies was probably that of Eudoxus of Cnidus, who, about 
870 B, C., supposed, according to Archimedes, that the diameter of 
the stin was nine times greater than that of the moon, which is equiva- 
lent to saying that, since the sun and the moon have approximutely 
the same apparent diameter, the distance of the sun from the earth 
is nine times greater than that of the moon. 

A century later, about 275 B. C., Aristarchus of Samos gave a 
method of determining the relative distances of the sun and moon 
from the earth, as follows: When the moon is at the phase first 
quarter or last quarter the earth is in the plane of the circle which 
separates the portion of the moon illuminated by the sun from the 
nonilluminated part, and the line from the observer to the center of 
the moon is perpendicular to the line from the center of the moon 
tothe sun. If at this instant the angular separation of the sun and 
moon is determined, one of the acute angles of a right-angle tri- 
angle—sun, moon, and earth—is known, from which can be deduced 
the ratio of any two of the sides, as, for instance, the ratio of the 
distance from the earth to the moon to that from the earth to the sun. 
Aristarchus gives the value of this angle as differing from a right 
angle by only one-thirtieth of that angle, i. e., it is an angle of 87°, 
from which it follows that the distance from the earth to the sun is 
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nineteen times that from the earth to the moon. This method of 
Aristarchns is theoretically correct, but in determining the angle at 
the earth as being 3° less than a right angle he made an error of 
about 2° 50", 

Hipparchus, who lived about 150 B. C. and was called by Delambre 
the true father of astronomy, attacked the problem of the distances 
of the and moon through a study of eclipses. Assuming in 
accordance with the result of Aristarchus that the sun is 19 times 
as far from the earth as the moon, having determined the diameter 
of the earth’s shadow at the distance of the moon and knowing 
the angular diameter of the moon he found 3’ as the sun’s horizontal 
parallax. By the sun’s parallax is meant the angle at the sun sub- 
tended by the earth’s semidiameter and if a= the semidiameter of 
the earth, A= the distance to the sun, and I] = sun’s horizontal 
parallax, the relation between these quantities is expressed by the 
equation ; 


| a 
Sin I] = — 
A 


The next attempt to determine the distance of a heavenly body 
was made about 150 A. D. by Claudius Ptolemy, the last of the 
ancient astronomers and one whose writings were considered the 
standard in things astronomical for 15 centuries. To determine 
the lunar parallax he resorted to direct observations of the zenith 
diztance of the moon on the meridian, comparing the result of his 
observations with the position obtained from the lunar theory. He 
determined the parallax when the moon was nearest the zenith, and 
also when it crossed his meridian at its farthest distance from the 
zenith. From his observations he obtained results varying from leas 
than 50 per cent of the true parallax (57'.0) to more than 150 per 
cent of that value, According to Houzeau the definitive result of 
Ptolemy's work is 58".7. 

Tt is thus seen that the astronomers of 2,000 years ago had a 
fairly accurate knowledge of the distance of the moon from the 
earth, but an entirely erroneous one of the distance of the sun, the 
true distance being something like 20 times that assumed by them, 
This value of the distance of the sun from the earth was accepted for 
19 centuries from Aristarchus to Kepler, having been deduced anew 
by such men as Copernicus and Tycho Brahe. 

With the announcement by Kepler, earl y in the seventeenth cen- 
tury, of his laws of planetary motion it became possible to deduce 
from the periodic times of revolution of the planets around the sun 
their relative distances from that body, and thus to determine the 
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distance of the sun from the earth by determining the distance or 
parallax of one of the planets. 

From observations of Mars, Kepler obtained the distance of the 
sun from the earth as about three times that accepted up to his time. 
His value, however, was but one-seventh of the true distance. About 
o0 years later Flamsteed and Cassini, working independently and 
using the same method as that employed by Kepler, obtained for 
the first time approximately the correct value of the distance of the 
sun from the earth. In a letter dated November 16, 1672, to the 
publisher of the Philosophical Transactions, Flamsteed says: 

September last I went to Townley. The first week that I intended to have 
observed ¢ there with Mr, Townley, I twice obsery'd bim, but could not make 
two Observations, as T intended, In one night, The first nlght after my return, 
T had the good hap to measure his distances from two Stara the ame night < 
Whereby I find, that the Parallax was very small; certainly not 80 seconds: 
So that I belleve the Sun's Parallax is not more than 10 sevonds. Of this 
Observation TC intend to wrlte a small Tract, when I shall caln leisure: In which 
T shall demonstrate both the Diameter and Distances of all the Planets by 
observations; for which I am now pretty well fitted, 

During the two and a half centuries since Flamsteed’s determina- 
tion there have been more than a hundred determinations of the 
solar parallax by various methods. In the method used by Flam- 
steed the rotation of the earth is depended upon to change the rela- 
tive position of the observer, the center of the earth, and Mars. 
Another method is to establish two stations widely separated in lati- 
tude and in approximately the same longitude. At one station the 
zenith clistance of Mars will be determined as it crosses the meridian 
north of the zenith; at the other station the zenith distance will be 
determined as it crosses the meridian south of the zenith. The sum 
of the two zenith distances minus the difference in latitude between 
the two stations will give the displacement of Mars due to parallax. 
These two methods have been successfully applied to several of the 
asteroids whose distances from the sun are very nearly that of Mars. 

The nearest approach of Venus to the earth is during her transit 
across the face of the sun, and these occasions—four during the 
last two centuries—have been utilized to determine the solar paral- 
lax. Here, as in the case of Mars, two different methods may be 
used, either by combining observations at two stations widely sepa- 
rated in latitude or at two stations widely separated in longitude, 

The methods just described for obtaining the solar parallax, the 
geometrical methods, were made available, as has been said, by 
the discovery of Kepler's laws of planetary motion. Newton’s dis- 
covery of the law of gravitation gave rise to another group of 
methods, designated as gravitational methods. The best of these 
is probably that in which the distance of the sun from the earth 
is determined from the mass of the earth, which in turn is deter- 
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mined from the perturbative effect of the earth upon Venus and 
Mars. This method is long and laborious, but its importance lies 
in the fact that the accuracy of the result increases with the time. 
Prof. C. A. Young says 

this ia the “method of the future,” and two or three hundred years hence will 
have superseded all the others, unless, Indeed, it should appear that bodles at 
present unknown are interfering with the movements of our nelghboring 
pilnnets, or unless It should turn ont that the law of Eravitation ia not quite 
ao Simple as it Is now supposed to he, 

A third group of methods of determining the distance of the sun 
from the earth, called the physical methods, depends upon the de- 
termination of the velocity of light in conjunction either with the 
time it takes light to travel from the sun to the earth obtained 
from observations of the eclipses of Jupiter's satellites or with the 
constant of aberration derived from observations of the stars. 

In August, 1898, Dr. Witt, of Berlin, discovered an asteroid, 
since named Eros, which was soon seen to offer exceptional oppor- 
tunity for the determination of the solar parallax, as at the very 
next opposition, in November, 1900, it would approach to within 
30,000,000 miles of the earth. At the meeting of the Astrographic 
Chart Congress in Paris in July, 1900, it was resolved to seize this 
opportunity and organize an international parallax campaign. 
Fifty-eight observatories took part in the various observations called 
for by the general plan. The meridian instruments determined the 
absolute position of Eros from night to night as it crossed the 
meridians of the various observatories: the large visual refractors 
measured the distance of Eros from the faint stars near it, at times 
continuing the measures throughout the entire night; and the photo- 
graphic equatorials obtained permanent records of the position of 
Eros among the surrounding stars. Tn addition long series of obser- 
vations had to be made to determine the positions of the stars to 
which Eros was referred. 

When several years had elapsed after the completion of the obser- 
vations, and no general discussion of all the material had been 
provided for, Prof. Arthur R. Hinks, of Cambridge, England, vol- 
unteered for the work. The undertaking was truly monumental, 
He first formed « catalogue of the 671 stars which had been selected 
by the Paris congress for observation as marking ont the path of 
Eros from a discussion of the results obtained by the meridian 
instruments and from the photographic plates. This done, with 
these results as a basis, a larger catalogue of about 6,000 stars had 
to be formed from measures on the photographic plates. He wag 
then ready to commence the discussion of the observations of Eras 
itself. From 1901 to 1910 there appeared in the Monthly Notices of 


the Royal Astronomical Society eight articles covering 135 pages 
giving the results of his labors. | 

From a discussion of all the photographic observations he obtained 
a solar parallax of 





8°" 807+0"".0027 


& probable error equivalent to an uncertainty of about 30,000 miles 
in the distance to the sun. 
From a discussion of all the micrometric observations he obtained 


8" 8060" 004 
The observations with the meridian instruments gave 
8’. 887+0°" 0185 


a determination relatively much weaker than either of the others. 
A parallax of 8’’.80, the value adopted for all the national alma- 
nacs 20 years ago, corresponds to a distance of 92,900,000 miles, At 
present it seems improbable that another parallax campaign will be 
undertaken before 1931, when Eros approaches still nearer to the 
earth, its least distance at that time being about 15,000,000 miles. 


Tams —Approrimate distance from earth to sun as decepted at tarious times. 
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When Copernicus proposed that the sun is the center of the solar 
system and that all the planets, including the earth, revolve around 
the sun, it was at once seen that such a motion of the earth must 
produce an annual parallax of the stars. Tycho Brahe rejected the 
Copernican system because he could not find from his observations 
any such parallax. However, the system was generally accepted as 
the true one, and the determination of stellar parallax or the dis- 
tance of the stars became a live subject. Picard in the latter half of 
the seventeenth century, using a telescope and a micrometer in con- 
nection with his divided circle, showed an annual variation in the 
declination of the pole star amounting to 40’. In 1674 Hooke 
announced a parallax of 15’’ for y Draconis. About this same time 
‘lamsteed announced a parallax of 20’ for 2 Ursae Minoris, but 
J. Cassini showed that the variations in the declination did not 
follow the law of the parallax, 
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The period which we have now reached is so admirably treated 
by Sir Frank W. Dyson, Astronomer Royal, in his Halley lecture 
delivered at Oxford on May 20, 1915, that I ask your indulgence 
while I quote rather freely from that source: 


‘Thus In Halley's time it was fairly well established that the stars were at 
least 20,000 or 50,000 thmes as distant as the sun. Halley did not succeed in 
finding their ringe, but he made an Important discovery which showed that 
three of the stura were at sensible distances, In 1718 he contributed to the 
Royal Roviety a poper entitled “ Considerations of the Change of the Latitude 
of Some of the Principal Bright Stars." While pursuing researches on another 
subject be found that the three bright sturs—Aldebaran, Sirius, and Arcturus— 
occupled positions among the other stars differing considerably from those 
assigned to them In the Almagest of Ptolemy. He showed that the possibility 
of an error fn the transcription of the manuseript could be safely excluded, and 
that the southward movement of these stura to the extent of 87’, 42’, and 33'— 
Le, angles larger than the apparent diameter of the sun In the sky—were 
established, * * * 

This is the first good evidence—i, ¢,, evidence which we pow know to he 
true—that the so-called fixed stara are not fixed relatively ta one another, Ir 
ig the first positive proof that the distances of the stars ure rensibly lesa then 


At the time of the appearance of Halley's paper there was coming 
into notice a young astronomer, James Bradley, then 26 years old. 
He was admitted to membership in the Royal Society the same yeur 
that Halley's paper was presented. He was exceedingly eager to 
attack the problem of the distances of the stars. At length the 
opportunity presented itself. To quote again from Sir Frank 


Bradley designed an Instrument for measuring the angular distance from the 
zenith, at which a certain star, y Draconis, crossed the meridian, This {n- 
strument Is enllel a zenith sector, The direction of the vertical Is given br a 
Plumb Une, and he measured from day to day the angular distance of the 
stur from the direction of the vertical, From December, 1725, to March, 1726, 
the star gradually moved farther south; then It remained stitionary for a 
little time; then moved northwards until, by the middle of June, it was fn 
the same position ns in December. It continved to move northwards until the 
beginning of September, then turned again and reached {ts ol] position in 
December, The movement was very regular and evidently not due to any 
errors In Bradley's observations, But it was most unexpected. The effect of 
parallaxz—which Eradley ‘wns looking for—would have brought the star 
farthest south In December, not In March, The times were all three tonths 
wrong. Bradley examined other stars, thinking first that this might be due to 
© movement of the earth's pole, But this would not explain the phenomeng 
The true explanation, it ls sald, although I do not know how truly, occurred 

to Bradley when he was sailing on the Thames and noticed that the direction 
of the wind, ns indicated by a vane on the masthead, varied lightly with this 
course oo which the boat was Silling, An account of the observations in the 
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form of a letter from Bradley to Halley ts published In the Philosophical! 
| ictlons for December, 1725: 
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phenomena, I then endeavored to find out the cause of them. I was already 
convinced that the apparent motion of the SITs Was not owlng to the mutation 
of the earth's axis, The next thing that offered itself was an alteration in the 
direction of the plumb line with which the instrument Wis constantly rectifled ; 
hut this upon trinl proved insufliclent, Then I conshleral what refraction 
might do, but there also nothing en tlafuctory eccurral, At length 1 conjectured 
that all the phenomena hitherto mentioned), proceeded from the progressive 
motion of Meht and the earth's annual motion in its orbit. For I percel ved 
that, if light was propogated in time, the ipparent place of a fixed! object would 
not be the same when the eye is ut rest, as when It Is moving In any other 
direction than that of the line passing through the eve andl the object; nm that, 
when the eve is moving in different directions, the apparent place of the object 
would be different. 

When Bradley's observations of ~ Draconis were corrected for 
aberration, they showed, according to himself, that the parallax of 
that star could not be as much as 1"’.0, or that the star was more than 
200,000 times as distant from the earth as the sun. 

On December 6, 1781, there was read before the Royal Society a 
paper by Mr. Herschel, afterwards Sir William, on the Parallax 
of the Fixed Stars. We read: 


The method pointed out by Gallleo, and first attempted by Hook, Flamstend, 
Molinesux, and Bradley, of taking distances of Kira from the zenith thut pees 
very bear it, though it failed with recurd to parallax, has been productive of 
the most noble discoveries of another nature, At the same time it las given 
U3 8 much Juster iden of the Immense distanee of the stars, ond furnished ws 
With an approximation to the knowledge of thelr parallax that is much nearer 
the truth than we ever had before © © a | 

In general, the method of zenith distances Inbors under the following con- 
siderable difficulties, In the first place, nll these distances, though they ahonld 
not exeeal a few degrees, are Mable to refractions; and I hope to be pardoned 
when I say that the real quantities of these refractions, and thelr diferences, 
are very for from being perfectly known. Secondly, the change of position of 
the earth's axis arising from nutation. precession of the equinoxes, and other 
Causes, Is so far from belng completely setthed, that it would not be very ensy 
to say what [t exactly Is at any given time. In the third Place, the aberration 
of light, though best known of all, may also be Mable to some small errors, 
since the observations from which it was deduced Iubored under all the 
foregolng difficulties. T do not mean to say, that our theories of all these catses 
of error are defective: on the contrary, I grant that we are for most nstronomicn) 
Purposes sulliciently furnished with excellent tables to correct our observations 
from the above mentioned errora, Ft when we are upon so delicate a polnt 
as the parallax of the stars: when we ire Investigating angles that may, per: 
haps, not amount to a single second, we must endeavor ta keep clear of every 
Possibility of being involved in uncertainties; even the hundredth part of a 
second becomes a quantity to be tnken Into consideration, 


Herschel then proceeds to advocate selecting pairs of stars of very 
unequal magnitude and whose distance apart is less than 5’ and 
making very accurate micrometric measures of this distance from 
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time to time. The first condition should give, in general, stars very 
unequally distant from the earth, so that the changing perspective 
as the earth revolves in her orbit would give a variation of the 
apparent distance between the stars, while the small distance, less 
than 5”, would eliminate from consideration entirely any effect 
upon this distance of the uncertainties in refraction, precession, 
nutation, aberration, etc. Herschel had already commenced the 
eataloguing of such double stars and in January, 1782, submitted to 
the Royal Society a catalogue of 269. This work did not enable 
Herschel to determine the distances of the stars but did enable 
him to demonstrate that there exist pairs of stars in which the two 
components revolve the one around the other. In 20 years he had 
found 50 such pairs. 

Coming forward another generation—that is, to a time a little less 
than a hundred years sgo—we find Pond, then sstronomer royal, 
writing: 

‘The history of annual parallax appears to me to be this: In proportion na 
Instruments have been Imperfect In thelr construction they have misled ob- 
servers Into the bellef of the existence of sensible porallax, This has happene| 
in Tinly to astronomers of the very first reputation. The Dublin tnstrument 
Is superior to any of a similar construction on the Continent, and accordingly 
it shows a much less parallax than the Italian astronomers imagined they had 
detected. Conceiving that I bave established beyond a doubt that the Green- 
Wich Instrument approaches still nearer to perfection, I can come to no other 
concinslon than that this ts the reason why It discovers no parallax at all. 

Within 15 years after this statement by Pond observations had 
been obtained which showed a measurable parallax of three different 
stars, The announcements of these results, each by a different 
astronomer, were practically simultaneous. | 

W. Struve, using o filar micrometer, determined the distance of 
« Lyrae from # small star about 40” distant on 60 different days 
over a period of nearly three years. He obtained a parallax of 
0" 262-0°.020. Bessel, using his heliometer, determined the dis- 
tances of 61 Cygni from two small stars distant about 500°’ and 700", 
respectively. He obtained for this star a parallax of 0''.914--0°".090. 
Henderson, using determinations of the position of « Centauri by 
meridian instruments, deduced a parallax of 1’°.16+-0'11, Ail 
three of these results were announced in the winter of 1838-39 and 
indicate that the three stars are distant from the earth about 750,000, 
650,000, and 200,000 times the distance of the sun from the earth, 
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Table I exhibits the observed displacement of 61 Cygni by 
monthly means as given by Main from Beseel’s observations. The 
last column gives the computed displacement on the assumption 
of a parallax of 0'.314. The reality of the parallax is sean at a 
glance, 

In 1888, 50 years after the first determination of what we now 
know to be a true stellar parallax, Young, in his General Astronomy, 
gives, in a list of known stellar parallaxes, 28 stars and 55 separate 
determinations, Within the next 10 years the number of stars whose 
parallaxes had been determined about doubled, due principally to 
the work of Gill and Elkin, 

Probably the most extensive piece of stellar parallax work in 
existence is that with the Yale heliometer. The results to data 
were published in 1912, and contained the parallaxes of 245 stars, 
the observations extending over a quarter of a ceatury, the entire 
work having been done by three men—Elkin, Chase, and Smith. 
In selecting a list of stars for parallax work, an effort is made to 
obtain stars which give promise of being nearer than the mass of 
stars, At first the brighter stars were selected, and then those with 
large proper motions. The Yale list of 245 stars contains all stars 
in the northern heayens whose annual proper motion is known to 
be as much as 0.5. Of these 245 stars, 54 are given ‘a negative 
parallax. A negative parallax does not mean, as some one has 
expressed it, that the star is “somewhere on the other side of 
nowhere,” but such a result may be attributed to the errors of 
observation or to the fact that the comparison stars are nearer than 
the one under investigation. It is safe to say, however, that some- 
what more than half of the 245 stars have a measurable parallax. 

Another series of stellar parallax observations, comparable in 
extent with the one just mentioned, is that of Flint, at the Washburn 
Observatory. This series includes 208 stars and extended from 1893 
to 1905. These observations were made with a meridian circle, but 
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not after the method of a century ago. The observations were 
strictly differential, the general plan being to select two faint com- 
parison stars, one immediately preceding and the other immediately 
following the parallax star, and to determine the difference in right 
ascension, the observation of the three stars occupying about five 
minutes. Here, as in the case of the Yale heliometer work, a lurge 
proportion of the resulting parallaxes are negative; somewhat more 
than half, however, were found to have a measurable parallax. The 
average probable error of a parallax was the same in each of these 
two pieces of work—about 0’’.03. The progress of the work during 
the last two or three generations is given in Table IL, which con- 
tains also a brief statement of the discoveries made during the 
preceding century, due chiefly to efforts to measure stellar parallaxes, 






Tante Ill.—Approrimate number of known afetiar poraliarea, 





A generation ago photography entered the field of stellar parallax 
work, and has outdéstanced all the previously employed methods for 
efficiency, In 1911 two publications appeared giving the results of 
photographic stellar parallax work, one by Russell, giving the paral- 
laxes of 40 stars from photographs taken by Hinks and himself at 
Cambridge, England, the other by Schlesinger, giving the parallaxes 
of 25 stars from photographs taken mostly by himself at the Yerkes 
Observatory, Willinms Bay, Wis. In speaking of these two series 
of observations, Sir David Gill said: 

On the whole, the Cambridge results, when a sufficient number of plates have 
been taken and when the comparison stars are symmetrically arranged, give 
resulis of an accuracy which, bout for the wonderfnl precision of the Yerkes 
observations, would have been recurded as of the highest class, 

Schlesinger has shown that with a telescope of the size and char- 
acter of the Yerkes instrument “the number of stellar parallaxes 
that can be determined per annum, with an average probable error 
of ("".018, will in the long run be about equal to the number of clear 
nights available for the work.” 
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In other words, the Yerkes 40-inch equatorial used photographi- 
cally determines stellar parallaxes with one-tenth the labor required 
with a heliometer and with twice the accuracy, 

In July, 1913, stellar parallax work was undertaken with the 
60-inch reflector of the Mount Wilson Solar Observatory, and at the 
meeting of the American Astronomical Society at San Francisco in 
August, 1915, « report on that work was made. The parallaxes of 
15 stars have been determined, with a maximum probable error of 
0.910 and an average probuble error of less than 0°’’.00R giving 
twice the accuracy of the Schlesinger results with the Yerkes 40-inch 
and from three to five times that obtained 15 years ago. What may 
We not expect when the 100-inch reflector gets to work on Mount 
Wilson? 

At the meeting of the American Astronomical Society, to which 
reference has just been made, two other observatories reported upon 
their stellar parallax work. Lee and Joy, of the Yerkes Observatory, 
reported the parallaxes of 9 stars with a maximum probable error 
of 0.014 and an average probable error of 0’".010; and Mitchell, of 
Leander McCormick Observatory, reported the parallaxes of 11 stars 
with a maximum probable error of 0’’.019 and in average probable 
error of 0°',009, 

The progress made in the accuracy of parallax results is shown at 
a glance in Table IV. 





Tarte IV.—The accuracy of atellar parallaz determinations, 
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From these results it appears that any star whose parallax is ag 
much as 07.02, i. e, whose distance from the earth is less than 
10,000,000 times that from the earth to the sun, should give a positive 
result when subjected to the treatment now employed in parallax 
investigations, and as 8 or 10 observatories are devoting their ener- 
gies to stellar parallax work at present, the combined programs 
containing over 1,000 different stars, we ought soon to have lists of 
at least a few thousand stars whose pairallaxes are known, where 
our present lists contain but a few hundred. 
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A CENSUS OF THE SKY. 


By K, A, Sampson, M.A, F. R. &., 
Astronomer Royal for Scotland, 


[With 6 plates, ] 


It might seem to call for some remark, even some apology, that 
at a period like the present one, when all the ordinary interests of 
life disappear or are transformed, that we should meet as we had 
arranged to meet, and exchange with one another the different 
triisms of science, 

There oceurs to me a passage in a book by a celebrated private in 
the French Army, Anatole France's “Isle of Penguins”; one of his 
characters, deeply depressed @ the perversity of the world, reflects 
somewhat as follows: “Since riches and civilization bring as many 
occasions for war as barbarism and poverty, since the folly and ill 
will of mankind are incurable, there remains one good deed to do, 
some wise man shall collect enough dynamite to blow this planet up. 
Then when it whirls in fragments across space some imperceptible 
alleviation will be felt in the universe and some satisfaction will be 
given to the universal conscience, which, indeed, does not exist.” 

While we feel as much as any this same savage indignation—- 
Swift's seve indignatio—that folly and ill will have still the power 
to throw the whole world off its bearings, and while we are all of 
us busily engaged in collecting enough dynamite to blow some parts 
of it to pieces, it is wise to remind ourselves that there are other things 
besides folly and ill will that are indestructible, and among these is 
the desire to increase natural knowledge. We are at no loss for 
precedents. Our Royal Society was initiated in the midst of civil 
war. The “Principia” was published a year before the Great 
Revolution. Kepler found in the Thirty Years’ War no reason to 
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interrupt his study of the planetary motions, nor did Gauss in the 
invasion of Napoleon. Successive volumes of Mécanique Céleste 
came out, and bear evidence in their title-pages of the political 
changes of the French Revolution. Hevelius and Gassendi corre- 
sponded across a Europe in turmoil, and Newcomb worked with De- 
launay at the theory of the moon while the Paris Commune raged 
almost to the doors of the observatory. Had science always waited 
to advance till times were quiet, it would have remained to this day 
uncommonly near to its starting point. : 

The subject to which I ask your attention for an hour to-night 
is not a small one. It is nothing less than the simplest compre- 
hensive view of the whole universe, Indeed, it is a subject so vast 
that some have felt that in the study of it human interests would 
shrivel away and that as we looked steadily upon its extension we 
should be gripped with a kind of nightmare and feel ourselves shrink- 
ing and shrinking, and unless by violent effort we could throw it 
off we should seem in risk of vanishing altogether. But somehow 
that is not the case. Those who most study the matter and those 
who have lately contributed most to our knowledge aré men well 
known to us, very human beings. Certainly a correct conception of 
the universe must govern the scale of ultimate values of all we do; 
but in the history of ideas it is remarkable that interest in it has for 
the most part of the time been satisfied with obvious fairy tales, has, 
in fact, been limited to the very narrow outlook of what we might 





immediately expect to accomplish, and has often combined in indi- 


viduals an intense interest in the question, with a total disregard of 
any. but the individual's point of view, as if even the “ vasty halis” 
of cosmogony were an arena of sport, where the attempt was not so 
mich to reach the goal as to gain a place for self-expression. As 
president for the time being of the Royal Astronomical Society, I 
keep a certain amount of involuntary touch with such people. “I 
should like to know, sir,” one of these wrote to me severely the other 
day, “ what steps are being taken to spread the true chronology and 
the truth about the deluge.” 

Well, perhaps that gentleman was a paradoxer: but it is interest- 
ing to bestow a side glance upon the way astronomy has been viewed 
by netite and catholic minds before the era when the commonplaces 
of difftised education had blunted a good many first-hand judgments. 
T shall not take you on a long excursion into history, Two or three 
pregnant examples will suffice. 

Take Bacon’s New Atlantis. In that remarkable country, which 
had flying men and submarines and scientific stockbreeding aire the 
production of definite variations, it is true that they had a statue to 
“the inventor of observations of astronomy.” but the systematic con- 
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templation of the heavens does not appear to have formed a part of 
their national scheme of study: 

We have high towers, the highest about half a mile In helght; and some of 
them Wkewlse set upou high mountains, so that the vantage of the hill with the 
tower ia In the highest of them 8 miles ot lenst * * * We use these towers, 
according to thelr several heights and situations, for insolatlon, refrigeration, 
conservation, and for the view of divers meteors; os winds, rain, snow, hail, 
and some of the fery meteors also, And upon them in some places are dwellings 
of hermits, whom we visit sometimes nod Instruct what to observe. 

This passage is very disappointing to an astronomer. These her- 

mits, with their magnificent equipment, state support, and boards 
of visitors, were nothing more than meteorologists. 

Or, again, take Shakespeare. It is admittedly difficult to make out 
what views, if any, Shakespeare held on any subject, and I shall 
have to quote words put into the mouth of the light-minded Biron 
in order to make my point; but we know that the farcical figures 
of his plays are chiefly pedants and policemen; in particular, the 
pedant. moved him to a school-boy ribaldry, and from two or three 
-references I surmise that astronomy, as a science and apart from its 
poetic incrustations, struck him as yet another field for the preci- 
osities of his ineffable pedants. “Study,” says Biron— 

Stuly ts like the heaven's glorious sun, 

That will not be deep searched with sancy looks, 
Small have continual plodders ever won, 

Save base authority from others’ books, 
Those earthiv gaulfathers of heaven's lights 

That give a nome to every fixed star 
Have no more profit of thelr shining nights 

Than those that walk nm] wot not what they are, 
Too much to know is to know noaurht but fame; 
And every godfather can give o name. 

That is all there is in it—giving names; science is nominalism. 
We may brush it aside, but, after all, it is a painfully shrewd hit 
against science. 

Now, there was a very considerable and extended astronomy in 
Shakespeare's and Bacon's days. Copernicus’s work De Revalu- 
tiontbus was 50 years old. It was perhaps not much read, but for a 
century before devious voyages, lasting for months or years, to North 
and South America, to South Africa, and to India had made indis- 
pensable a working knowledge and command of its practice, and 
with the practice grew up a scientific interest. 

Tn 1578 Mr, John Winter passed through the Straits of Magellan 
“in a good and newe shippe called the ‘Elizabeth, of 80 tonnes in 
burthen,” as one of Sir Francis Drake's consorts. Neither the place 
nor the vessel can hava been favorable to scientific abstraction, yet he 
determined his longitude there from an eclipse of the moon. The 
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passage (Hakluyt, Vol. VII) is a gem of accurate astrono: 
I shall read it to you, for every point mentioned is relevant and the 
conclusion quite justified and near the truth: 

The 15 of September the moone was there eclipsed, and began to be darkened 
presently after the setting of the sunne, about sixe of the clocke at night, being 
then Equinoctial vernal In that country, The sald eclipse happened the 
16 day in the morning before one of the clocke in England, which Is about 
sixe houres difference, agreeing to one quarter of the World from the Meridian 
of England, towards the West. 

Now, take a long step from the sixteenth to the nineteenth century. 
Passing by a fastidious and academic writer like Tennyson, we find 
a mind as careless of fact and untrammeled by convention as Mark 
Twain deriving perpetual delight from the mere scope and scale of 
things astronomical in its revelation of the very size of the world 
us measured in millions upon millions of any units we can tell off. 
It may be hard to say exactly what this proves, but we may allow it 
to suffuse the continual plodder with » gentle glow of satisfaction, 
for without his continual plodding it would never have come to pass. 

Undoubtedly the last word of astronomy must be heard before we’ 
can solve the problem of the philosophers upon its material side and 
place man in true relation to the universe. 

I suppose it is evolution that has made us feel responsible for the 
universe, incurring thereby, it must be confessed, a very heavy 
responsibility with fate—a debt that would cause serious anxiety 
had not philosophy long since become reconciled to permanent bank- 
ruptcy. I mean that before evolution became one of our fixed ideas 
“man’s place in nature” was an expression to which only on arbi- 
trary meaning could be attached. There was no obligation to con- 
nect the phenomena of the universe in one long chain. Nothing is 
more illuminating as to our change of view than to read the words 
of one of the lesser lights of the eighteenth century—for example, 
Thomas Wright, of Durham, is an author who is often mentioned 
alongside Immanuel Kant as having foresight of the nebular hy- 
pothesis, the great evolutionary scheme of astronomy. Without 
depreciating the insight and the breadth of Wright's views on ex- 
iended stellar systems the defect—the perfect defect of any evoln- 
tionary glimpse in them—strikes one now as an almost painful 
incompetence. We are sensible of the necessity of connecting all the 
parts of our system. That is the general interest in a survey of the 
sky, outside of professional interest in a difficulty overcome and of 
curiosity—which, indeed, is soon bored by mere magnitude—and 
that is the reason why we come back to it agaip and again, especially 
now that we are beginning from more than one avenue to approach 
some reliable, and one hopes some permanent, point of view. 
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That avenue which I would ask you to follow this evening is the 
most direct, the least artificial, and one would say the driest of all— 
mere enumeration, a census of the sky. But it is not dull. As I 
shall show you in a few minutes, the material dealt with is of com 
pelling beauty, and, as scientific people, I hope it may interest sbi 
to have in brief review the considerable difficulties, instrumental and 
of organization; the many collateral questions that must be answered 
before any confident, or even approximate, reply can be given to the 
main question of how many stars there are and how they are dis- 
tributed. And, finally, as British people, I think you feel a legiti- 
mate pride to know that this great and unobtrusive work, of central 
interest to astronomy, that I wish specially to describe to you is all 
British (including therein the Transvaal Colony) in design and 
execution; the plans made, cost provided, and very many of the 
photographs taken by an amateur, the late Mr. Franklin-Adams, a 
business man of London; the instrument designed by Mr. Dennis 
Taylor, and constructed by him at Cooke’s works at York; the series 
of photographs completed at the Union Observatory at Johannes- 
burg; and the counts performed and discussion made at Greenwich 
Observatory by Mr. Chapman and Mr. Melotte, two members of the 
staff. [Specimens of the Franklin-Adams chart were shown (pls. 
1-6).]_ 

You now see, more or less, the problem before you. To “give a 
name to every fixed star” is a task that we are not likely to under- 
tuke. The Arabs gave many of them proper names, which no doubt 
had some meaning, more or less substantial, but now passed on to the 
westerns with meaning, pronunciation, and accent alike in corrup- 
tion, uncertainty, and disrepair, form a somewhat trying detail to 
the conscientious astronomer. Ptolemy adopted in his list a crude 
and picturesque description with reference to the asterism. Thus, in 
Leo: “The one on his muzzle,” “the one in his throat,” “the one at 
the tip of his front right claw,” “the western one of the three on 
his belly,” “the one at his heart named Regulus.” Tt is a trdublesome 
plan, even for the 1,000 stars of which he gives the places. Tycho, 
who was only indidéntally a stellar observer, using the stars to fix 
his planets, carried on the method of Ptolemy. Not till the middle 
of the seventeenth century did Bayer in his Uranometria, introduce 
the device of attaching the Greek letters to stars in each asterism. 
The advent of the telescope, with Hevelius and our own Flamsteed, 
utterly outran any method except that of numbering. Lalande’s 
Histoire Céleste in 1801 contained 50,000; Argelander’s Durchmus- 
terung in 1847, upward of 300,000 in zones from the pole to Dec. 
—10°. Ateach effort the object, if completeness was its aim, showed 
more mountainlike. In 1879, at the instance of the Astronomische 
Gesellschaft, Argelander’s zones were revised by the cooperation of 
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many observatories in upward of 20 years, It hardly requires proof 
that vith such resources as astronomy has ever commanded, or is 
likely to command, a complete enumeration upon these lines will 
never be attained. 

If we are to attain a conspectus of the whole, now or ever, we must 


make a radical reduction in the demands of our problem. Now, in 


all these catalogues the places of the stars are recorded in their two 
coordinates, and the calculations made in each individual case which 
are necessary to allow for precessional change in the oxes of refer- 
ence. We can not dispense with knowing where the stars are, but 
if our interest is in their numbers und regional distribution, we can 
dispense with recording it precisely. And if we can take an elevated 
standpoint and eliminate the earth, like the Blessed Damozel, leaning 
on the gold bar of heaven, and see far below 
this earth 

Spin Uke «a fretfol midge— 
why, then, we may dispense with the troublesome calculation of pre- 
cession. There is almost nothing left then except to count. 

But let nobody think lightly of the importance or the difficulty of 
mere counting, When the White Queen put to Alice the question: 

How many are one and one and one and one and one and one and one and 

one and one and one? 
Alice does not appear to have been able to answer. Connting 
correctly is very difficult, because, so to put it, it requires from the 
mind a simultaneous hold upon the past, present, and future. Count- 
ing, on the other hand, done carefully is the only region of knowl- 
edge, even of mathematics, in which we can be perfectly sure we are 
not talking nonsense. Much that was formerly classed as geometry 
is now classed as nonsense, A circle has no properties until we 
say how it is generated, and we can not say how it is generated 
until we make up our minds about continuity; and continuity, to 
make it intelligible, is now explained in terms of discontinuity— 
that is, of counting. By counting infinity is made comprehensible, 
like an infinite perspective collected upon the narrow space of the 
retina, aS m sequence of converging increments—countless in their 
number but countable in their sum or effect. 

Counting by samples is another name for the theory of statistics, 
of averages, with their ramifications of probability, without which 
matters so disparate as life insurance and the kinetic theory of guses 
would be equally unmanageable. 


I need not labor my point. In counting the stars you have to 
count a sum of which you can not tell in advance whether it will 
prove infinite or finite; you have to count by samples; you have. 
to count by receding steps or grades as far as you ean and then: 
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infer the continuation; and, if these grades are meorrectly or debat- 
ably demarcated from one another, your results are liable to such 
enormous uncertainties that they can hardly be held to add anything 
to knowledge. To have performed this counting, as I believe it 
has been effectively and securely performed, is, in my judgment, 
a very great feat, one that would appropriately be taken as a land- 
mark in the history of the mind; and I do not think TI detract 
from this at all if I say that those who have actually done the work 
would not lay claim to more than to have well and truly performed 
a straightforward task by established methods. None the Teas, it 
marks a stage, a fact among many sUrmises, an achievement aInone 
many attempts. 

Counting the stars is nothing else than the method of Herschel’s 
star gauges supplemented by a due consideration of ‘all the diffi-. 
culties which he overstepped by intrepid assumptions. When Her- 
schel set up his 20-foot reflector of 18-inch aperture it was mounted 
vertically in the meridian with a sweep of a little more than 2)”, 
and he surveyed the sky in zones of declination, taking everything 
that came by, and, in particular, counting the density of the fields.’ 
These counts were the bases of his papers on the “ Construction of 
the heavens.” which showed that the sun was roughly in the’ center 
of an irregular disk-shaped universe of stars, researches that T have 
heard Sir David Gill describe as “almost inspired.” | But, if he was 
inspired, like other prophetic writers, we have to repose’ upon his 
genius, for criticism spoils him. It will not do now to tell us that 
a seventh-magnitude star may be generally taken aa seven times as 
distant as a first-magnitude star. In the first place, pperiteesic = is 
astray—25 times would be more defensible—but, in the second, 
though we know that distance must raise magnitude, generally aioe: 
ing, we are quite unable to verify the connection. But, most of 
all, though Herschel “looked farther into heaven than any than 
before him.” for this purpose he did net look nearly far enough. 
His statement that in a field of 15’ diameter he counted some 70 
or 80 stars, with occasional fields very much denser, would indicate 
that he reached to the thirteenth or fourteenth magnitude. ‘The 
fifteenth magnitude more than doubles the fourteenth, the sixteenth 
nearly doubles the fifteenth, the seventeenth nearly doubles the six- 
teenth. How does the progression continue! Does it go on forever?” 
Does it go on even as far ns we can see! 

No real advance wpon Herschel’s gauges could be made without: 
photography, both becanse the record is permanent and so leaves 
you time to connt and also because the faintness of the stars that 
you can reach is almost unlimited. 

Let me now leave reneralities and give you, as succinctly as pos- 
sible, some details of the work I am describing. 
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The instrument consisted of a 10-inch lens of 45-inch focus, with 
& 6-inch lens of 27-inch focus, mounted, together with guiding tele- 
scopes, upon an equatorial mounting of the English pattern. 

With the 10-inch lens, 17° by 17° upon the sky are depicted upon a 
plate 15 inches square, and to cover the whole sky upon this scale 206 
plates were requisite, The exposure of each plate was 2 hours or 2 
hours 20 minutes, so as to reach the faint stars. Northern plates 
were taken at Mervel Hill, near London; the southern at the Cape 
and afterwards retaken at Johannesburg. 

There are certain defects in every lens which are practically in- 
curable when a wide-angle field is desired, namely, curvature of the 
field and astigmatism or replacement of a point-image by two line 
condensations at different distances from the lens. It is the art of 
the lens maker and of the Jens user to split the residual errors in the 

I show two slides taken from the same plate. The first. shows the 
center, with images perfectly round, small, and defined. The second 
shows the corner. You see the elongations in two perpendicular di- 
rections succeeding one another separated by forms that suggest 
flights of beetles. That these forms are so little pronounced at some 
10° from the center is the proof of the excellence of lens, focussing, 
and guiding. It is the practice to suppress them somewhat by sac- 
rificing almost imperceptibly the definition at the center, so that the 
smallest images are actually not at the center, but half or two-third 
the radius away. 

But this enlargement of image means diffusion of light, so that the 
instrument is less sensitive and the stars recorded are less numerous 
at the margin of the field than at the best focus, In matters of count- 
ing this is very important, because it would produce a systematic 
deviation. Accordingly, the average amount of this deviation wag 
ce TT ol anal allowed for. 

It was proposed to count a sufficient number of plates to determine 
the number of stars, zone by zone, in each of eight zones of galactic 
latitude, Actually 30 plates were employed. They are all in the 
northern hemisphere, but lie both north and south of the galactia 
equator. In each count it was proposed to determine the number of 
stars of each separate magnitude, and here arose one of the most cru- 
cial, as well as difficult, points. The magnitudes recorded ranged down 
to the seventeenth, or nearly to the ten-millionth of the brightness of 
a first magnitude star. It was necessary to have the scale of Inagni- 
tude correct over this wide space, because any deviation would hera 
again become systematic, and, altering the number of stars in each 
grade, would altogether distort the estimated total of the vast num- 
ber of those beyond the reach of counting, You will understand how 
difficult it was to establish an absolute magnitude scale when the 
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limiting brightness of stars recorded varies upon each plate with the 
purity of sky and the elevation above the horizon. I will only allude 
to this difficulty and say that a scale was determined and was applied 
to each plate in a way that is practically beyond criticism. Standard 
specimens of the results were photographed within the eyepiece of 
the measuring microscope for comparison with the plates and were 
used for the estimation of the magnitudes of all the stars. The count- 
ing then proceeded. Two computers were employed on the work and 
it occupied them for two years. Suecess depended very much on 
skill: After the counting had proceeded for a few weeks one of the 
earlier plates was recounted and the number of stars detected was in- 
creased by 50 per cent, The whole of these early plates were there- 
fore repeated and, fortunately for finality, subsequent practice did 
not increase the numbers any more. Only the magnitudes from the 
twelfth to the seventeenth were counted, as the material was already 
available for staré brighter than the twelfth. These were found 
partly in some counts made ut Harvard of stars from magnitude 2 to 
4.5, partly in some counts of Schwarzschild for magnitude 5 to 7.5, but 
chiefly from the Greenwich Astrographic Catalogue from magnitude 
9 to 12.5, and a special Greenwich photometry with the Franklin- 
Adams 6-inch lens for magnitude 6.5 to $.0. The standard bases of 
all these, I need hardly say, were most carefully brought into adjust- 
ment. The results of this laborious work are contained in a table. 
(A diagram representing the table was shown on the screen.) 2,, is 
the number of stars of magnitude m and brighter in each zone; its 
logarithm is charted here in place of the number in order to make the 
diagram more compact. In this diagram is contained the net out- 
come of the counts, the distribution of stars, zone by zone, for every 
magnitude. 

All the eight curves, representing the eight zones, are independent, 
and their similarity, which strikes us at once, is convincing proof 
of their reliability. They tell us that in every zone the proportion 
of stars of the various magnitudes is the same, as far as the eye can 
follow. If we look closely into the numbers it appears that there 
is perceptible a slight gradual increase of the proportion of the 
fuinter stars as the galaxy is approached. Beyond this there is a 
gradual increase in density in the whole number of stars in the zones, 
so that at the equator of the galaxy it is three times as dense as at the 
' poles. The progress is quite gradual over the whole sky, The 
galaxy does not produce a sudden rise in the numbers, and simply 
drops into the statistical register of the whole. Statistically, in spite 
of the striking contrasts you have seen, the “ divine disorder” of the 
heavens, there are no other features than this, a gradual condensation 
amounting at the limit to threefold toward the galaxy accompanied 








yma ees ~~ i ~~ — | ee a a) = F 





a, 





Sy aslight's relative increase of the een of the fainter stars. 
‘That is, the statistical description of the distribution of the stars 
when attention is diverted from their random features. | 

Passing now from the distribution in zones to the question of the 
total number of stars, the table below exhibits the data before us: 

We see that as we take in successively the second, third, down to 
the seventeenth magnitude, the proportionate increase of numbers, 
which is at first three per magnitude, falls progressively until at the 
seventeenth it is less than two. 

Phe this it is almost wholly a matter of inference, but the 

assion is so steady that Mr. Chapman and Mr. Melotte have 








retaand it to a formula which, within the ascertained range, admits: 


of very little latitude, and shows that at about the twenty-third or 
twenty-fourth magnitude we should have reached one-half of the 
total, and that this total would lie between one and two thousand 
millions. 

I say it ig a matter of inference, because hardly any material was 
available to carry on the counts. Two plates, however, were forth- 
coming, « one by that keen observer, Mr. D'Esterre, and one from 
Mount Wilson, and these when counted confirmed the forecast num- 


bers in reassuring fashion beyond the twentieth magnitude—that 


is to say, down to stars 100 million times as faint as those of the 


Numbers and equiralent light of the afters, 
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There is the result, between one and two thousand millions—I sup- 
pose somewhere about 4s many as the people on the globe. T confess 
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to a feeling of a kind of relief i in finding that the total is measurable 
and, comparatively speaking, moderate. 

Tt may be well to add a few sentences in consideration of the 
validity of the conclusion, which is and must remain, an extrapola- 
tion beyond knowledge, a ‘summation to infinity of a series not com- 
pletely known. 

We begin by admitting that we are dealing only with the sensible 
universe. There may be dark stars; in fact, we know that there are, 
because some of them have been detected in occulting the bright ones, 
as in the case of Algol. Naturally these are not counted. Nor do we 
reckon with the possible presence of absorbent matter in space, by 
which the magnitudes of all the stars seen would recede progressively, 
so that at the end of the series their light would be extinguished. 
Nor do we profess to unravel the details of globular clusters—we 
ean not do everything. For that matter, there is infinite detail in a 
drop of blood or an atom of gas. We take the stars as we find them. 
The relevant question is the possibility of a sudden break or a gradual 
ehange in the progression after the 20 terms that have been so care- 
fully examined. 

There would seem to be a certain kind of control in the total light 
received, but this proves illusory. 

The total of starlight is a sensible amount, but it is very small. 
The table shown above is taken from a paper by Mr. Chapman. It 
shows that for the ascertained magnitude up to the twentieth the 
total light emitted is equivalent to 687 first-magnitude stars, which 
again has been put as equal to the hundredth part of full moonlight. 
If we include all the remaining stars, following the formula, the 
equivalent addition would be only three more first-magnitude stars. 
But this tells us very little, for if the progression were so altered 
that the total number were infinite the total light could easily still 
he finite, owing to the reducing effect of higher magnitude. 

We leave off our summation at a point where each additional mag- 
nitude is adding more stars than the last. If this went on the number 
would be infinite. But, according to the formula, between the twenty- 
third and twenty-fourth magnitudes there is a turning point, after 
which each new magnitude adds less than before. The actual counts 
have been carried so near this turning point that there is no reason- 
able doubt of its existence. Given its existence, the number of stars 
is at least finite. That is a conclusion that I regard as open to very 
little doubt. As to the value of the sum, naturally we can be less 
positive. But all the indications of the earlier terms must be mis- 
leading if the margin between one and two thousand millions is not 
enough to cover the whole. 

Tt is sometimes said that the British amateur astronomer, to 
whom in the past so much enterprising construction and so much 





192 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916, 


sound and brilliant observation is due, has disappeared. No doubt 
the growth of organization continues to add strength proportionately 
to the great observatories, I imagine that the number of excellent 


amateurs to be found at any one time was never large. While we can 


produce men like Mr. George Higgs or Mr. Franklin-Adams, whom 
unhappily we have lately lost, or Mr, D’Esterre, who happily is with 
us, we need not be anxious. Prof. Hale—himeelf, like Herschel and 
Gill, an amateur turned professional—once defined an amnteur as a 
man who pursued sstronomy because he could not help it. Mr. 
Franklin-Adams satisfied this test, Sir David Gill tells how, in 
1908, he came to the Cape with the “ incongruous double purpose” 
of curing the rheumatism and neuritis, which at that time almost 
incapacitated him, and of photographing the southern heavens. 
While the moon shone he retired to the sanatorium at Caledon, and 
at the end of a fortnight, against the best advice, he would emerge 
fo sit up at nights and expose his plates. He has left the world a 
great gift and happily has placed it in trust with the best possible 
hands, those of Greenwich Observatory, and it has been dealt with 
there as it deserves, with the unassuming seen that so well be- 
comes that great house, by the astronomer royal, Mr. Chapman, and 
Mr. Melotte. We can not dispense with discussion aa with theory, 
and I would be the last to depreciate them, but I think you will feel 
we always owe a special debt of gratitude and affection to the inde- 
fatigable, the truth-loving race of observers, 
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GON REPORT NOISE*—ACTION OF THE MAXIM SIL 
LENCER AND THE DIFFERENCE BETWEEN REPORT 
NOISE AND BULLET-FLIGHT NOISE EXPLAINED. 


By Higam FPenmcy Maxim. 


[With T plates] 


When a gun ts discharged it is the common idea that there is a 
single noise heard—the report noise, That such is not the case, and 
that there are two entirely separate and distinct noises has been 
proved in a very interesting manner by the advent of the Maxim 
silencer. The history of the research ‘work which led up to this 
device is very instructive and well worth recording. 

When the work was undertaken, at the beginning the object was 
to annul report noise so that concealment of position, partly attained 
by smokeless powder, would be completed. When the firing line be- 
came invisible there was only left the report noise to indicate its 
position and also its strength or number of guns. 

To attain this object, it was thought only necessary to check the 
suddenness of the release of the high pressure powder gases into the 
atmosphere. This pressure, in the caliber 30 United States service 
Springfield rifle, was approximately 10,000 pounds per square inch, 
when the base of the bullet emerged from the barrel muzzle. A de- 
vice must be found which would present an unobstructed path for the 
bullet, but this path must not be available to the gas, at least easily. 

The search for a path which would give a bullet an absolutely un- 
impaired passage, and yet would check gas at 10,000 pounds pressure 
per square inch, was a long one. For a year it persisted without 
results. Its successful ending came in a very interesting though 
extremely prosaic manner. The essential element was a hole which 
would be pervious to a rifle bullet but impervious to high-pressure 
gas. One morning, after taking a bath and pulling the plug in the 
tub drain hole, the water was given an accidental twist and tho 
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familiar little whirlpool was created. It attracted the eye and 
finally the mind, since there was a hole through which water was 
passing but slowly, notwithstanding the fact that the drain plug 
was removed. In a flash the analogy was apparent. It was obvions 
that centrifugal force prevented the water from passing through the 
hole rapidly. If the powder gases in a gun were given the same 
vigorous whirling action, they would also acquire centrifugal force, 
and, if their outlet hole were located at or approximately at the 
center, they would exit relatively gradually, They simply could not 
exit until they had slowed down at least a little. The search was 
ended. 

A little gas whirling device was quickly made and adjusted to the 
barrel of a rifle and the first shot fired was the first quiet rifle shot 
ever discharged from a high-power rifle. 

When shooting was done in several different places, it begun to 
be apparent that the noise depended upon the place, at least when a 
high-power rifle was used. It seemed to be impossible to eliminate a 
certain sharp “erack.” The character of this crack was similar to a 
whiplash crack. It was entirely different from the more dull boom 
of the report. By accident it was found one day that this “crack” 
noise existed 1 long way down the range. A listener located at the 
500-yard mark on a 1,000-yard range, detected the crack noise ap- 
parently overhead. This indicated immediately that it was con- 
nected with the bullet flight in some manner and was entirely sepa- 
rate and apart from the report noise. 

Tests were made to bring out additional facts, and some of these 
are instructive. Tt was suspected that the bullet flight created a 
bow wave, creating a little zone of compressed air which moved out 
from the trajectory, and that this wave was heard by reflection, The 
person shooting the gun always heard a different noise from the per- 
son located at a distant point down the range. A terrain was selected 
on the extensive meadows on the Connecticut River bank below 
Hartford, where a series of clumps of bushes and small trees existed. 
There were three separate clumps in front of which the bullet from 
# Springfield service rifle could be made to pass. When the gun was 
fired, the listener nt the gun heard three separate sharp cracks, and 
a low rattle of many minor cracks, This pointed fairly conclusively 
to the fact that the bow wave was reflected back from each of these 
chimps, and separate noises were heard from each, because they were 
separated by enough distance to give a distinguishable interval. 

It was then thought that firing down a railroad track which ran 
itlorig the open meadow, and had telegraph poles at regular intervals, 
would give a good test. This was done, and the result was a rapid 
succession of cracks, just as had been anticipated. 
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Then it occurred to the writer that if he could find a place to 
shoot where there would be no object from which reflection could 
occur, he ought to secure quiet shooting. It seemed a dificult condi- 
tion to find until he bethought himself of getting up on a knoll away 
from trees and other objects and shooting straight up into the air. 
There would be no objects up in the air to reflect back the bow wave, 
and, if the theory were correct, such shooting should be almost. en- 
tirely quiet. It was with much interest that a suitable place was 
searched out. One was finally found, and the first firings were felt to 
be of great moment. The first shot told the story, for the only noise 
was the puff of gas from the silencer, which sounded very soft and 
low. There was absolutely no bullet flight sound heard, The bow 
wave went on and on and never returned. 

The next thing was to locate the limits of this bullet flight noise. 
It evidently persisted in certain guns while in others it never oc- 
curred, while in still others it occasionally occurred. Bullets from 
various cartridges were fired and it very soon developed that when 
the bullet velocity reached the velocity of «a sound wave, the crack 
became noticeable. When the bullet velocity fell below the velocity 
of sound, there was no crack noise. The velocity of sound then ap- 
peared to be the critical point above which the ordinary bullet could 
never be fired quietly. It developed that the .22 caliber amokeless 
cartridges, except in the case of the long, gave quiet shooting, be- 
cause their velocity was below 1,085 feet per second. The long 
cartridge appeared in some cases to be above this velocity though 
not always. There was evidently un-uniformity. The long rifle 
cartridge was always beautifully quiet, as was of course also the 
short cartridge. The 22 W. R. F. cartridge, which is a special 
high power, seemed to be just on the critical line. For example, in 
a box of 50 cartridges, about half would shoot without bullet flight 
noise, whereas the other half would make a loud crack. With all the 
larger caliber regular cartridges bullet flight noise occurred. By 
using special loads, they all gave quiet shooting. In some cases 
very heavy bullets were used, and the striking energy maintained in 
spite of the lower velocity. The reduced velocity of course reduced 
the distance at which accurate shooting could be accomplished. Two 
hundred yards always was possible, however, with bullet velocity of 
1,000 feet per second, which is well inside of the critical point. 

Before the question was considered settled, it was thought neces- 
sary to make various shaped bullets. Some were made of approxi- 
mately perfect stream line shape. Others were made with a central 
hole all the way through the bullet, A copper gas check was used 
over the base when firing, and this fell off as soon as a bullet left the 
gun barrel. There never was a single piece of evidence upon which 
to hang a theory that the noise was in the slightest degree altered. 
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Then came the desire to actually see this peculiar manifestation 
and, incidentally, to conclusively prove the silencer. It was always 
a bit difficult to prove to the ordinary mind that the noise heard when 
shooting a rifle equipped with a silencer was made out in the air 
beyond the silencer and that the latter should not be held accountable. 

The United States Navy, through their Ordnance Department, 
produced the best photographs which have been taken. These were 
made by mounting the gun in a dark room and setting up the camera 
with an open shutter along the line ef bullet flight. Two wires lead- 
ing from an electric condenser were dropped down directly beside 
the trajectory so that the bullet would short circuit these wires when 
it passed and create a spark, the duration of which wag of radin 
frequency, possibly something approximately one five hundred 
thousandths of a second. This almost infinitely short exposure gave 
a clear photograph of the bullet and the variation in density of the 
air in the bow wave caused a variation in the refraction of the light, 
causing less light to fall where the pressure was high and more light 
where the pressure was low. Beautiful pictures of the noises made 
when the gun is discharged were obtained. Some of these are shown 
herewith. <A series were taken showing the noises when the Service 
rifle without silencer was fired and another series with the silencer. 
In the former, the report noise is shown, the birth of the bullet flight 
noise, and the bullet itself. In the latter the entire absence of report 
noise 1s shown and the very high efficiency of the silencer dem- 

Plate 1 (photo T) represents the condition existing immediately 
following the emerging of the bullet at the muzzle of the Springfield 
rifle without silencer. The two vertical wires are shown and the 
bullet is enveloped in the mass of powder gases and can not he seen. 
The first wave appears to be made from a rush of air out of the 
muzzle and the main report noise wave is shown just back of it, 
being the broad dark line, irregular in places. 

Plate 2 (photo J) represents conditions just a bit later. The bullet 
has emerged from a cloud of powder gases and has just begun the 
ereation of its bow wave. It is shown puncturing the main report 
noise which shows particularly strotig in this picture. By looking 
carefully the noise waves set up by flying particles of unburned 
emokeless powder can be seen. 

Plate 3 (photo N) represents conditions still later and out beyond 
the disturbance of the blast of gas from the muzzle. The bullet flight 
bow wave has developed further and the greater velocity of the 
bullet over the report noise wave is very well shown. Tt is not plain 
at this time why the main report wave should be divided at the rear 
of the bullet, This completes the series of photographs taken with- 
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Plate 4 (photo A) represents the first picture with silencer on the 
rifle. The bullet is shown emerging from the muzzle of the silencer, 
the bow wave of bullet flight noise is shown and there is aE 
no sign of any report noise. Indeed, there seems to be no disturb: 
created at all except the bow wave rae the bullet. 

Plate 5 (photo B) represents the conditions just a bit later. The 
bow wave and also a stern wave from the bullet is shown, the dis- 
charge from the silencer, but absolutely no report wave. 

Plate 6 (photo E) represents a still later period, the bow wave 
heing distinctly shown and the wake of the bullet. The stern wave 
has begun to disappear, for what reason it is not quite plain. 

Plate T (photo F) represents o still later time and the wake of 
the bullet is the principle point of interest. This seems to partake 
of a spiral motion. The bow wave and the remnants of the stern 
wave are shown, but no report wave. 

Having now shown the conditions existing at the muzzle of a fire- 
arm, equipped with a Maxim silencer, and proving as conclusively as 
seems possible that the noise of the gun is eliminated and that the 
only noise remaining is the bullet flight, we may ask the practical 
results. These have been very carefully studied from every imagin- 
able angle. Field tests, accuracy tests, and tests at night have been 
conducted officially by war departments with bodies of troops 
equipped with silencers. Briefly summarized, these amount to the 
following: 

1. The most important advantage on a shoulder rifle seems to be 
the diminution of sound on one’s own firing line, which permits 
officers’s commands to be heard during periods of the most rapid and 
concentrated fire. Without the silencer the human voice can not be 
heard. 

2. The concealment of position of the firing line and the conceal- 
ment of the number of guns comprising it. This is a natural advan- 
tage which might be imagined. 

3. Improvement in marksmanship because of reducing the tend- 
ency to flinch. The elimination of the concussion entirely and the 
reduction of the recoil by 50 per cent makes the modern military 
rifle a much more gentle gun, and the rank and file in innumerable 
military tests always make higher scores than with the bare rifle. 

4, Elimination of muzzle flash at night makes location of the 
shooter invisible. This is supposed to constitute an important mili- 
tary advantage. 

The aspects of a quiet shooting firearm in the case of assassins is 
of interest. We have seen that we can not secure quiet aooline 
unless we have bullet velocity below 1,085 feet per second. Except 
in 22-caliber this requires specially loaded cartridges for all calibers. 
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‘ is ibe w case of ‘he Batersatic pistol it is almost an impossibility to 
attach the silencer and moreover the almost instantaneous opening 
he empty shell enough to cause a jam. So we can not expect to see 

the: auto pistol silenced as things stand to-day. The assassin 
will have to design a small arm with a breech nec am constructed 















device. ‘Such a weapon does not exist at the present time. 
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‘the breech permits a back blow and usually upsets the ejection of 


5 on the lines of a rifle if he is to take advantage ‘of any silencing 
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MOLECULAR STRUCTURE AND LIFE. 


By AmM& Prete, 
Professor of Chemiatry at the Caliveraity of Genera, 


Of all the problems of nature the one deserving the most intense 
interest is undoubtedly that of life. Its solution concerns at the 
same time the whole range of natural and physical sciences, and it 
deserves to become the objective of all the exhaustive methods of 
research now at their disposal. And yet among the sciences bio- 
chemistry is the principal one upon which falls the task of this re- 
search. In fact, it is not at all doubtful that, if not life itself, at 
least the phenomena that it manifests in living things may be en- 
tirely of chemical origin. 

But biochemistry itself is based on pure organic chemistry. In 
fact the fundamental condition for intelligently interpreting a 
phenomenon is to have exact knowledge of the agency by which it 
is unfolded. Now, it is the function of organic chemistry to supply 
ws in this particular case with this knowledge by establishing the 

nature of the materials of which living things are composed. 

To separate, to purify, to characterize, to analyze the innumer- 
able compounds derived from animals and plants have been the pri- 
mary objects of organic chemistry. But it has not stopped there; 
it has pushed on further to learn what may be called the constitution 


of these bodies: that is to say, the actual architecture of their mole- 


cules, the exact place that each of their atoms occupies, and the rela- 
tions that those atoms bear to one another. It has succeeded in the 
great majority of cases, thereby accomplishing an immense task that 
may rightly be regarded as one of the most remarkable achievements 
of human intelligence up to the present time. 

T hasten to add that the enormous amount of Inbor that these 
researches have required has not had its source alone in that specn- 
lative interest connected with all new knowledge: Chemists who 
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have broken up all the organic molecules, who have identified the 
constructive plan of these minute edifices, have been urged on by two 
other motives of a far more immediate import, 

The first motive is the attractiveness of synthesis. It is acknowl- 
edged that the artificial reproduction of a natural compound can 
be brought about only when the composition of that natural com- 
pound is known in its minutest details, Whenever an attempt is 
made to proceed in any other way, to put the cart before the horse, 
as they say, and to work haphazard, the result is invariably a failure, 
The latest example of this is the fruitless attempts to make artificial 
rubber. 

In the second place chemists have given their close attention to 
questions of composition because they are not slow to recognize the 
fundamental fact that all the properties of organic com pounds— 
‘physical, chemical, and physiological—stand in intimate relation 
to this composition. It is not the quantity nor the nature of the 
materials employed in the construction of a building that makes of 
it a church, a theater, or a railway station, In the same way it is 
neither the specific kind nor the number of the atoms of a molecule 
that makes of an organic compound a coloring material, an anti- 
septic, or a perfume; it is simply the way in which the atoms are 
grouped one with the other, To know this method of rrouping will 
be to possess the means of preparing at will and ut one stroke any 
given new compound with predetermined properties. 

A mass of relations of the highest interest between the com posi- 
tion and certain properties of substances have thus been established, 
such as their color, their staining quality, their density, their flavor, 
their polarization, their therapeutic action. ete. But all branches 
of this study have not been explored; in particular, no attempt has 
yet been made to connect their biological properties with the struc- 
ture of molecules, 

This is the subject that I should like to discuss at this time, and I 
begin by limiting it to the three following questions: 

(1) Is there a relation between the chemical composition of a 
substance and the part it plays in the interior of a living organism? 

_ (2) Is there a condition of molecular structure Which makes a 
substance useful, inactive, or harmful in sustaining life, which 
makes it a food or a poison? 

(3) Is there a like condition by which the material of « living 
cell is distinguished from that of the same cell when dead: in other 
words, does death result in changing the architecture of the mole. 
cules? 

Before answering these questions it seems desirable to specify 
clearly with what particular phase of the theory of constitution my 
discussion will have to do and be assured I shall limit myself to 
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what is strictly necessary. It will be sulficient for the purpose of 
my demonstration to bring to your attention the principle of organic 

As the result of 50 years of patient researches it has been ascer- 
tained that the approximately 200,000 organic compounds now 
known, however great their diversity, belong, from the viewpoint 
of their molecular structure, to only two types. 

In the first type, the atoms of which they are formed, whether 
saturated or unsaturated compounds, are joined in a nearly recti- 
linear chain of greater or less length. The central part of the mole- 
enle forms a sort of vertebral column to which in turn other atomic 
groups are joined laterally. 

In the second type these same atoms are joined under the influence 
of similar attractive forces, but form closed chains. The structure 
of the molecule is now not a string of atoms but a ring. And on this 
ring similar circular groups are applied just as the tissues of a fruit 
are built up on its stone or kernel. 

Hence we have the distinction between compounds with open 
chains and those with cyclic radicals. This distinction lies at the 
very foundation of organic classification. It corresponds, for ex- 
ample, to what in zoology is the division between vertebrates and 
invertebrates, and is not without analogy to it, for it is founded on 
the conformation of the structure and on the symmetry of the being, 
whether it be an animal or a molecule. 

From a theoretic point of view the two great classes of organic 
compounds aré separated by a great gap. But this is not insupera- 
ble. In many cases, by suitable reactions, it is possible to act on the 
molecules of substances in such a way as to close an open chain 
(cyclisation) or to break a closed chain (cyclolyse). Thus it is possi- 
ble to pass experimentally from one type to the other. 

It is true that this transition is incomparably easier in one case 
than in the other. One of the characteristics of the closed chains is 
their stability, considerable chemical energy being always required 
to disorganize them. On the other hand, cyclisation is more easily 
effected, although it demands a certain degree of energy, required 
for the bending of the rectilinear chain and the welding of its ter- 
minal atoms, What are the forms of energy needed to produce this 
result! 

In the first place is heat. Berthelot first showed this by passing 
through red-hot tubes an entire series of open-chain substances. 


‘He thus obtained numerous cyclic compounds, and in particular the 


greater part of those that in combination constitute coal tar, a by- 
product of gas manufacture from which the modern chemist has ob- 
tained so many valuable derivatives. On the basis of these experi- 
ments, Berthelot likewise founded his well-known theory of the 
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formation of coal tar. According to this theory, coal in course of 
distillation is decomposed into very simple gaseous products with 
open-chain molecules, and these products by impact with the sides 
of the heated retort undergo cyclisation. We shall see hereafter what 
estimate should be given to this explanation. 

But the cyclic compounds are found not in coal tar alone; they 
are met with in substances which have never been subjected to the 
action of great heat, such as petroleum. They are found above all 
in abundance in living organisms and, in particular, in plants. Here 
the agent causing the cyclisation is no longer heat energy, and a 
further search will be necessary to determine what it is: 

First, however, permit me to make an observation. From what I 
said awhile ago it might appear that the properties of an organic 
compound must differ completely according to whether that com- 
pound belongs to the class of bodies with open chains or to those of 
eycho form. But investigations so far recorded show this is not 
always the case. In both groups are found alcohols, acids and bases, 
substances having taste or odor and others not, substances that are 
poisons, and others that are harmless. Chemical industry draws in- 
differently from either group ita perfumes and its explosives, and 
also its therapeutic medicines. Color alone seems to be found in 
connection with cyclic structure, and yet only to a limited extent. 

It might be concluded that these properties are but slightly or not 
at all influenced by the architectural structure of the molecule: that 
they depend essentially on the nature of the external groupings 
which encircle this structure and which appear to be the same in both 
eases. “This would be a strange fact. It is hard to understand how 
$0 essential a thing, from the theoretic viewpoint, as the structure of 
the molecule is not reflected in the fundamental properties of the 
material, But according to my personal observations this anomaly, 
which would be explicable, does not really exist. I believe I may, 
in a measure, affirm, on the contrary, that there is always a harmony 
in the fundamental properties of the material which are regulated 
by the nature, either cyclic or linear, of the molecular structure. 
These properties are the ones which come into play in all manifests- 
tions of life. It is this which I shall try to prove. 

In order to study vital phenomena in their greatest simplicity, 
they must be observed not only in animals but also in plants. Con- 
sider then the green plant, the organism upon which devolves the 
task of transforming the mineral substances it contains into organic 
materials, and finally into living matter, which the animal needs only 
to decompose and oxidize in order to utilize the energy that they 
contain in © potential state, : 

What is the mechanism of this marvelous synthesis? Our present 
knowledge is very imperfect; but we do know the intermediary prod- 
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ucts through which this takes place. These are the formic and 
glycolic aldehydes, sugars and starch, numerous vegetable acids, 
asparagin, glycerin, fats, lecithins. These substs nces exist in all 
plants. They are found in each living cell, together with the pro- 
teins which are essential constituents of protoplasm. They rightly 
appear then as the foods of this cell. 

However, if the constitution of these bodies be considered, the fact 
is striking that their molecules are made up only of open chains of 
atoms. None of them shows the cyclic structure. There is thus ob- 
served a fundamental relation between the constitution and the role 
of vegetable substances. All those that may be legitimately consid- 
ered as the direct and successive products of assimilation, all those 
that contribute to the building up and nourishment of living proto- 
plasms, belong to the first class of organic compounds. | 

But these substances are far from being the only ones that the 
vegetable kingdom furnishes us. Besides these the plant produces 
an infinite variety of others which human industry constantly 
searches for, not only to utilize them as foods, but also to profit by 
any of their other properties. Thus, for example, the great group 
of essential oils, turpentines, and camphors, many representatives of 
which constitute our perfumes or our highest prized condiments. 
There is also the long series of colorants and vegetable pigments, 
from chlorophyl to that interesting group of anthocyanins, or flower- 
pigments, the systematic study of which is being taken up by our 
former colleague, Willstitter. There are the various resins, the 
rubbers, the tannins, the glucosides, the various bitter or astringent 
principles. Finally, there are all those numerous nitrogenous and 
basic compounds grouped under the name of alkaloids and which, 
chiefly, becatise of their remarkable physiological action in the ant- 
mal organism, have furnished our most valuable medicines. Is 
the part that these substances play in the plant the same as that 
of compounds of the first category? It is generally believed other- 
wise. And yet many physiologists still accept it to-day and see in 
these substances reserve food materials that the plant will utilize 
when the time comes to build up its tissues. 

I do not at all share this view ond for the following reasons: 
These substances seem to me not at all like the first, that is, indis- 
pensable to the development of plants, since many plants do not have 
them. They are not found, as are the others, inclosed in the seeds 
or in the roots. They are never met with in the living cell, from 
which they seem to be excluded, but are mainly in the tissues or in 
special receptacles where they are localized and stored separate from 
the great tract of protein formation. They do not disappear but 
on the contrary are accumulated during the life of the plant. They 
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are, then, certainly not intermediary products in the building up of 
the living protoplasm. Search must be made elsewhere than in a 
process of assimilation for the origin of these compounds which, 
without nutritive value for the plant are, however, often produced 
by it in considerable quantities. What then is their origin and their 
signification ? 

Some years ago in connection with this subject I advanced an 
hypothesis relating specially to alkaloids. 

This hypothesis having been accepted with some favor, I extend 
it to-day to all compounds of the same character. I admit that, far 
from being products of assimilation, they are products of denutri- 
tion. They represent the losses of vegetal metabolism. They cor- 
respond to what among animals are urea, uric acid, glycocoll, biliary 
pigments, etc. It is, in fact, not conceivable that the biological syn- 
thesis of proteins, any more than synthetic operations in vitro ren- 
erally, could be made with a theoretical yield, without leaving some 
secondary products, some residues which could no longer be utilized. 
Sonversely, using the tissues, all the phenomena of assimilation and 
of combustion must produce in plants as well as in animals some 
corresponding losses, nitrogenous or otherwise. 

All these products are not simply useless, but they are injurious 
to the maintenance of life. They represent poisons from which the 
organisms of both kingdoms must be freed at any cost under penalty 
of toxication. The animal can do this by expelling them: but the 
plant, deprived of excretory organs, can do this only very imper- 
fectly. It must be content to retain them and is restricted to render- 
ing them inoffensive by keeping them outside of the vital circulation 
and preventing them from reentering the living cell from which they 
have been expelled and from exercising their toxic influence on the 
protoplasm. And we find that it does this, for the compounds in 
question are never found actually present in the interior of such cells. 
The cell wall thus becomes a sorting place of useful and poisonous 
substances; it is permeable to the first, impermeable to the second. 
Can an explanation be given of the mechanism that regulates this 
sorting? 

No physical characteristic (such as solubility, ionization, the col- 
loidal or crystalline state) distinguishes the two kinds of substances 
from each other. No difference in chemical composition exists be- 
tween them; they are formed of the same elements, which are those of 
protoplasm itself. It clearly follows, then, in my opinion, that only 
a difference of molecular structure can explain their opposite be- 
havior. Let us now see what is known of their constitution, 

Researches in this subject have led to the remarkable result, the 
final consequences of which are not yet known, that all these produets 
are cyclic compounds, The carbon atoms of the turpentines, of 
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camphors, and of tannins, the carbon and oxygen atoms of the 
anthocyanins, the carbon and nitrogen atoms of chlorophyll and of 
all the alkaloids, are uniformly joined in closed chains. 

We have seen that it is exactly the reverse with the nutritive sub- 
stances of the cell. I see plainly in this different disposition of the 
atoms the reason why the molecules of one group should penetrate 
the living cell, and why those of another group would be excluded. 
A straight wire will penetrate a narrow opening if introduced end- 
wise, but will not pass if made into a ring. Likewise the inter- 
molecular passages of the cellular walls permit the passage of the 
flexible strings of open chains while they oppose the entrance of the 
massive and rigid rings which form the cyclic molecules. 

Moreover the waste products of metabolism are primarily bodies 
with open chains, like the substances from which they are derived, It 
is therefore only after an impact that they acquire the cyclic structure 
which renders them inoffensive. There is here a reaction of the 
living plant against the toxic substances that it produces, and this 
reaction consists in a modification of the internal structure of these 
substances; the plant is defended against these poisons by cyclising 
them. There are therefore in the vegetal organism two parallel 
processes of synthesis, one which, reuniting the atoms by simple 
juxtaposition, forms the long open chains that will result in the 
formation of the complex molecule of the proteins, the other, carrying 
ona veritable street inspection, cleans the organism of all the detritus 
left over from the first synthesis, isolating all particles no longer 
available for constructive metabolism as well as those thrown off by 
destructive metabolism. 

This hypothesis, being announced, it remains to verify it by ex- 
periment and to show how cyclisation operates in the plant. This 
is What I now proceed to do, at least so far as it applies to the allka- 
loids. ‘Starting with the idea that, in organic synthesis, the best 
way to attain the end is to imitate nature, I have always sought in 
my attempts to artificially reproduce vegetable alkaloids to work 
under conditions as nearly as possible identical with those of the 
living plant. This idea has been followed in recent work in my 
laboratory by MM, Gams, Spengler, Kay, and Malinowski, and by 
Mile. Finkelstein work has been carried on upon the synthesis of 
berberine and » number of the alkaloids of opium. 

We have uniformly chosen as the starting point of our operations, 
on the one hand, such substances os are known to be formed in 
plants by the decomposition of the proteins, and, on the other hand, 
compounds, such as formaldehyde, which are derived in part from 
the carbonic acid of the air. In the condensation of these with each 
other we obtain certain cyclic alkaloids identical with those pro- 
duced in vegetable tissues, I have thus succeeded, in collaboration 
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with M. Chou, in directly obtaining certain alkaloids, hydrolyzing 
in vitro the albumens themselves in the presence of formaldehyde. 

It therefore seems well proved that the alkaloids have their origin 
in the plant by cyclisation of the products of decomposition of the 
proteins; and, by analogy, it is justifiable to attribute the 
origin to all similar compounds. 

In résumé, we observe a complete parallelism in the two grand 
divisions of organic compounds, between the form of their molecular 
structure and the role they play in the plant organism. Only com- 
pounds with open chains are capable of maintaining life in this 
orgunism, while compounds with closed chains, found in abundance 
in certain plants, are merely waste products, without nutritive 
value, rendered inactive by the fact of their cyclisation. An ideal 
plant ought to contain none ut all. But a serious objection is at 
once raised to this conclusion. Any chemist or botanist will make it. 
He will say: In the het of substances which, in the plant, do not 
contribute to the formation of its protoplasm, you have omitted the 
most important, cellulose, that material, morphologically indispen- 
sable, which, in all plants, forms the cell walls and ducts and plays 
a fundamental réle in the mechanical protection of the protoplasm 
by affording the covering needed for its organization into more or 
less rigid and resistant tissues. 

It seems indispensable, continues my opponent, that the substance 
upon which this function devolves should possess a chemical sta- 
bility sufficient to resist the multiple activities carried on within the 
plant. It must be independent of the general action of metabolism. 
If the ideas that you have developed are correct, they say, this 
independence would result from its molecular structure, and cellu- 
lose, like every other compound that the plant excludes from its 
vital activities, would possess the cyclic structure. But all chemical 
treatises place cellulose, as well as starch, among the open-chain 
compounds; and this fact alone is enough to overthrow the entire 
basis of your theory. 

I recognize that this objection would be unanswerable if it rested 
on solid ground; that is to say, on an exact knowledge of the con- 
stitution of cellulose. But this constitution has not yet been de- 
termined, and the analogy with starch is not enough to establish 
it. I believe, on the contrary, that cellulose should be far removed 
from starch in the dlacstfication and be placed among the com- 
pounds of cyclic structure. A series of experiments that I have 
carried on with MM. Ramseyer and Bouvier offer proof of what 

I advance. These experiments bring out the following consider- 
fear 

The chemical phenomena which cause the decomposition of the 
plant after its death vary according to the conditions in which 
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they take place. If the plant be left to itself in the open air its 
nitrogenous materials at once wndergo rapid putrefaction with the 
formation of ammonia, which is restored to the soil, and carbonic 
acid, which returns to the atmosphere. The nonnitrogenous mate- 
rials, and in particular cellulose, resist much longer, but they also 
finally disappear, due to a slow combustion of which the agent, 
either direct or indirect, is the oxygen of the air. 

If the dead plant, instead of being left in the open air, is more 
or less covered with earth, this action of the oxygen is retarded, 
and the formation of earth molds are aided, substances very little 
known from the viewpoint of chemistry but concerning which we 
do know they are products of the incomplete oxidation of cellu- 
lose and present some characteristics of phenol, that is, of eyeclic 
compounds. 

If, finally, these same vegetable materials are entirely protected 
from the action of the air, either by submersion in water or by being 
buried deep in the earth, as occurs in great geological displacements, 
they undergo none the less a slow transformation. But this is no 
longer an oxidation, it is a decomposition of a special character, the 
principles and agencies of which we do not know, although we do 
lmow perfectly the final products. These are our fossil fuels of 
various ages, as lignite and bituminous and anthracite coals, There 
is no doubt that in this instance it is cellulose which furnishes the 
essential material of coals. In this transformation the cellulose 
loses a part of its oxygen and hydrogen, and is consequently enriched 
in carbon. But this decomposition taking place at low temperature, 
affects only the periphery of the molecule; the carbon nucleus is not 
affected. It must therefore be admitted that the fundamental struc- 
ture is the same in coal as in cellulose, and that determining it in the 
former establishes it at the same time in the latter. 

Unfortunately, though coal has been used for two centuries as a 
fuel, though for a hundred years there have been obtained from it by 
distillation three products of such great industrial importance as 
illuminating gas, coal tar, and coke, yet there remains an almost total 
ignorance of its chemical nature. Can you infer its nature from the 
products of this distillation! It is known, as I have said, that coal 
tar is formed exclusively of cyclic compounds, It is the same with 
coke, The fact that it furnishes aromatic acids by distillation as- 
sures us that the atoms of carbon which compose it are united in 
closed chains. Can it be said that the same structure may be at- 
tributed to the materials as to their derivatives? Such on inference 
would seem to be absolutely unjustified, because during the distilla- 
tion of coal these materials have been subjected to temperatures of 
80° to 1,000°, and we are told by Berthelot’s experiments that these 
temperatures are the cause of the cyclisation of all the open chains. 
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To avoid the force of this objection, it would be necessary to elimi- 
nate the cyclising action of heat during the decomposition of coal. 
This is what I have attempted to do with the assistance of my two 
expert collaborators. In operating the distillation of coal in vacuo, 
so as not to admit of an increase in temperature above 450°, we ob- 
tained a special coal tar and a new kind of coke. But in studying 
this vacuum coal tar and coke we have assured ourselves that each 
of them, like ordmary coal tar and coke, are exclusively of cyclic 
nature. We conclude from this that the cyclic compounds. pre- 
exist in coal and certainly form its major part. From these ex- 
perimental results there follow, in our opinion, the three following 
conclusions: 

(1) Berthelot’s theory of the formation of con! tar can not be con- 
sidered as accurately interpreting the facts. All the derivatives of 
coal tar which chemical industry has utilized in such a brilliant man- 
ner, are no longer believed, as formerly, products of heat action. It 
is not at all to the heat of the gas jets that is due their well-known 
aromatic radical so rich in valuable properties. This radical al- 
ready existed though in a more hydrogenated condition, in the 
plants of the carboniferous age. All chemistry of the aromatic com- 
pounds thus owes a dependence on plant chemistry. 

(2) Vacuum coal tar is in reality nothing more than petroleum, 
having its odor, density, fluorescence, and weak rotatory power. All 
the definite compounds that we have derived from it are found to be 
identical. with those other compounds isolated from the petroleums 
of Canada, California, and Galicia. We therefore verify for the first 
time, a relation of a chemical order between these two natural prod- 
nets of such high importance, coal and petroleum. Does this rela- 
tion imply 4 common origin, and can it serve as an argument for those 
who claim that petroleum, like coal, is of plant origin? For my part 
T believe so, but to enter into a discussion of that point would be too 
far from my subject. 

(3) If coal, as we believe we have demonstrated, is formed of 4 
mixture of cyclic substances, one could hardly fail to attribute the 
same structure to cellulose, which, of all the substances contained in 
plants, is the one that plays the greatest part in the formation of 
coal. The objection that my opponents would make in this respect 
therefore falls and my hypothesis conversely finds a new example for 
its support. 

With one span we will now bridge the entire distance separating 
the first products of plant assimilation from its final product, 
namely, living matter. And it should be understood at the outset 
that I employ this term “living matter” only as an abbreviation, 
and toavoid longcircumlocution. You should not, in reality, attribute 
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life to the matter itself; it has not, it can not have both living mole- 
cules nnd dead molecules. Life requires an organization, which is 
that of cellular structure, but it remains, in contradistinction to it, 
outside the domain of strict chemistry. 

It is none the less true that the content of a living cell must differ 
in its chemical nature from the content of a dead cell. It is entirely 
from this point of view that the phenomenon of life pertains to my 
subject. It is therefore from this view point that it remains for me 
to examine whether the ideas I have presented can be used for its 
interpretation. 

A living cell, both in its chemical composition and in its morpho- 
logical structure, is an organism of extraordinary complexity. The 
protoplasm that it incloses is a mixture of very diverse substances. 
But if there be set aside on the one hand those substances which are 
in process of assimilation and on the other those which are the by- 
products of nutrition, and which are in process of elimination, there 
remains only the protein or albuminous substances, and these must 
be considered, if not the essential factor of life, at least the theater 
of its manifestations. These alone, in fact, possess those two emi- 
nently vital faculties of building up their molecules within the cell 
itself and of reacting to the slightest influences of a physical, chemi- 
cal, or mechanical nature. They are therefore classified among the 
most reactive organic compounds that we know, and it is their very 
reactivity which makes them the supporters of vital phenomena. 
During the life of the cell they are in a state of perpetual transfor- 

mation, and are found in a state of stable equilibrium only upon the 
death of the cell: or, better to say, this death is only the result of the 
stabilization of the protein molecules. 

Ts this stabilization a chemical process, in the sense that it brings 
about a modification of the molecular structure? To ascertain if 
such be the case, and what this modification is, tt is necessary to 
know the constitution of both living albumen and dead albumen. 
Chemistry, however, is totally ignorant, or nearly so, of the consti- 
tution of living albumen, for chemical methods of investigation at 
the very outset kill the living cell. The slightest rise in temperature, 
contact with the solvent, the very powerful effect of even the mildest 
reactions cause the transformation that needs to be prevented, and 
the chemist has nothing left but dead albumen. 

Tt is therefore only dead albumen that chemistry hae been able to 
study. Thanks to the investigations of a host of eminent men of 
science, we now know, if not in all its details, at least In great part, 
the constitution of the albumens. It is known in particular from the 
special point of view that occupies our attention, that the extremely 
complex molecule of these bodies is formed of an assemblage of a 
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very great number of chains, some of which are formed wholly of 
carbon atoms, others of atoms of carbon and of nitrogen, but which 
for the most part are of closed chnins. The albumens obtained from 
dead tissues are therefore of cyclic structure. 

Is it the same with those albumens which still form an integral 
part of living protoplasm; and how do we know this? A very inter- 
esting observation of Loew will be offered as a beginning of my 
answer to these questions. Loew has stated that all those chemical 
reactions which in vitro are susceptible of attacking the aldehydes 
and the primary bases, or which act on the aldehyde and aminogen 
groups which characterize them, that all these reactions, are inva- 
riably poisonous to living protoplasm. These same reactions are, 
on the other hand, without any influence on dead albumen. Loew 
logically concludes from this that the molecule of living albumen 
incloses the snid groups, while the molecule of dead albumen no 
longer possesses them. 

These two groups of atoms, throughout the whole extent of or- 
ganic chemistry, possess some very active though opposite character- 
istics which tend to react upon one another by an interchange of 
their elements. This exchange does not take place in living albumen, 
since the two groups are here in a coexistent state: this becomes 
effective on the death of the cell, for neither of the two Froups can 
any longer be discovered in dead albumen. | 

The stabilization of the protein molecule would therefore be due 
according to Loew, to the saturation of the one by the other of ‘highs 
two groups. This observation appears capital to me: but its author 
has not at all, it seems to me, followed the conclusions to their end. 
I will try to do this for him. 

On account of their very nature these groups of atoms of which 
TI speak could not in any case form an integral part of a climea 
chain. Both being monovalents they could form part only of open 
chains. Their existence in living albumen, therefore, necessarily 
implies the presence of these chains. But the union of two atomic 
groupings forming part of an open chain could not be made unlese 
there was a closing of this chain; at the same time the disappearance 
of two active groups necessarily also involves the loss of a part of 
the activity of the resultant complex, just as a man who joins his 
hands or crosses his arms loses to a great extent his means of action. 

The stabilization of living albumen, therefore, Involves a evelisn- 
tion. In closing the open chains in themselves the albumen of the 
cellular protoplasm enters into equilibrium and repose, Its period 
of activity is ended in the same way as that of all the substances 
which have contributed to its maintenance. For those and the 
others cyclisation is death. ie. 
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In this case it ig 1 momentary death, understand, and destined to 
be followed after more or less delay by a resurrection which brings 
back into circulation the temporarily inert atoms. It is clear, in 
fact, that if all cyclised molecules should indefinitely persist in that 
state all life would soon disappear from the surface of our globe, 
but then all that I have said applies only to organic compounds 
which form part of the living plant. When a plant dies other 
agents intervene which proceed more or less rapidly to the destruc- 
tion of all the molecules and to a general decyclisation. The dead 
plant forthwith becomes a prize of the microbes of putrefaction, 
which attack its albumens, and of the oxydizing ferments which 
burn its cellulose. Or we may substitute the digestive ferments of 
herbiverous animals, which are equally cyelolitic. Here, as else- 
where, the vegetable and animal kingdoms are complements one of 
the other and interdependent, and these same atoms, passing from 
one to the other in the aggregate of diverse structures, sustain the 
eternal existence of both. 

Such are the considerations that I proposed to submit to you on 
the relations existing between molecular structure and life, I have 
raised only a small corner of the veil that hides the mystery, but 
I believe I have answered the three questions with which I began, 
by showing: (1) That the phenomenn of life are dependent upon 
a special structure of the organic molecule; (2) that only the dis- 
position of atoms in open chains permits the maintenance and the 
manifestations of life: (3) that the cyclic structure ts that of the 
substances which have lost this faculty; and (4) finally that death 
results, from the chemical point of view, by a cyclisation of the 
elements of the protoplasm. The serpent which bites its tail, the 
symbol of eternity among the ancients, might well become, to the 
modern biological chemist, the symbol of death. 

I have spoken only of plant chemistry. It remains to examine 
whether my interpretation can apply likewise to the phenomena 
which take place in the animal organism. But I can not, nor do 
I wish to, longer tax your patience, for I have already taken too 
long a time in testing it. 
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IDEALS OF CHEMICAL INVESTIGATION, 
By THEopone WILLIAM HIcHAkns, 


In the present address I shall try to put before you some of the 
idels of chemical investigation. Our present efforts and our hopes 
for the future are founded upon past acquisitions; therefore I shall 
call your attention first to the gradual development of chemistry. 

Less than three centuries ago an outspoken student of nature some- 
times faced the grim alternatives of excommunication, imprisonment, 
or death. To-day he no longer needs to conceal his thoughts in 
cryptic speech or mystic symbolism. Although the shadow of in- 
comprehensibility may still darken the langauge of science, mystery 
is no longer necessary to protect the scientific investigator from per- 
secution. The generally recognized value of the truth within his 
domain gives him the right to exist. 

The courage needful for the task of addressing this august assem- 
bly on a topic concerning chemistry is, therefore, of a different order 
from the courage required for such a task in the days of Galileo. 
The problem to-day is not how to obscure the thought, but, rather, 
how to elucidate its inevitable complications. 

Modern chemistry has had a manifold origin and tends toward a 
many-sided destiny. Into the fabric of this science men have woven 
the thought of ancient Greek philosophers, the magic of Arabian 
alchemists, the practical discoveries of artisans and ingenious chemi- 
eal experimenters, the doctrine of physicists, the stern and uncompro- 
mising logic of mathematicians, and the vision of metaphysical 
dreamers seeking to grasp truths far beyond the reach of mortal 
sense. The complex fabric enfolds the earth—indeed, the universe— 
with its far-reaching threads. 

The history of the complicated evolution of chemistry is pro- 
foundly significant to the student of human thought. Long ago, at 
the very dawn of civilization, Hindu and Greek philosophers were 
deeply interested in the problems presented by the nature of the uni- 
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verse. They speculated intelligently, although often with childlike 
naiveté, concerning energy and the structure of matter, but they 
forebore to test their speculations by experiment. They builded 
better than they knew; their ancient atomic hypothesis, ardently sup- 
ported but inadequately applied two thousand years ago, now finds 
itself installed in the innermost recesses of chemical theory. Inde- 
pendently, ancient artisans and medieval alchemists, dealing with the 
mysterious actual behavior of things, acquired valuable acquaintance 
with simple chemical processes. After much chemical knowledge of 
facts had been gained alchemy sought the aid of philosophy. Thus 
little by little order was brought into the chaos of scattered expe- 
rience. But strictly chemical knowledge alone was inadequate to 
solve the cosmic riddle; it had to be supplemented by knowledge of 
heat and electricitty—agencies which produce profound alteratiorts in 
the chemical nature of substances. Thus the study of physics was 
combined with that of chemistry. Again, since mathematical gen- 
eralization is essential to the study of physics, this discipline also 
was of necessity added to the others, All these powerful tools taken 
together having failed to penetrate to the ultimate essence of things, 
imagination is invoked, and physiochemical dreams to-day conceive 
powers of direct observation. 
- Chemistry has not grown spontaneously to its present estate: it is 
n product of human mentality. The science which we know to-day 
is but an echo of the eternal and incomprehensible “musio of the 
spheres” as heard and recorded by the minds of individual men. Im- 
personal and objective although matter and energy may be, their 
appreciation by man involves much that is subjective. The history 
of science, like all the rest of human history, is, as Emerson said, 
“the biography of a few stout and earnest persons.” 
Robert Boyle, self-styled “the skeptical chymist,” a gentle spirit 
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ekeptical only of the false and vain, pure-minded aristocrat in an are 
of corruption; Mikhail Lomonosoff, poet, philosopher, philologist, 





and scientific seer, far outstripping contemporary understanding: 
Antoine Lavoisier, whose clear mind first taught man to compre- 
hend, after thousands of years, the mighty stolen gift of Prome- 
theus; John Dalton, Quaker peasant, who found convincing chemical 
evidence for the ancient atomic hypothesis; Michael Faraday, a 
blacksmith’s son, whose peerless insight ond extraordinary genius 
in experiment yielded theoretical and practical fruits beyond the 
‘world’s most daring dreams—these men and a few score others are 
the basis of the history of chemistry. The science has not come into 
being, Minerva-like, full-grown from the brain of Jove; she has 
been born of human travail, nursed and nourished from feeble in- 
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— fancy by human caretakers, and she sees the universe to-day through 
human eyes. 

The diversified origin of chemistry has shaped the varied con- 
temporary application of the science and its many-sided destiny in 
the years to come. Chemistry has wide theoretical bearings, but at 
the same time is concerned with the crudest and most obvious affairs 
of manufacture and everyday life. Chemical knowledge must form 
an essential part of any intelligent philosophy of the nature of the 
universe, and alone can satisfy one manifestation of that intense in- 
tellectual curiosity which to-day, no less than of old, yearns to 
understand more of the fundamental nature of things. On the other 
hand, rational applied science to-day must follow in the footsteps of 
the swiftly advancing strides of theory. The laws of chemistry can 
not be adequately applied until they have been discovered. Chemi- 
cal insight, concerned with the intimate changes of the substances 
which are oll about us as well as within our bodies, furnishes us with 
the only means for employing material things to the best advantage. 
Chemical processes appertain in large degree to medicine, hygiene, 
agriculture, and manufacture; these processes depend upon laws of 
which the perfect understanding is essential to the full development 
of most of the activities of civilized life. 

However oblivious we may be of the inexorable laws of chemistry, 
we are ever under their sway. Our consciousness is housed in a 
mortal shell, consisting primarily of compounds of less than a score 
of chemical elements. The physiological behavior of our bodies is 
inevitably associated with the chemical changes or reactions among 
highly intricate chemical unions of these few elements. The driving 
tendency or immediate cause of the reactions which support life is 
to be found in the chemical affinities and respective concentrations 
of the several substances. Our bodies are chemical machines, from 
which we can not escape except by quitting our earthly life. The 
nature of the chemical elements and their compounds therefore pre- 
sents one of the most interesting and important of all problems of- 
fered to mankind. That the study of chemical problems of life is 
consistent with the study of man in a biological, a psychological, or 
a spiritual sense is obvious. To-day the epigram “The proper study 
of mankind is man” must be greatly broadened in order to corre- 
spond with modern knowledge. 

These words regarding the origin and significance of chemistry 
serve as an introduction. Your committee has honored me by the 
request that I should tell you something about the object and out- 
come of my own endeavors, and these could be made clear only by 
reviewing the peculiar nature of chemistry. In my case the in- 
centive to the pursuit of science was primarily that intense curiosity 
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concerning the nature of things which echoes down the ages from 
the time of the ancient philosophers, To the feeling of curiosity, as 
time went on, was added the perception that only through a knowl- 
edge of the fundamental laws of chemistry can men use the re- 
sources of the world to the best advantage. Any further gain in 
this knowledge must, sooner or later, directly or indirectly, give 
mankind more power. Even an abstract chemical generalization 
must ultimately be of priceless service to humanity, because of the 
extraordinarily intimate relation between theory and practice. 

The field is wide and it is traversed by many paths. Among these 
made; and in my case that one was the study of the fundamental 
attributes or properties of the chemical elements and the relation of 
these properties to one another. The work was undertaken with the 
hope of helping a little to lay a solid foundation for our under- 
standing of the human environment. 

What, now, are the fundamental attributes of the elements? First 

and foremost among these stands weight—the manifestation of the 
all-peryading and mysterious force of gravitation possessed by all 
forms of matter. Hand in hand with this attribute of weight goes 
the equally inscrutable property of inertin—that tendency which 
causes a body once in motion to keep on moving forever in the same 
straight line, if not acted upon by some new force. The idea of 
inertia, conceived by Galileo and amplified by Newton, was one of 
the starting points of both modern philosophy and modern physics. 
So far as we know weight and inertia run parallel to each other. OF 
any two adjacent bodies, that having greater weight has also greater 
inertia. Hence they may be determined at one and the same time, 
and this Siamese-twinlike conjunction of properties establishes 
itself at once as perhaps the most fundamental of all the attributes 
of matter. Next perhaps comes volume, the attribute which enables 
matter to occupy space, with the corollaries dealing with the changes 
of volume caused by changes of temperature and pressure. Other 
fundamental properties are the tendency to ecohere (which has tir 
do with the freezing and boiling points of the liquids) and the 
mutual tendency of the elements to combine, almost infinite in its 
diversity, which may be measured by the energy changes manifest- 
ing themselves during the reaction of one substance with another. 

These are only a few of the important properties of the elements, 
but they present an endless prospect of further investigation, in spite 
of all that has been done during the past hundred years. For as 
yet we know only the surface of these things, and comprehend but 
little as to the underlying connections betwee them and the reasons 
for their several magnitudes. Why, for example, should oxygen ba 
a gas, having an atomic welght just four times as great as that of 
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helium, and why should it have an intense affinity for sodium and no 
affinity whatever for argon or fluorine? No man can answer these 
questions; he can discover the facts, but can not yet account for 
them. The reasons are as obscure and elusive as the mechanism of 
gravitation. But we shall not really understand the material basis 
upon which our life is built until we have found answers to questiong 
of this sort. 

In order to correlate the properties of the elements, and to attain 
any comprehension of their significance, one must first exactly ascer- 
tain the facts. Therefore, my endeavor has been to institute sys- 
tematic series of experiments to fill the gaps in our knowledge of the 
actual phenomena. In much of this work I have had the invaluable 
aid of efficient collaborators, for which I am grateful. 

The atomic weights were the first of the fundamental properties of 
the elements to receive attention in carrying out this plan. These, 
as everyone who has studied elementary chemistry knows, represent 
the relative weights in which substances combine with one another. 
They are called atomic weights rather than merely combining pro- 
portions, because they can be explained satisfactorily only by the 
issumption of definite particles which remain indivisible during 
chemical change. Even if some of these particles or so-called 
“atoms” suffer disintegration in the mysterious processes of radio- 
active transformation, the atomic theory remains the best interpre- 
tation of the weight-relations of all ordinary chemical reaction. In- 
deed, it is entrenched to-day as never before in man’s history. 

The determination of atomic weights is primarily a question of 
analytical chemistry—a question of weighing the amount of one 
substance combined with another in a definite compound—but its 
successful prosecution involves a much wider field. First, the sub- 
stances must be prepared and weighed in the pure state, and, next, 
they must be subjected to suitable reactions and again weighed with 
proof that in the process nothing has been lost and nothing acci- 
dentally garnered into the material to be placed on the scale pan. 
These requirements involve many of the principles of the new 
physical chemistry, so that the accurate determination of atomic 
weights really belongs as much in that field as in the field of ana- 
lytical chemistry. 

At Harvard during the last thirty years the values of the atomic 
weights of thirty of the most frequently occurring among the eighty 
or more chemical elements have been redetermined. From data 
secured here and elsewhere is compiled international table of 
atomic weights, revised from year to year by an authoritative com- 
mittee composed of representatives of various nations. The values 
thus recorded are in daily use in every chemical laboratory through- 
out the world, serving as the basis for the computation of count- 
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less analyses performed by the analytical chemist, whether for tech- 
nical or for scientific purposes. 
This practical utility of atomic weights, although not forgotten, 
was not the prime incentive in the work under discussion. The 
real inspiration leading to the protracted labor of revising these 
fundamental quantities was the hope of finding some clue ns to 
the reasons for their several magnitudes and for the manifest but 
incomprehensible relationships of the elements to one another. 
The unzolved cosmic riddle of the meaning of the atomic weights 
may have far-reaching significance in another direction, because the 
atomic weights may be supposed to hold one of the keys to the dis- 
covery of the mechanism of gravitation. The mutual attraction of 
the earth and sun, for example, must be due to the countless myriads 
of atoms which compose them, each atom possessing, because of its 
own appointed relative atomic weight, a definite if infinitesimal gravi- 
tational force attracting other atoms. If we could discover the rea- 
sons for the individual atomic weights we should probably gain a 
far better understanding of the all-embracing force built up of the 
infinitesimal effects represented by their individual magnitudes. 
Among the striking facts to be considered is the constancy of 
gravity (and therefore of the sum total of the weights of all the atoms 
concerned) as shown in many ways. Moreover, not only is the sum 
total of the weights of the atoms remarkably constant, but also in 
many cases the values for the individual elements are found to 
numbers of amazing constancy. Silver from all parts of the world 
and from many different ores yields always the same value; copper 
from Europe has the same atomic weight as the native metal mined 
under the bottom of Lake Superior; and yet more wonderful, the 
iron which falls from the sky in meteorites having their birth far 
beyond the terrestrial orbit has precisely the same atomic weight 
as that smelted in Norway. Many atomic weights therefore must 
be supposed to be constant, whatever the source of the elements. 
Although thus we know only one kind of copper and iron and 
silver, evidence has recently been discovered which points toward 
the existence of nt least two kinds of metallic lead. Every sample 
of ordinary lead always has exactly the same atomic weight as every 
other sample; but lead from radioactive minerals—lead which seems 
to have come from the decomposition of radium—has neither the 
same atomic weight nor the same density as ordinary lead, although 
in many properties, including their spectra, they seem to be iden- 
tical. This recent conclusion, reached only two years ago at Har- 
vard, has been confirmed im other laboratories, and it now seems 
to be beyond question. Whatever may be the ultimate interpretation 
of the anomaly, the solution of this cosmic conundrum must surely 
give us a new idea of the essential nature of matter. Indeed, the 
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fascinating subject of radioactivity bids fair to give us in many 
ways an entirely new insight into the innermost structure of the 
atom, 

During the progress of the study of the combining proportions of 
the elements, it became more and more evident to me that the atomic 
weights should be considered not only in relation to one another 
but also in relation to many other essential distinguishing properties 
of the elements. This wider problem involved a great extension of 
the experimental field. 

Among other attributes of the various forms of matter, compressi- 
bilities, surface tensions, densities, dielectric constants, heats of re- 
action, and electromotive forces have begun to receive attention, and 
ilready many new data have been accumulated. The explanation 
of the nature of these researches would take us far beyond the scope 
of this present address, but their object deserves attention. This 
object is the correlation of the various properties into a consistent 
whole, in the hope of tracing the unknown physical influences which 
determine the nature of the elements. 

The rigorous science of thermodynamics enables us to predict in 
logical and precise fashion some of the relations between physical 
properties. My hope is not only to aid in providing accurate experi- 
mental basis for calculations of this kind, but also to achieve the 
correlation of different properties, apparently independent of one 
another from a thermodynamic point of view, thus, perhaps, enabling 
one by inductive reasoning to penetrate further into the causes 
which lie back of all the attributes of matter. 

In attempting to follow this inductive path comparisons of the 
properties of the elements have been made in two different ways. 

On the one hand, a given property of one element has been com- 
pared with the same property of another. For example, the ques- 
tion, * Which of the two elements, cobalt or nickel, has the heavier 
atom?” was answered by parallel determinations, using the same 
methods, conducted side by side in the laboratory. Cobalt was 
found to possess the higher atomic weight. 

On the other hand, the attempt has been made to discover a rela- 
tion between the different, apparently quite distinct, properties of a 
single element. For example, one may ask: “ Have the low melting 
and boiling points of phosphorus any connection with its small 
density and its large compressibility?” Here one compares various 
properties of the same element, and one seeks to discover if all are 
based upon some common, ultimate characteristic of phosphorus, of 
which the properties are merely symptoms. 

The inductive methods used in comparisons of this sort can not 
be explained here. They are partly statistical, partly mathematical, 
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and partly graphical. From the nature of the problem, which in- 
volves many unknown variables, perfect mathematical exactness 1s 
not to be expected. Nevertheless, little by little, one may hope to 
trace the conflicting tendencies and ascribe them to a few common 
CHIISes. 

With the help of these methods the tentative conclusion has been 
reached that the space occupied by the atom and molecule in solids 
and liquids is highly significant. The actual atomic bulk or volume 
is diminished but slightly by moderate mechanical pressures and 
by cooling even to the absolute zero; but it is very greatly affected, 
apparently, by the mutual attractions of the atoms, called eohesion 
and chemical affinity. Usually the less volatile a substance (that is 
to say, the more firmly it is held together by cohesion) the greater 
is its density and the less is its compressibility, other things being 
equal. Greater cohesion is associated with greater compactness. 
Likewise, the existence of powerful chemical affinity between ele- 
ments forming a compound is usually associated with great decrease 
in volume during the act of combination, and consequent imcrease In 
the density of the product in relation to the average density of the 
constituents. Thus, we con hardly eseape the inference that both 
cohesion and affinity, by pulling the atoms together with enormous 
pressure, actually exert 1 compressing effect upon the atoms, or at 
least upon the space which they demand for their occupation. The 
result of each of these compressing agencies is found to be greater 
the greater the compressibility of the substances concerned— a new 
evidence of the reasonableness of the inference. Not always are 
these effects easily traced, because the situation is often complicated, 
and the several effects are superposed. Nevertheless, enough evi- 
dence has been obtained to leave but little doubt, at least in 
my mind, as to the manner of working of the essential agencies 


But we need not dwell upon this tentative hypothesis. Many 
more data and much more thought are necessary to establish it in an 
impregnable position, although no important inconsistency has thus 
far been pointed out in it. At present it may be looked upon as 
valuable because it. like other hypotheses of this type, has stimu- 
inted thought and experiment concerning the fundamental facts 
with which it deals. 

As the years go on, the recent contributions to the study of atomic 
weights and volumes and other properties will be sifted and tested; 
and such contributions as may stand the test of time will take their 
places among the multifarious array of accepted chemical facts, 
laws, und interpretations accumulated by many workers all over the 
world. 
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But we may well ask: What use in the years to come will man 
kind make of this knowledge gained step by step through the eager 
study of many investigators! 

Chemistry has, indeed, a many-sided destiny. A mere catalogue 
of the countless applications of the science, which underlies many 
other sciences and arts, would demand time far exceeding the limits 
of this brief discourse, Some of the more obvious uses of chemistry 
lave become daily topics in the public press) America is gradually 
awakening to the consciousness that, because every material object 
is composed of chemical clements and possesses its properties by 
virtue of the nature of these elements, chemistry enters more or less 
into everything. We perceive that chemical manufactures must be 
fostered, and also that chemical knowledge must be applied in many 
other industries not primarily of a chemical nature. Although 
chemistry plays so prominent and ghastly a role in war, her greatest 
and most significant contributions are toward the arts of peace. 
Even explosives may be highly beneficent; they may open tunnels 
and destroy reefs, furthering friendly communication between men; 
dig ditches for irrigation; help the farmer in his planting; and 
in many other ways advance the constructive activities of mankind. 
Again, poisonous gases, confined and harnessed within safe limits, 
may render valuable aid to humanity in preparing precious sub- 
stances otherwise unattainable. 

Such obviong and well-recognized offices of chemistry need no 
further presentation to this intelligent company. Neither is it 
necessary for me to call your attention to the services which science 
may render to agriculture through the chemical study and enrich- 
ment of the soil in preparing it for the development of those subtle 
chemical mechanisms called plants, upon which we depend for our 
very existence. 

There is a further beneficent possibility worthy of more than pass- 
ing mention—namely, that which arises from the relation of modern 
chemistry to hygiene and medicine. Already your attention has been 
called to the indisputable fact that the human body is, physiologi- 
eally considered, a chemical machine. For this reason, future knowl- 
edge of chemical structure and of organic reaction may perhaps 
revolutionize medicine as completely as it was revolutionized by 
the devoted labors of Pasteur—not by doing away with his price- 
less acquisitions of knowledge, but rather by amplifying them. 
Chemistry may show how germs of disease do their deadly work 
through the production of subtle organic poisons, and how these 
poisons may be combated by antitoxins; for both poisons and anti- 
toxins are complex chemical substances of a nature not beyond the 
possible reach of chemical methods already known. In that far-off 
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‘but not inconceivable day when the human body may be understood 
from a chemical standpoint we shall no longer be unable to solve 
the inserutable problems which to-day puzzle even the most learned 
hygienist and physician. Is not a part, at least, of the tragedy of 
disease a relic of barbarism? A race which could have put as much 
energy and ingenuity into the study of physiological chemistry as 
mankind has put into aggressive warfare might have long ago 
banished many diseases by discovering the chemical abnormalities 
which cause them. 

_ May not the study of subtler questions, such as the nature of 
heredity, also lead us finally into the field of chemistry in our search 
for the ultimate answer? Even psychology may some time need 
chemical assistance, since the process of thinking and the transmis- 
sion of nervous impulse are both inextricably associated with chemi- 
cal changes in nervous tissue; and even memory may be due to some 
subtle chemical effect. In the realm of thought there can be no 
question of the blessed service already performed by science in dis- 
pellng grim superstitions which haunted older generations with 
deadly fear. 

Tn brief, more power is given mankind through the discoveries of 
chemistry. This power has many beneficent possibilities, but it may 
be used for ill as well as for good. Science has recently been blamed 
by superficial critics, but she is not at fault if her great potentialities 
are distorted to serve malignant ends. Is not this calamity due 
rather to the fact that the spiritual enlightenment of humanity has 
not kept pace with the progress of science? The study of nature 
can lead an upright and humane civilization ever higher and higher 
to greater health and comfort and a sounder philosophy, but that 
same study can teach the ruthless and selfish how to destroy more 
efficiently than to create. The false attitude toward war, fostered 
by tradition and by the glamor of ancient strife, is doubtless one of 
the influences which have held back mankind from a wider applica- 
tion of the Golden Rule. 

. There is, in truth, no conflict between the ideals of science and 
other high ideals of human life, With deep insight, a poetic thinker 
on life’s problems, in the opening lines of a sonnet, has said: 

Fear not to go where fearless Sclence leads, 

Who holds the keys of God. What reigning light 
Thine eres discern in that Surrounding night 

Thy soul will never find that Wrong Is Right. 

Our limited minds are confined in a limited world, with immeasur- 
able space on all sides of us. Our brief days are as nothing com- 
pared with the inconceiveble mons of the past and the prospect of 
illimitable ages to come. Both infinity and eternity are beyond our 
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mental grasp. We know that we can not hope to understand all the 
wonders of the universe; but, nevertheless, we may be full of hope 
for the future. Step by step we gain in knowledge, and with each 
step we acquire better opportunity for improving the lot of man- 
kind and for illuminating the dark places In our philosophy of 
nature. Although we shall none of us live to see the full develop- 
ment of the help which science may render to the world, we rejoice 
in the belief that chemistry has boundless service still in reserve for 
the good of the human race. 
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THE EARTH: ITS FIGURE, DIMENSIONS, AND THE 
CONSTITUTION OF ITS INTERIOR: 


By T. GC. CHAMEraLin, Haney Freecom Rew, Joux F, Harrono, and Feask 
SCHLESINGER. 


1. 
THE INTERIOR OF THE EARTH FROM THE VIEWPOINT OF GEOLOGY. 
By T. C, CHAMBERLIN, 


For some time past there has been a marked drift of geologic 
opinion from the older tenet of a molten earth toward the conviction 
that the earth is essentially solid. This trend has been quite as much 
due to the contributions of kindred sciences as to the growth of 
geologic evidence, but geology has made its important and concurrent 
contributions to it. 

The great granitic embossments that constitute the most dis- 
tinctive feature of the oldest known terranes were formerly regarded 
as solidified portions of a primitive molten earth and thus seemed to 
serve as witnesses to the verity of the former liquid state. A few 
years ago, however, it was determined—almost simultaneously in 
several countries where critical studies on these formations were in 
progress—that these granitic masses are intrusive in older formations 
that had previously been formed at the surface of the earth, These 
surface formations have thus come to stand as the most ancient ter- 
ranes now known. These earliest accesible deposits imply the pre- 
existence of a suitable foundation formed at a still earlier date. 
Neither the surface sediments nor the intrusives give any clear 
intimation that formations beneath them are different in origin from 
themselves, So far, then, as the record runs, it testifies to substantial 
solidity in the outer part of the globe, 

The record implies, indeed, that some molten matter was present, 
but gives no certain measure of the ratio of the molten to the solid 
part. At no stage covered by the lithographic record, indeed, is there 
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determinate evidence that a molten condition, was preponderant: 
even in the interior. The interior conditions of the earliest as well 
as the later stages are to be reached only by indirect rather than 
immediate inference. Under the influence of inherited presump- 
tions, it may seem to many still probable that the interior of = 
mature earth was once dominated by a molten condition at some 
remote stage, but the evidence of powerful inthrusting of the igneous 
element into even the earliest terranes, so often shown in the oldest 
intrusions, seems to imply that the molten clement was ever in the 
strong grasp of stresses of the type normal to a rigid globe, This 
harmonizes with the belief that the liquid matter was then only a 
“minor and passive factor, not a controlling one. 

If the earth were once wholly molten, the material for all the 
etratified rocks of later ages must have been derived from the primi- 
tive crust after it was formed and forced into positions of erosion, 
or else from matter extruded through it. This primitive feeding 
ground should, it would seem, be a notable feature on the geological 
map. The absence, according to present knowledge, of any great area 
of rocks bearing the distinctive characteristics of the supposed con- 
gealed surface greatly weakens the assumption that the postulated 
molten state ever obtained, at least in the mature earth. 

* A study of the stress conditions of the interior of the earth seems 
to call for a similar reversal of the inferences once drawn from the 
igneous rocks. From the earliest well-recorded ages, the exterior of 
the earth has given evidence of broad topographic reliefs taking the 
form of great embossments and broad basins. These surface con- 
figurations must have conditioned the localization of extrusions and 
the deployment of the effusive material. If the lavas arose from a 
general and abundant source of supply which was responsive to gen- 
eral and powerful stresses, vestiges of these conditions should be 
found in vast volumes and broad deployments of the lava floods. 
Tf, on the other hand, the molten material formed but a fraction of 
the whole mass, and was variously distributed through it, the result 
should be a multitude of driblets squeezed out here and there in such 
| situations as the controlling stresses required, or else a multi- 

toda of limited intrusions forced into weak portions of the earth 
body where the stresses were less imperative. The latter rather than 
the former seems to accord with the testimony of the record. 

Now there is abundant geological evidence that the earth body 
has been subjected at repeated intervals to strong compressive 
stresses, by which its outer portion has been folded into mountainous 
ranges or pushed up into great plateaus, while masses of con- 
tinental dimensions have been raised, relatively, to notable heights, 
and the bottoms of basins and deeps have sunk reciprocally to even 
greater relative depths. The internal stresses which these deforma- 
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tions imply should have made themselves felt proportionately on 
any great mass of liquid in the interior, if it were in existence, 
and extrusions proportionate to the greatness of the deformations 
ehould have accompanied such diastrophism. But, while liquid ex- 
trusions took place somewhat freely at the times of great dias- 
trophism, it was not, at least in my judgment, at all commensurate 
with the deformative stresses implied by the diastrophic results 
shown in the solid material. 

Nor was the topographical concentration of the extrusions indica- 
tive of their origin from a molten interior or from really great 
residual reservoirs of liquid rock. If such ample sources of liquid had 
existed, they might naturally have been expected to haye given forth, 
under the great stresses then seeking easement, correspondingly great 
floods of lava which would have gone far to fill the great basins into 
which they must chiefly have flowed. ‘Yet no single lava flood seems 
to have attained more than an extremely small! fraction of the muss of 
the earth, or even of the known solid matter of the immediate region 
of the outflow. Even when the sum total of the most massive series 
of successive floods in a given region are taken together—though the 
successive issues stretched over a considerable period—they rarely 
rise above a most insignificant fraction of earth mass, or even of the 
regional segment of it with which they are associated. Instead of 
really massive flows, implying ample sources of supply and creat 
forces of extrusion, the record shows rather » multitude of little 
ejections or injections of more or less sporadic distribution. The 
logical implication of these is the preexistence of a multitude of 
small liquid spots, or liquifiable spots, scattered widely through the 
stressed earth masses and yielding to stress as local conditions re- 
quired and where local conditions required, 

This inference is pointedly supported by the great variations in 
eltitude at which lavas are now given forth and seem to have always 
been given forth so far as the record goes. The most impressive 
illustrations of this are found in current volcanic action where the 
relations in altitude are precisely known. So far as ancient condi- 
tions can be restored, they appear to fall into the same general class 
a2 existing conditions. Current outpourings of lava range from the 
sea bottom to altitudes of many thousands of feet above sea lével, a 
vertical range of several miles. Extrusions occur at these signifi- 
cantly diverse altitudes simultaneously or alternately or in almost 
any time relations, and sometimes in the most marked independence 
of one another, in spite of the natural sympathy which such events 
might naturally manifest in a common stressed body. A multitude 
of facts of detail, some of which are singularly cogent, imply that 
the lava sources of present volcanoes are disconnected from one an- 
other in the interior, and are hence independent in action, as a rule, 
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| stimes they show sympathy without showing evidence of 
Ti oc Se estitio. The sources of lava seem to be meager in general, 
and the eruptive agencies seem to be controlled by narrowly local 
conditions. There is an absence of evidence that the lavas in the 
craters or in the necks of volcanoes are parts of great liquid masses 
below, responsive to the common stresses of a large region. 

Thus geological evidence, when critically scrutinized, seems to be 
distinctly adverse to the existence of even large reservoirs of molten 
matter within the earth; it points rather to the presence of scattered 
spots, very small relatively, on the verge of liquefaction, which pass 
by stages into the liquid form and are then forced out by the dif- 
ferential stresses that abound in the earth body, or are embodied in 
the liquid itself, each such local liquefying center commonly giving 
forth driblets of lava and gas at intervals, none of which often rise 
to more than an extremely minute fraction of the earth mass or even 
of the subterranean mass contiguous to the volcano, 

A revised view of the nature and location of earth stresses seems 
also to be required by what is now-know of earth conditions. Under 
the former dominance of the tenet of a molten globe it was natural 
to assign to the stress differences of the earth a distinctly superficial 
localization and limitation; they were thought to be affections of 
“the crust” almost solely. Hydrostatic pressures were of course 
recognized as affecting the deep interior, but these were obviously 
balanced stresses, and were ineffective in deformation. The stresses 
supposed to give rise to the great reliefs of the earth’s surface were 
thought to be very superficial. But the stresses imposed by known 
deformative agencies are not all superficial, nor are their intensities 
always greatest at the surface. According to Sir George Darwin, 
the stress differences generated in the earth by the tidal forces of 
the moon are from three to eight times as great ut the center of the 
earth as at the surface. So, also, according to the same authority, the 
stresses engendered by changes in the rotation of the earth are from 
three to eight times as great at the center as at the surface and are 

Traded between center and surface. The tidal stress differences are 
relatively feeble but are perpetually renewed in pulsatory fashion. 
Those that arise from rotation belong to the highest order of com- 
petency. The stress difference that would arise at the center of the 
earth from a stoppage of the earth's rotation would, according to 
Darwin, reach 32 tons per square inch. Changes of the rate of rota- 
tion are almost inevitable when great diastrophic readjustments take 
place. Such periods are to be regarded as critical times at which 
great floods of lava should be poured forth from the interior if liquid 
material were there in great volume ready to respond to the changes 
of capacity which the deformations of the earth's sectors and the 
changes in the spheroidal form would inevitably impose. 
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Not to detain you with other considerations, the foregoing seem 
best to comport. with an essentially solid state of the earth’s interior, 
if they do not point rather definitely to such a state. Even if they 
stood alone, they would seem to make a prevailing solid state the 
most tenable working hypothesis. 

But they are far from standing alone; the geological evidences are 
strongly supported by considerations that spring several 
kindred lines of inquiry. The testimony of astronomic evidence 
is given below by Dr, Schlesinger. The import of seismic studies, 
the subject of Dr. Reid's contribution, lends very special support to 
the view that the interior of the earth is elastico-rigid at least to the 
extent that distortional waves pass through its interior. It seems 
certain already that this condition prevails throughout much more 
than half the volume of the earth; concerning the rest, the deep 
interior, the seismic evidence is perhaps still to be regarded as indeter- 
minute. Gut on the seismic evidence it does not fall to me to dwell. 

The tidal studies of Hecker, Orloff, and others lend support to 
the tenet of a rigid earth but they fall somewhat short of con- 
clusiveness. The brilliant experimental determinations of Michelson 
and Gale, correlated with the computations of Moulton, have carried 
the evidence to the point of preliminary demonstration, They need 
only to be adequately repeated and verified to become final, so far 
at least as elastic rigidity can be indicated by the response of the 
eurth body to solar and lunar attractions. The special feature of 
most eritical value in the demonstrations of Michelson and his col- 
leagues is the high degree of elasticity shown. by the almost instan- 
taneous response of the earth to the distorting pull of the tide- 
producing bodies. This cuts at the very base of concepts founded on 
the supposed properties of a viscous earth, These tidal determi- 
nations of elasticity are in close accord with the seismic evidences. 
The two are happily complementary to one another. The one 
deals with the earth as a whole under a rhythmical series of in- 
creasing and diminishing stress differences springing from exter- 
nal attractions; the other deals in an intensive vibratory way with 
earth substance by sharp short stresses that call into action its most 
intimate structural qualities. While it is wise, no doubt, to refrain 
from resting too much on these early results of relatively new and 
radical lines of inquiry, until their results shall be more mature, 
their prospective import is radical and decisive in favor of a solid 
enrth not only, but of an elastico-rigid earth. Assuming that the 
present import of these inquiries will be amply justified by more 
mature research, it is pertinent to bring into consideration the 
corollary they so distinctly imply, viz, that the molten and viscous 
material in the earth, or at least in its outer half, if not throughout 
its deep interior, is a negligible factor in general studies, and enters 
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into general terrestrial mechanics only as a subsidiary feature. It 
seams necessary to limit liquid and viscous lacunwe—if there are lacune 
in any proper sense at all—to such moderate dimensions that they do 
not seriously kill out distortional waves passing through the outer 
half of the globe in various directions, for seismic instruments show 
that these waves retain their integrity with surprising tenacity 
through long traverses. It seems equally necessary to limit the 
liquid and viscous factor rather severely if the interior structure is 
to be susceptible of so prompt a response to twelve-hour stress pulses 
as is implied by its almost complete elastic fidelity. 

In the light of these determinations, strengthened not a little by 
their concurrence with the later geological determinations, the work- — 
ing hypotheses of the earth student can scarcely fail to take shape 
according to the dynamic tenets implied by a rigid earth. 

The limitation of liquid and viscous matter thus imposed quite 
radically conditions all tenable views of magmas and of vuleanism, 
and thus bears upon the origin of igneous matter. No small part 
of petrologic effort in past decades has been spent on the differentia- 
tion of magmas. To a notable degree these efforts have proceeded 
‘on the assumption, conscious or unconscious, that differentiation took 
ite departure from an original homogeneous magma such as might 
arise from residual portions of a molten earth. Indefinite lapses of 
time, and such conditions of quiescence as are naturally assignable 
to residual reservoirs of lava, have been freely assumed as working 
conditions without much question as to their reality. Under the 
hypothesis of a molten earth passing slowly into a partially solid 
earth and retaining residual lacunm of molten matter as an incident 
of the change, these assumptions are quite natural. On the other 
hand, under the hypothesis of a pervasively rigid earth, affected by 
stress conditions that are constantly varying in intensity and in dis- 
tribution—and subject to more radical changes at times of periodic 
readjustment—the existence of such residual magmas becomes at least 
questionable, perhaps improbable. Still more questionable is the 
assumption that the multitude of little liquid spots supposed to arise 
within the elastico-rigid mass always have conformed to one type or 
to pe set of types. The inherent. probabilities of the case seem to 
point strongly to a wide variation in nature of these local bodies due 
to selective solution or to differential fusion. The liquefying action 
that brings magmas into being under this view is presumably con- 
trolled by the same chemical and physical principles as the solidifying 
phases of the same cycle. The logical presumption is that at all 
stages of a magma’s career from its inception through its growth, 
climax, and decline to its final solidification, selective action will be 
in progress more or less and that no stage will be entitled to be 
regarded as original or parental in a special sense, such a sense, for 
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example, as might be appropriate if the lava were the residue of an 
inherited original state and were merely differentiated by fractional 
crystallization as it passed toward solidification. — | 

While these contrasted views of the history of magmas are nat- 
urally connected with views of the genesis of the earth, they are not 
limited to this connection. They are inherent in the very relations of 
eolid and liquid matter; they have a more or less important place 
irrespective of the earth’s genesis; they would raise even keener ques- 
tions than they do if the earth were supposed never to have had a 
genesis, but to have always existed. 

An element of no small importance to a revised concept of the 
interior of the earth has arisen from geodetic studies on the dis- 
tribution of densities within the earth. As the geodetic point of view 
is to be presented by its foremost exponent, Dr. Hayford, it is per- 
missible for me merely to refer to certain geologic bearings. 

On the assumption that the earth was once in a molten state, the 
inference is unavoidable that a perfect state of isostatic equilibrium 
was originally assumed by the surface, and that its primitive con- 
figuration was strictly spheroidal. The material must have been ar- 
ranged in concentric layers according to specific gravity, and each 
layer should have had the same density at every point. All such 
reliefs of the earth's surface as have since arisen as well as all such 
differences of specific gravity as now exist in the same horizon must 
have been superinduced upon this originally perfect isostatic state. 
With good reason therefore these inequalities have heretofore been 
supposed to be relatively shallow. It is difficult to account for them, 
then, even hypothetically, On the hypothesis that the earth grew up 
hy heterogeneous accretions, it is an equally natural inference that 
differences of specific gravity extend to great depths. In an en- 
deavor to find out the bearings of geodetic data on the distribution 
of densities, Dr. Hayford tested four assumptions, all of which he 
found measurably compatible with his geodetic data. From these he 
derived the respective compensation depths of 37, 76, 109, and 179 
miles, these being the horizons to which differences of density ex- 
tended and below which they vanished or became negligible. Now 
all these depths are notably greater than had been assigned as prob- 
able depths of differentiation in the traditional molten earth. On the 
other hand, the highest figure, 179 miles, was derived from a curve 
drawn specifically to represent the probable distribution of densities 
in an earth of planetesimal growth. The distribution represented by 
this highest figure fits the geodetic data quite as well as either of the 
other assumptions of distribution, though drawn on a strictly natu- 
ralistic basis. If it could be said that geodetic data demonstrate that 
the actual differentiation of specific gravities extends to depths of , 
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the order named, such considerable depths would distinctly favor an 
accretionary origin as against a molten origin. But the determina- 
tion is inconclusive. 

While it is possible, within the broad terms of the planetesimal 
hypothesis, to suppose that the rate of accretion was so fast as to 
give rise to a molten planet, such a result seems to me extremely 
improbable under the actual conditions of the case. The growing 
planet should have become capable of holding a considerable atmos- 
phere by the time it attained one-tenth of its present mass, i. e., about 
the mass of Mars. After this the protective cushion of the atmos- 
phere should have greatly checked the plunge of the planetesimals 
and thus have largely dissipated them into dust in the upper atmos- 
phere where the inevitable heat of impact would be promptly radiated 
away. The dust presumably floated long and came gently to earth, 
so that, while the total heat generated by impact was large, the mean 
temperature of the earth body was probably never above the local 
solution or fusion point of the more refractory material during the 
later stages of growth, and perhaps not at any stage of growth. Fol- 
lowing out as well as may be the probable rates and conditions of 
growth, the most tenable concept of the state of the earth's interior 
under the planetesimal hypothesis is as follows: 

The condition of the nuclear portion supposed to be formed from 
one of the knots of the parent spiral nebula and constituting a minor 
fraction of the mass of the earth, say 30 or 40 per cent, is left in- 
determinate by present lack of knowledge of the physical state of 
the knots of spiral nebule, If these are gaseous—which is rendered 
doubtful by their lack of strict sphericity—the nucleus was doubt- 
less originally molten. If the constituents of the knot were held in 
orbital relations, their aggregation might have been slow enough 
to. permit a solid state of even this portion. The matter added to 
the nucleus as planetesimal dust, or as planetesimals reduced in 
mass and speed by the atmosphere, probably retained its solid con- 
dition, with negligible exceptions, throughout the process of ac- 
eretion, except as selected portions passed into the liquid state and 
became subject) to extrusive action. An intimate heterogeneity nat- 
urally prevailed throughout the whole mass so aggregated. A. se- 
lective process, however, probably brought in the heavier matter 
faster and earlier than the lighter matter, for the magnetism of the 
earth should have aided gravity in gathering in the magnetic metals, 
while the inelastic planetesimals, predominantly the henvy basic 
ones, When in collision destroyed the opposing components of their 
motions and hence yielded to the earth’s gravity sooner than the 
more elastic ones. Relatively high specific gravity in the material of 
the deep interior is thus thought to have arisen at the outset and to 
have been increased by the selective vulceanism that came into action 
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as growth proceeded. Special emphasis is laid on the selective 
nature of vuleanism under this hypothesis. The intimate mixture 
of planetesimals and planetesimal dust gave rise to « multitude of 
minute contacts between particles of different chemical and physical 
properties, and hence there arose wide differences in the solution 
points, As the temperature in the growing planet rose, the more 
soluble portions passed into the liquid state by stages long before 
the remaining larger portion reached the temperature of solution. 
In a stressed globe certain of whose stresses are more intense to- 
ward the center than toward the surface, the solutions were forced | 
to work in the direction of least resistance—for them generally out- 
ward—carrying out heat of liquefaction and leaving behind the less 
eoluble larger portion whose temperatures were inadequate for fur- 
ther liquefaction until there was a renewed accession of heat. The 
mechanism thus automatically tended to remove the most soluble con- 
stituents by progressive stages, while it tended to preserve the solid 
condition of the remaining mass. The hypothesis thus supplies a 
working mechanism whose results fall into full accord with the states 
of the interior implied by tidal investigations and by seismic data, 
while the distribution of specific gravities naturally assignable under 
it accords well with the best geodetic determination thus far made. 
The adaptation of such an earth to isostatic adjustment can 
scarcely be more than hinted at here. The growth of the earth 
should have given it « concentric structure, while its highly distribu- 
tive vuleanism, together with some of its deformative processes, 
should have given a vertical or radial structure, the two conjoining 
to give a natural omen to prismatic or pyramidal divisions eon- 
verging toward the center. The most powerful of all the deforma- 
tive Gr iaiciaae dotdoneateauirha for the adaptation of the earth to 
its changes of rate such divisions of the earth body as would re- 
spond most readily to depression in the polar and bulging in the 
equatorial tracts reciprocally or their opposites. As urged else- 
where, this accommodation seems best met by three pyramidal sec- 
tors in each hemisphere, with apices at the center and bases at the 
surface, the sectors in opposite hemispheres arranged alternately 
with one another. Very simple motions within these sectors 
would satisfy the larger demands of rotational distortion, while the 
subsectors into which these major sectors would naturally divide, 
as stresses required, would easily accommodate the nicer phases of 
adjustment. This primitive segmentation to meet rotational de- 
mands—which were most urgent during the stages of infall—fur- 
nished a mechanism suitable for the easement also of a portion of the 
deformational stresses that arose from other sources, among them 
gravitative stresses arising from loading and unloading by erosion 





234 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916, 

and sedimentation, A gravitational adjustment by the wedging up 
and down and laterally of such sectors is thus offered tentatively as 
a working competitor to theories of adjustment by fluidal or quasi 
fluidal undertow. The necessary brevity of this statement leaves 
this new hypothesis little more than a crude suggestion that gravi- 
tative adjustment (=isostasy) may perhaps take place as fully as 
the case requires in a highly rigid elastic earth, affected by vertical 
schistosity and an adaptability in wedging action, without resort to 
flowage or even quasi flowage. 


II. 
CONSTITUTION OF THE INTERIOR OF THE EARTH, AS INDICATED 
BY SEISMOLOGICAL INVESTIGATIONS, 
By Hauny Fretpinc erp, 


In 1883 Milne predicted that earthquake disturbances would be 
registered by seismographs at great distances from their origin, a 
prediction first verified when the earthquake of April 18, 1889, 
whose origin lay off the coast of Japan, affected the horizontal 
pendulum which von Rebeur-Paschwitz had set up at Potsdam to 
study the attraction of the moon. Milne was so convinced of the 
correctness of his idea and of the importance of the results to be 
obtained that in 1893 he established an observatory on the Isle of 
Wight to record earthquakes from distant regions; and he also sue- 
ceeded in haying instruments of similar model set up at observatories 
very widely scattered in various parts of the world. 

Wertheim in 1851 showed that a disturbance in the interior of 
an elastic solid would break up into two groups of waves, longitu- 
dinal and transversal, which would be propagated at different rates, 
and as their velocities are so great that they can not be separated 
from each other in the laboratory he suggested with rare insight 
that their separation might first be noticed in connection, with the 
propagation of earthquake disturbances.t A few years later Lord 
Rayleigh showed that a third kind of wave could be propagated 
along the surface of the earth? Seismologists naturally looked for 
indications of these three groups of waves in their seismograms, 
but it was not until 1900 that Oldham succeeded in showing definitely 
that the seismograms of «a number of Milne instruments gave clear 
evidence of the existence of three groups of waves. Oldham also 
published a diagram, which was an extension of Seebach’s ancealtad 
“hodograph,” showing the relation between the time of transmission 
of each group and the distance from the earthquake origin, measured 
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*" On Waves Propagated Along the Plane Surface of an Elastic Solid," Proc. Lendoa 


THE INTERIOR OF THE EARTH, 235 


along the surface of the earth. Milne soon improved these curves 
by adding observations of a large number of recorded shocks.’ The 
curves of the first and second “ preliminary tremors,” as Milne called 
the first two groups of waves, are curved, indicating that the velocity 
of transmission increases with the distance from the origin; a conclu- 
sion which had already been drawn from earlier, but less accurate, 
observations. Milne attempted to explain this by assuming that the 
path of the seismic disturbance lay along the chord and not along the 
earth's surface; this practically shortens the distance to the observing 
stations, and if the curves are plotted, with distances measured 
along the chord, the curvature is considerably diminished: but later 
and more accurate observations show that even under this assum p- 
tion the velocity still increases with the distance. The conclusion 
is unavoidable that as the path of the disturbance sinks deeper into 
the earth the velocity increases. The interior of the earth then is not 
a homogeneous but a refractive medium, and the path of the dis- 
turbance can not be straight but must be curved with the concavity 
turned upward. This condition had been described by A. Schmidt 
as early as 1858.2 Seismologists now believe that the three groups 
discovered by Oldham are respectively the longitudinal, the trans- 
verse, and the surface waves. The transmission curve of the latter 
is a straight line indicating that the waves are transmitted with 
uniform velocity along the surface of the earth. They have affected 
seismographs after having passed completely around the earth. It 

can not be said that the evidence, that the first two groups are re- 
rei longitudinal and transverse, is complete; but it is suffi- 
cient, in connection with theory, to make seismologists fairly con- 
fident that the conclusion is correct; and the passage of transverse 
waves through the earth to great depths is proof that, to those 
depths, the earth is solid; for transverse waves can not exsit in a 
liquid. Further, since the velocity of transmission depends on the 
ratio of the elasticity to the density of the medium, and since both 
the longitudinal and transverse waves increase in velocity with the 
depth below the surface, both the elasticity of volume and the elas- 
ticity of figure of the earth, not only increase, but increase more 
rapidly than the density as we penetrate below the surface. The 
earth therefore is not only rigid, but its rigidity increases toward its 
_ center; though seismological evidence does. not yet. prove that this 
characteristic extends to the very center itself. 

The next step was to determine the path of the waves in the earth 
and their velocity at different depths; the data for these determi- 
nations were the times of arrival of the earthquake waves at various 
aan nh SS 





‘Rep. of Com. on Selemol. Investig., B. A. A. 5, 1902, p. 
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236 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916. 


distances from the origin; these times are collected in the transmis- 
sion curves. At first sight this seems an insoluble problem; bat, 
thanks to a remarkable mathematical theorem of Abel, it is not. It 
is clear that the time of arrival of an earthquake duaharbases at a 
distant station will depend on the path followed and the velocity in 
different parts of the path, and if we make the reasonable assump- 
tion, which is borne out by observation, that the velocity is every- 
where the same at the same depth, then it is evident, if the velocity 
increases Continuously with the depth, that the trinariieaon enrves 
will be continuous without breaks, and their curvatures will no- 
where make a sudden change. The mathematical solution of the 
problem has been obtained by Wiechert, Bateman, and others; and 
concrete results have been obtained by Wiechert and his assistants, 
so that we now know the paths of the waves and their velocities with 
a fair degree of accuracy, at least to a considerable distance below 
the surface. But the questions arise, Do the velocities increase con- 
tinuously with the depth; and if so, How! questions which could 
be answered by the study of perfect transmission curves: but even 
imperfect curves yield some information; which, however, may be so 
faulty that it must be received with great caution. Milne, who has 
done such excellent pioneer work in seismology, was the first to pro- 
pose and attempt to answer these questions." He thought the trans- 
mission curve could be satisfied by supposing the earth to consist of 
a solid core having o radius of nineteen twentieths of the earth's 
radius, and surrounded by a thin shell. The core was of uniform 
density and elasticity, so that the velocity of propagation in it was 
uniform, and the paths of the rays would be straight lines. The 
velocity tn the shell was much less than in the core. These condi- 
tions satisfied fairly well the very imperfect transmission curve of 
192, but they may be dismissed without further consideration, for 
such an earth could not satisfy the astronomic requirements, which 
exact, at the same time, the proper mean density and moment of 
inertia. 

Benndorff in 1906 thought he found evidence of a central core 
of about four-fifths the earth’s radius, surrounded by two shells, 
the outer one having the same thickness us Milne’s? In the same 
year Oldham deduced from the transmission curves a central core 
of not more than four-tenths the earth’s radius in which the velocity 
was distinctly less than in the surrounding shell.* Neither of these 
rrangements have been shown to conform to the astronomic requiire- 
ments. Oldham’s conclusions are based on what he considers a 
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ee break in the transmission curve of the transverse waves at 

istances between 120° and 150° from the origin; but when we re- 
Bteathe that fully 95 per cent of the energy of an earthquake shock 
comes to the surface within the hemisphere having the origin as its 
pole, we see that the data for great distances must be too. imperfect 
to yield very reliable deductions. 

Many years ago Roche showed that it was quite possible to deter- 
mine a distribution of density in the earth which would be discon- 
tinuous at several levels, but which would still be pecedberavi 
satisfactory. Weichert, in 1897,‘ showed that such a system 
consist of a central core of radius about 4,900 km. or eee 
of the earth’s radius, consisting of iron with a density of about 8.5, 
surrounded by a stony shell about 1,500 km. thick and with density 
varying from 3 to 34. It was nagiral that he should examine the 
transmission curves to see if they supported his ideas; and at The 
Hague meeting of the International Seismological Association in 
1907 he announced that they did. At the Manchester meeting of 
the same association in 1911 he announced the existence of two shells 
around the central core. In 1914 Gutenberg (one of Woiechert’s 
assistants) announced the existence of three shells.* In addition to 
ordinary times of transmission, Gutenberg also the times of 
waves reflected at the earth’s surface and the variations in the 
amplitude; it is evident that a wave which crosses the boundary of 
the core will experience reflection and refraction; and whichever 
part is later observed at the surface of the earth will have a distinctly 
smaller amplitude than the wave which just missed penetrating 
into the core. The following table shows the positions of the boun- 
daries of the shells and of the core, and the velocities of the longi- 
tudinal waves P and of the transverse waves 4; it will be noticed 
that it is only at the boundary of the central core that any marked 
sudden change in velocity occurs. 
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The remark regarding Oldham’s results applies also here, namely 
that it is questionable whether the observations at distances greater 
than 100° or 120° are sufliciently accurate to justify such definite 
conclusions. Gutenberg had the advantage, however, of more accu- 
rate observations than Oldham, and also of measures of amplitudes. 
There is no a priori reason why the earth might not be made up of 
a number of shells, but there should be satisfactory evidence for an 
proposed system; and it must be shown to satisfy the astronomic 
requirements; or, at least, not to contradict them. Gutenberg’s 
system does not correspond with Wiechert’s system of 1897. In the 
latter » marked change in physical properties occurs at a depth of 
1,500 km.; in the former, at a depth of 2,900 km.; and in crossing 
into the core, the ratio of the elasticity to the density, according to 
Gutenberg, rapidly loses six-tenths of its value. This change might 
be the result of a great increase in density or a great decrease in 
elasticity; it may be questioned whether the former is compatible 
with the astronomic requirements, and whether the latter is com- 
patible with the high rigidity which we know the earth, as a whole, 
has. So far no answer has been given to these questions. 

In 1879 George and Horace Darwin attempted to determine the 
rigidity of the earth by measuring the deviation of the vertical under 
the attraction of the moon. If the earth yielded like a fluid, its 
surface would always remain at right angles to the vertical, and a 
pendulum would remain relatively stationary for all positions of the 
moon; if the earth were absolutely rigid, the moon's attraction would 
deflect the pendulum an extremely small amount, but an amount 
capable of being measured. The Darwins did not obtain definite 
results because the disturbances of their pendulum were greater than 
the deflections they attempted to determine. 

A little later von Rebeur-Paschwitz attacked the same problem 
with better success, using a horizontal pendulum. 

Hecker, in Potsdam, and Orloff, in Dorpat, have repeated von 
Rebeur-Paschwitz’s experiment; and both found values for the 
average rigidity of the earth comparable with that of steel. But, 
what was most remarkable, and what is still unex plained, the ri gidity 
was apparently greater in an east-west than in a north-south direc- 
tion. Orloff, experimenting at a greater distance from the ocean, 
found a smaller difference than Hecker did, and it has been sug- 
gested that the tides of the ocean are the cause of the difference. 
The International Seismological Association, at its Manchester 
meeting in 1911, made plans to repeat the experiments in Paris, in 
central Canada, in the middle of Southern Africa, and in the middle 
of Russia; but no reports have yet come from these stations. 

In the autumn of 1913 Michelson attacked the same problem by 
a new method, which seems capable of yielding more aceurate 


results than the horizontal pendulum, He measured the deflection 
of the vertical under the influence of the moon by what was prac- 
tically a water level 400 feet long, sunk 6 feet in the earth.’ Michel- 
son's results for the east-west rigidity do not. differ greatly from 
those of Orloff; but his north-south rigidity is somewhat less than 
Orloff's. Michelson’s experiments also show that the viscosity of 
the earth must be as great as that of steel. These experiments are 
of great interest; they should be repeated at various places, and 
especially at places symmetrically situated with respect to the great 
oceans, and on micloceanic islands, in order to determine how far 
they are affected by the oceanic tides. 

We can say in conclusion that. the transmission of transverse 
earthquake waves shows that the earth is solid, at least to a great 
depth below the surface; and that experiments on the deflection of 
the vertical show that it is quite as rigid and as viscous as steel, 
There are still difficulties in the interpretation of the observations, 
but their elucidation can not alter the general character of the 
conclusions. 





IIT. 


THE EARTH FROM THE GEOPHYSICAL STANDPOINT. 


By Jous F. Harrop. 


This is a broad topic on which much intensive thinking has been 
done by many men. It is impossible to treat it adequately or com- 
prehensively in the short time available. 

‘Tn this address an attempt will be made to so concentrate atten- 
tion on a certain few points as to tend to clarify existing ideas and to 
correlate them. An attempt will also be made to help in locating the 
lines of least resistance to future progress in the study of the earth. 

The size of the earth, ag well as its shape, is now known with such 
a high degree of accuracy that the errors are negligible in compari- 
son with the errors in other parts of our knowledge of the earth. 
The probable error of the equatorial radius is less than 1/300000 part, 
and of the polar semidiameter is about the same. 

The three physical constants of the earth, and of its different parts, 
on which you are now asked to concentrate your attention are the 
density, the modulus of elasticity, and the strength. 

It is important to know as much as possible about the density. 'The 
more one knows about the density in all parts of the earth the more 
surely and safely one may proceed in learning other things about the 
earth. 
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The modulus of elasticity at each point in the earth controls the 
behavior of the earth under relatively small applied forces, 

The strength of the earth, at each point, as measured by the stress- 
difference at that point necessary to produce either slow continuous 
change of shape or rupture, decides the behavior of the earth under 
the greater forces applied to it. 

As to density we know that the earth's surface density is about 
9.7, that the density probably increases continuously with increase of 
depth, that the density at the center is probably about 11, that the 
mean density is about 5.6, and that within a film at the surface of a 
thickness of about one fiftieth of the radius of the earth there is 
isostatic compensation which is nearly complete and perfect as be- 
tween areas of large extent. 

The manner of distribution of the isostatic compensation with 
nerpect to depth, and the limiting depth to which it extends are but 

iperfectly’ known. Nevertheless it appears that above the depth, 
122 kilometers, the compensation is nearly complete even though 
there may be some compensation extending beyond that depth. 

Two general lines of evidence are available in determining the 
modulus of elasticity of the earth, that from earthquake waves, and 
that from earth tides. 

There are many inherent and extreme difficulties in the way of 
securing reliable evidence as to the modulus of elasticity from earth- 
quake waves. 

To 1913 the accuracy of available observations of tides in the solid 
earth was insufficient to furnish a basis for reliable conclusions. 
Nevertheless the estimates of the modulus derived from these early 

observations were a fair approximation to that given by the very 
recent and much more accurate observations. 

Dr. Michelson and those associated with him in the observation of 
earth tides at the Yerkes Observatory since 1913 have developed a 
method of observing which is of a new order of accuracy such that 
the minute changes of inclination at a given point due to earth tides 
may be determined with an error of less than 1 per cent. 

These observations make the modulus of elasticity of the earth as 
a whole about like that of solid steel, namely, (8.6) (10° C.G.S.), 

It is the modulus of elasticity of the earth as a whole which is 
measured in this case. 

It is eminently desirable to determine if possible whether the 
modulus of elasticity varies with increase of depth. The Michelson 
apparatus possibly opens the way to such a determination. Suppose 
that the apparatus is used on the shore of the Bay of Fundy. Twice 
a day a large excess load of water is placed i in the bay by the tidal 
oscillation and as frequently the water load is reduced below normal. 
The stresses produced in the body of the earth by these changes of 
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load applied over an area only about 30 miles wide are probably con- 
fined almost entirely to the first 100 miles of depth. The magnitude 
of changes of inclination produced at an observing station on the 
shore by the changing water load would, therefore, be dependent pri- 
marily on the modulus of elasticity of the ‘nnterink below and around 
the bay to a depth of less than 100 miles. The observations might 
serve, therefore, to determine a modulus of elasticity of the surface 
portion of the eurth rather than of the whole earth. 

Turn now to the third of the physical constants, which it was pro- 

’ to examine, namely, the strength. 

Among the forces which we may consider as furnishing tests of 
strength are: (1) The forces involved in earthquakes, (2) the 
weight of continents, and (3) the weight of mountains, 

The forces which produce the more intense earthquakes evidently 
cause stress differences locally, which are beyond the breaking 
strength of the material. However, from earthquakes we may obtain 
but little information as to the strength of the earth material, be- 
cause the intensity of the stress differences can not be reliably de- 
termined. We know simply that the intensity exceeds the breaking 
strength of the material at the points of rupture. 

It is uncertain how great are the maximum stress differences pro- 
duced by the weight of continents. One great difliculty in computing 
these stress differences arises from the fact that the isostatic com- 
pensation of continents, now known to exist, reduces the stress differ- 
ences much below what they would otherwise be. Love computed the 
maximum stress differences thus reduced as 0.07 ton per square inch. 
Darwin computed the greatest stress difference due to the weight of 
the continents, without isostatic compensation, as 4 tons per square 
inch. If each of these computations were based upon assumptions, 
which correspond closely with the facts, one should be warranted in 
drawing the conclusion that the maximum stress difference caused by 
the actual continents, supported in part by the actual isostatic com- 
pensation, is between 0.07 and 4 tons per square inch, and that it is 
much nearer to the smaller than to the larger value. But a close 
examination of either of these computations shows that it is based. 
upon assumptions made to simplify and shorten the computations, 
which assumptions depart widely from the facts and tend strongly to 
make the computed stress differences much smaller than the actual. 
For example, both Darwin and Love used in their computations 
hypothetical continents, represented by regular mathematical forms, 
in the place of the actual continents with their many irregularities. 
The maximum stress difference caused by the actual continents is 
necessarily much greater than would be produced by the assumed 
smoothed out, regular, symmetrical continents. 
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Similarly no adequate computations have been made to determine 
the maximum stress difference due to the mountains. Darwin com- 
puted the maximum stress difference produced by two parallel 
mountain ranges, of density 2.8, rising 13,000 feet above the inter- 
mediate valley bottom, to be 2.6 tons per square inch. Love, for the 
same mountain ranges, but with isostatic compensation taken into 
account, computed the maximum stress difference to be 1.6 tons per 
equare inch. In this case the computation indicates that the isostatic 
compensation reduced the maximum stress difference to but little 
more than one-half what it would otherwise be. Here, again, both 
the computed maximum stress differences have been greatly reduced 
by substituting hypothetical smoothed-out mountains in the place 
of the actual, irregular, unsymmetrical mountains, 

‘To the person who is trying to get a true picture of the present 
state of stress in the earth, two very important facts are made evi- 
dent by a comparison of the Love and the Darwin computations, 
First, the existence of isostatic computation greatly reduces the stress 
differences which would otherwise be produced by the weight of the 
continents and mountains. Second, the depth at which the maximum 
stress difference tends to occur is evidently very much less with iso- 
static compensation than without it. These two conclusions, based 
upon the differences between the two computations, are apparently 
reasonably safe even in spite of the same wild assumptions on which 
both the computations were based. 

Note that even a little information as to the distribution of densi- 
ties—a little information about isostatic compensation—profoundly 
modifies the conclusions as to the state of stress in the earth. Tt 
_ Should, therefore, be clear why it was so emphatically stated in an 
earlier part of this address that information as to the distribution of 
density in the earth is necessary in order to make safe progress in 
learning other things about the earth. 

Is the earth competent to withstand without slow yielding the 
stress differences due to the weight of continents and mountains, 
the isostatic compensations being considered? From the computa- 
tions by Darwin and Love, considered in the light of the assumptions 
made by them to simplify the computations, I estimate that it js 
probable that the actual mountains and continents with all their 
irregularities of shape and elevation possibly produce stress differ- 
_ ences in some few places as great as 4 tons per square inch, and 
certainly produce stress differences at many places as great as two- 
tenths of a ton per square inch. The material would certainly yield 
slowly under such stress differences especially when they persist 
continuously over long periods of time and throughout large regions. 
Four tons per inch is the breaking or rupture load for good granite, 
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one of the strongest materials existing in the earth in large quantities. 
Two-tenths of a ton per square inch is the safe working load used by 
engineers for good granite. There is abundant evidence from 
laboratory tests that the so-called yield point on which the engineer 
bases his estimate of safe working load for a given material is a 
function of the length of time the load is applied and the delicacy 
of the test, The longer the time of application and the more refined 
the test to determine the permanent yield the lower the observed 
yield point. In the case of the test in progress in the earth the time 
of application is indefinitely long and the test is extremely refined 
inasmuch as the minimum rate of yielding which may be detected 
is exceedingly small. 

If an engineer wishes to know whether a bridge, or foundation, 
or building, or railroad rail is yielding under stress differences which 
have been brought to bear upon it he looks for evidence of distress, 
for rivet heads popped off, scaling from the surface, settling, cracks, 
or even changes in microscopic structure. The geologists haye made 
very extensive corresponding examinations of the earth. Everywhere 
they find evidence that the earth has yielded. On the one-fourth of 
the earths surface exposed to examination, the land, there is no part 
for which the evidence does not indicate past uplift, or subsidence, 
or horizontal thrust, or cracking under tension, or cracking produced 
by shear, or microscopic yielding in detail such as produces schis- 
tosity, for example, or some other form of past yielding to stress 
differences. The physicist studying the earth must take this over- 
whelming mass of evidence into account and must conclude that the 
earth habitually yields slowly to the stress differences brought to bear 
upon it. Please note that I do not assert that the stress differences 
are all due to gravity. 

I propose now to state what are in my opinion probably the lines 
of least resistance to future progress in studying the earth from the 
physical standpoint. I propose to outline what I believe to he the 
most effective methods of attack, and to indicate some of the con- 
clusions which will probably be reached. T am led to this procedure 
by two considerations, First, I find it possible to state certain of my 
opinions as to the net outcome of past investigations most clearly 
in that form—and time presses. Second, 1 indulge the hope that 
such an outline which is frankly an expression of judgment based on 
evidence much too weak and conflicting to be proof, may possibly 
kindle the imagination of some man or men, and so lead to vigorous 
attacks upon the problem and to future progress. 

In attacking the problems of the earth one should assume at the 
outset that the phenomena exhibited are very complicated, that they 
are probably due to varions simultaneous actions, and that the vari- 
ous actions are probably closely interlocked, modifying each other, 
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though some are probably primary in importance and others sec- 
ondary. Hence the most effective method of attack is probably one 
which includes a general correlation of apparently widely separated 
ideas and facts gathered from physicists, engineers, geologists, 
chemists, etc., and at the same time includes intensive attacks in 
detail on one after the other of single features of the problems which 
arise and an intensive working out of the possible consequences of 

It should be recognized at the outset that no observed behavior 
of the earth clearly warrants the assumption that the material of 
which it is composed differs radically in any way from that ncces- 
sible at the surface. It should be assumed, therefore, that through- 
out the earth the materials are a mixture differing from the mixture 
found at the surface only as the extreme pressure and temperature 
conditions at creat depths directly and indirectly produce differences. 

Tt should be kept clearly in mind that the geodetic evidence from 
observations of the direction and intensity of gravity indicates 
simply the present location of attracting masses, the present distri- 
dution of density. It furnishes no direct evidence whatever as to 
past distributions of density or as to changes in density now in 
progress. But an understanding of the present distribution of 
density within the earth, especially near the surface, is so necessary 
to a true understanding of the present state of stress and of Viscous 
flow in the earth that an understanding of the geodetic evidence is 
fundamental to progress. 

Computations should be made in extension of those which have 
been made by Darwin and Love. The new computations should, 
however, deal with the actual irregular continents and mountains, 
not with regular substitutes. The computations should also take 
into account the bulk modulus of the materials composing the earth: 
that is, these materials should be assumed to be compressible. Such 
computations will no doubt be both difficult and long. I believe 
that even a moderately vigorous attack along this line will show con- 
clusively that the earth does not behave as an elastic body under 
the large loads superimposed upon it by the continents and moun- 
tains, J believe that the computed stress differences will be found 
to be so large that the computation will be essentially a proof of 
viscous yielding. 

Next make the contrasting assumption that the material compos- 
ing the earth is competent to withstand but little shearing stress, 
and that the pressure at any point is that due to gravitation acting 
on the mass in the column extending from the point vertically to the 
surface. Let it be assumed that isostatic compensation exists, is 
uniformly distributed with respect to depth, and is complete at depth 
122 kilometers. Consider the actual topography and form a mental 


picture as setae! as possible of the viscous flows which would 
take place on the assumption that at ench level the material would 
flow horizontally foe regions of greater pressure to regions of less 
pressure along lines of maximum rate of change of pressure, and 
that the time rate of such viscous flows would tend to be propor- 
tional to the spnce rate of change of pressure. The flows would all 
be found to be away from beneath high regions toward low regions, 
from continents toward oceans, from mountains toward valleys. 

After such a picture has been clearly formed assume that the iso- 
static condition is disturbed by long-continued erosion and deposition, 
producing changes in the surface elevations and surface loads. On 
the same assumptions as to the nature of the viscous flows as before, 
form a new picture of the viscous flows which would now be in prog- — 
ress. It will be found that under the new conditions the viscous 
flows near the surface would still be away from high areas and 
toward low areas, but in general they would be slower than before. 
At greater depths, however, it will be found that the viscous flows 
would be undertows from regions of recent deposition toward re- 
gions of recent erosion. These undertow flows would in general tend 
to be in the direction opposite to recent surface transportation of 
material. This picture would serve as a first approximation to an 
understanding of the mechanism of isostatic readjustment. The 
undertows would be found on these assumptions to extend to a con- 
siderable depth, certainly more than 122 kilometers. 

Next one should picture the changes in density which would be 
produced by the viscous flows. The density should be pictured as 
decreasing in regions from which material is being carried uway by 
the flow and increasing in regions to which the material is being 
eatried. It will be noticed as soon o& such a picture is formed that 
every undertow flow at any level tends to equalize pressures at lower 
levels,. This will have a strong tendency to make the prevailing 
undertows occur at much higher levels than they otherwise would. 

Let it be assumed that the viscous material offers some small re- 
sistance to shear and still have elastic properties to a slight degree. 
The condition assumed originally that the pressure at a point de- 
pends simply upon the weight of the material above that point will 
be disturbed thereby. Form as clear a conception as possible of these 
disturbances and the modifications of the flows produced by them. T 
believe the modifications will be found to be important and that they: 
will be found to be such as tend to confine the effects of surface 
changes of load to a depth which is a small fraction of the radius. 

‘So much for the direct effects of gravity which it seems im- 
portant to picture clearly. Next study other effects, some of which 
are indirectly produced by gravity. 

‘Tae0"—am 1915—17 
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‘Wherever viscous flow takes place in the quasisolid portions of the 
earth there heat is necessarily developed in amount equivalent to the 
mechanical energy expended in overcoming the resistance to flow. 
This will tend to increase the volume of the material, to increase 
the pressure; and to raise the surface above the region of viscous 
flow. It is probable also that the increase of temperature will tend 
to weaken the materiul, thus emphasizing the weakening produced 
by the damaging mechanical effects of the flow. 

_ This temperature effect is probably locally important. 

Beneath areas of recent deposition the temperature of a given 
part of the buried material will slowly increase for long periods of 
time,/on account of heat conducted up from below and prevented by 
the new blanket of deposited material from rising to the surface so 
freely as before. Conversely, beneath the areas of recent erosion 
the temperature of a given portion of material will decrease. The 
ultimate limit of change will tend te be in each case not greater 
that about 1°. C. for each 32 meters of depth of erosion or 
deposition. These temperature changes tend ultimately to 
lower areas of recent erosion and to raise areas of recent deposi- 
tion, possibly as much as one-thirtieth of the thickness of the erosion 
or deposition, the temperature effect taking place much later than 
the erosion or deposition which initiated it. 

Study next the effects which may be computed from the bulk 
modulus of elasticity. Beneath areas of erosion a given particle of 
matter tends to rise by an amount which may be computed from the 
bulle modulus of material, and similarly a particle tends to full be- 
neath an area of deposition, If the depth to which the elastic phe- 
nomena extend is as great as 122 kilometers and the bulk modulus 
is 500,000 kilograms per square centimeter (corresponding to granite) 
the rise or fall of a particle neur the surface will tend to be at least 
one-fiftieth part as great as the thickness of the material eroded or 
deposited, This 1s a change so large as to have considerable effects 
in modifying or magnifying the actions which would otherwise 
occur, Possibly this elastic change is much larger than the esti- 
mute here given. Of course if the erosion or deposition takes place 
in a small area only, such elastic response will be largely inhibited 
by surrounding material on which the load has not been directly 
changed. But under large areas of erosion or deposition such action 
must take place and extend to depths possibly as great as 122 
kilometers. 

Study next the modifying effects, on the phenomena already pic- 
tured, of chemical changes which are probably produced in the earth 
by changes of pressure. The expression “chemical changes” is 
here used in the broadest possible sense. A relief of pressure at 
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any given point in the earth necessarily favors such chemical changes 
as are accompanied by increase in volume and reduction of density. 
Increase of pressure tends to have the reverse effect. Such change: 
tend to reenforee and extend in time the effects just referred to 
which may be computed from the bulk modulus of elasticity. It is 
important to estimate such changes as well as possible from all 
available evidence, such for example as that furnished by chemists, 
by geologists, and by such investigations of rock formation as have 
been conducted at the geophysical laboratory in Washingto: 
believe the possible effects of this kind will be found to be so o large 
as to be of primary importance, 

Evidence has accumulated during the past few years which 
makes it reasonably certain that with increased pressure, as at the 
great depths in the earth, the rigidity and the viscosity of the ma- 
terial also necessarily increases. This tends to cause the viscous 
flows to take place at higher levels than they otherwise would. This 
should be taken into account. 

Next » reexamination of the conceptions so far formed should 
be made to ascertain to what extent and how they would be modified 
if one started with some other reasonable assumption us to the limit- 
ing depth of present isostatic compensation or some other reason- 
able assumption as to the law of distribution of the compensation 
with regard to depth. | 

Next full and extensive comparisons should be made between 
the hypothetical phenomena on the one hand pictured as made up 
primarily of viscous flows, modified by some elastic effects, initiated 
in part by surface transfers of load, modified by changes of tempera- 
ture, modified by chemical changes and in the other ways, and on 
the other hand the facts of the past as to the behavior of the earth 
recorded in the recks and read by geologists and others, This com- 
parison should be used to the fullest; possible extent to evaluate the 
relative importance of the various elements in the actions. 

In making this comparison of various hypothetical phenomena 
with the great accumulated mass of geological facts it should be 
recognized at once that it is false logic to reason that if a given 
hypothesis does not account for all the observed facts the hypothesis 
is necessarily erroneous, On the contrary it is true logic in dealing 
with such a problem as the earth seen from a physical standpoint 
to reason that the more facts are accounted for by « given hypothesis 
the more certain it is that said hypothesis is « statement of a con- 
trolling element in the complex phenomena and then to study the 
facts which appear neutral, or conflicting, with reference to the 
hypothesis, considering them as indicators of other elements of the 











248 ANNUAL REPORT SMITHSONIAN EXSTITUTION, 1916, 


phenomena which one should attempt to embody in other supple- 

I submit that in studying the earth it is a mistake to think that 
there is any necessary conflict between the idea that the earth be- 
haves as an elastic body and the idea that it is yieldiing in « viscous 
manner. A body may behave in both ways at once. The earth is 
probably acting largely os an elastic body under small forces which 
change rapidly and at the same time is yielding in a viscous manner 
to forces of larger intensity which are applied in one sense con- 
tinuously for long periods. 

The object of this address will have been accomplished if it serves 
in time to arouse the imagination and interest of some one and to 
guide him to greater effectiveness in attacking the problems presented 
by the earth as seen from the geophysical standpoint. 


IV. 


VARIATIONS OF LATITUDE: THEIR BEARING UPON OUR RAOWL- 
EDGE OF THE INTERIOR OF THE EARTH. 


By Frark ScH.esrrcrn. 


To review even hastily the contributions that astronomy has made 
to our knowledge of the figure and dimensions of the earth and the 
constitution of its interior would consume more time than I can 
fairly claim as my share. Let me therefore pass over those points 
that are on accepted ground and are matters of general agreement 
from the different points of view represented in this symposium ; 
and let me dwell instead upon certain recent developments espe- 
cially in need of consideration, concerning which the astronomer 
desires the criticism and help of the geologist, the seismologist, the 
physicist, and the meteorologist. These developments have come to 
us directly or indirectly through a# study of latitude variations, so 
that most of what I shall have to say will deal with this subject. 

Although variations of latitude are in a sense a very recent addi- 
tion to our knowledge, yet, on the theoretical side, at least, we find 
the beginning more than a century and a half ago. In 1755 Euler 
considered “the rotation of solid and rigid bodies” in memoir 
that is now recognized as the foundation stone for our edifice. He 
showed that if such a body is projected into space it wil] exhibit two 
kinds of rotation; the first of these is the familiar one that corre- 
sponds to the day in the case of the earth; the other is more subtle 
and corresponds to the variation of latitude. By reason of this the 
axis of the diurnal rotation is continually changing within the body, 
progressing in a regular way, and coming back after a time to its 
earlier positions. An ordinary top gives us a simple example of this 
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kind of rotation. The spinner imparts to the top a motion of trans- 
lation as well as a rotation, and if we wish to study the rotation we 
must arrest the translation in some way. This we can do by letting 
he top fall upon a hard surface, nm which the iron peg soon wears o 
minute hole for itself, and the effect is to stop the translation of the 
top without modifying seriously the rotation. Then we can see that, 
while the top is turning very rapidly around an axis, this axis ts 
itself rotating in a comparatively leisurely way. Just the same thing 

curring with the earth—the point (or pole) at which the axis of 
the daily rotation pierces the surface of the earth is continually in 
motion. If we could take to the neighborhood of the pole a modern 
instrument and if we could observe there at leisure and in comfort, 
we should have no particular difficulty in finding the position of the 
pole within a meter. But if we should repeat these observations a 
few months later, we should find that the pole had wandered away to 
some distance. To be sure, this distance would not be great, and all 
the wanderings of the pole that have thus far been observed could 
be plotted to true scale on the floor of a room not much larger than 
the one we are in. Of course, if the pole is moving, so, too, is the 
earth’s Equator; and thus the latitudes of all points on the earth are 
varying. Such wanderings as these need not disturb the peace of 
mind of those gentlemen who like to discover the Arctic or the Ant- 
arctic Pole. Under the circumstances that the polar explorer must 
work and with the meager instruments he can transport, he is glad 
to determine his latitude within half a mile of the truth. 

We must understand that it is only in our time, and only after the 
lapse of many years since Euler published his memoir, that latitude 
varintions have actually been observed. There was nothing in 
Euler's theory to indicate how large a variation to look for, since 
this is a matter that depends upon the whole complex of “ initial 
conditions,” of which our knowledge is the very vaguest. But this 
theory does tell us what the period of variation should be, since 
this depends upon the shape of the earth and the distribution of the 
material within it, and precisely the information that is here needed 
is afforded by a study of precession. Applying this information, 
Euler was able to say that the period of the latitude variation should 
be 10 months. Bessel at Konigsberg, in 1842, later Peters at Pul- 
kova, Nyren also at Pulkova, Downing at Greenwich, and Newcomb 
at Washington, all searched their observations for evidence of a 
latitude variation having a period of 10 months, but all in vain. 
Astronomers concluded that if latitude variations existed at all, their 
extent was too small to be detected by instruments of the precision 
that had then been attained. 

Toward the end of the nineteenth century vague whisperings that 
this conclusion might be incorrect seem to have been in the air: 
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But the first clear word to this effect came in 1888 from the lips of 
‘Kistner, at Berlin. He had invented ond applied a method for deter- 
mining the amount of the aberration of light; but he found that his 
observations gave well nigh impossible results, agreeing neither 
among themselves nor with earlier reliable observations. By a nice 
chain of logic he was able to exclude one possible explanation after 
another untal there was left only the supposition that the latitude of 
his station had changed while his observations were in progress. 
Next he examined nearly contemporaneous observations made at 
other places,and when he found that he could account. for certain 
puzzling discrepancies he no longer hesitated to announce that lati 
tudes were varinble after all. robe 

This announcement awoke the liveliest interest and encountered 
no little skepticism. Special observations were at once set on foot 
at various observatories in Enrope and America, as well as. at a 
station near Honolulu in the Sandwich Islands. . These islands are 
about opposite in longitude to the Kuropean stations, and this was 
the reason for establishing « station there. For obviously if the 
pole is really changing its place, then the changes in latitude for. two 
opposite stations will be the reverse of ench other. When in 1893 
this was found actually to be the case, other possible explanations 
for the observed phenomena at once fell down, and latitude varia- 
tions became for the first time a universally accepted fact. 

Much time and effort have since been expended in attempting to 
formulate the “laws” of latitude variations and to give them a 
mechanical interpretation. But observation has shown that the 
variations are of unexpected complicity, and asa consequence we 
are still very far from having satisfactory knowledge of this subject. 
By the same token it is probable that an intensive study of these 
variations, particularly from points of view other than the astro~ 
nomical, will teach us much concerning the interior of the earth as 
well as come of its surface phenomena. mr 

Tt was the late Dr. Chandler, of Cambridge, Mass., who took the 
Jeail in investigating the nature of latitude variations. By over- 
hauling ancient observations (made of course without any reference 
to the present subject) he was able to trace the presence of the varias 
tions back to the time of Bradley in the middle of the eighteenth 
century. Thus it happens that at the very time that Euler was 
writing the first theoretical paper on the subject, Bradley had already 
begun making the observations from which the actual existence of 
latitude variations. might have been proven at once, Chandler was 
able to gather similar evidence from other miscellaneous series. of 
observations and thus to set down a tolerably continuous record of 
the varintions during. century and a half. However interesting a 
fact this may be from an historical point of yiew, it does not help 
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very much in a practical study of the subject. There are two reasons 
for this: first, it is only for European stations (and for the most part 
only for Greenwich) that we have any knowledge of these earlier 

tions; the other component of the wanderings of the pole, 
namely that in the meridian at right angles to the meridian of 
Greenwich, did not begin to be known until very recently. Again, 
these ancient observations were undertaken for certain definite pur- 
poses that they served as well as could be expected for their time; 
butthey were not intended and are not well suited for precise deter- 
minations of the latitude. Close acquaintance with the subject has 
taught us that exceedingly delicate observations are necessary to 
define the variations with adequate accuracy. If I held in my hands 
two plumb lines half a meter apart, they would not be quite parallel 
to each other, though both are exactly vertical; if they were pro- 
longed they would meet somewhere near the ‘center’ of the earth, 
0 miles below. The angle between them is a little ‘less than 
O08 and represents approximately the accaracy that is’ demanded 
and that has recently been attained in latitude observations: This 
success is due chiefly to the International Geodetic Association which 
has organized an “international latitude service” of high efficiency, 
and to whose efforts and experience are due the improvements in 
instruments and methods that have made possible this extraordinary 
degree of precision. Since 1999, the association has maintained ‘six 
observing stations for this sole purpose, two of these being in our 
own country. One of the minor effects of the war that is now raging 
in Europe will be the discontinuance of some of these stations: 
One of the American stations has already been abandoned, and the 
same fate will overtake the other in June, 1916, unless some inde- 
pendent means of maintaining it, at least temporarily, presents itself 
soon.? An interruption of these observations would be a great pity, 
for this is one of the cases where a continuous record is highly 
desirable. 

To return to Chandler and his work on these variations, perhaps, 
the most important of his achievements was to show that the prin- 
cipal term in the variations, instead of having a period of 10 months 
in accordance with Enler’s theory, has in reality a period of 14 
months. This difference explains the failure of Bessel and all the 
others, who preceded Kiistner, to find a latitude variation in their 
observations, for, relying upon Enler’s results, they had all tested 
their observations for the 10-month variation and had sought ‘for 
no other variation. For the same reason, Chandler's announcement 
of the longer period y was received with incredulity in some Y quarters, 








1Bince thie sentence was spoken the United States Coast and Geodetic Surver has 
secured legislation that guarantece the continuation of thiz etntion. 
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and this feeling did not vanish until Newcomb pointed out that 
Ewer had made a certain assumption regarding the interior of the 
earth that had in the meantime been universally discarded. His 
period of 10 months applies in fact only to o perfectly rigid and 
unyielding earth. Newcomb showed that if the earth yields to defor- 
mation to the same extent as though it were composed throughout of 
steel, then Euler's period would be lengthened to about 14 months, 
Here we have the first dependable determination of the rigidity of 
the earth, a result that has since been confirmed in several ways, par- 
ticularly by a measurement of “ bodily tides” in the earth. 

The 14-month term (or the modified Eulerian term as it is now 
called) has been under accurate observation for a quarter of a cen- 
tury. The period can probably (though not certainly) be regarded 
as constant. This is what we should expect, for a change im this 
period would call for a sensible alteration in the distribution of the 
material within the earth, or a change in the rigidity of the earth. 
The amplitude of this term presents a very puzzling problem. Its 
usual value is about 0°27, but twice in recent years it has jumped 
to about 0°40, Such a shiense could be accounted for by supposing 
that the earth had received a severe blow or a succession of milder 
blows tending in the same direction. We are reminded that both 
Milne and Helmert have suggested that there might be a direct con- 
nection between latitude variations and earthquakes, This sugges- 
tion was originally made by Milne very early in this century when 
the astronomical data necessary to test it were still very meager. Tt 
is to be hoped that the question will be taken up again in the light 
of the information that has been added during the pist 10 or 12 


years. 

Though the Eulerian term is the largest part of the latitude vari- 
ation, it is by no means the only important one. We have next an 
annual term with a maximum amplitude of about 0'’.20. We may 
say with some confidence that this term is seasonal and meteorologi- 
eal in its origin, but at present no more definite statement would be 
warranted. It was early suggested that ocean currents might cause 
this variation. These currents would have to vary greatly with the 
season, either in the volume or the speed of the flow, or in its diree- 
tion; for an unvarying current would merely modify the Eulerian 
term once for all and would leave the latitude variations otherwise 
Sebwes. A similar suggestion has been made with regard to air 

urrents, and appeal has also been made to unequal deposits of snow 
and i ice on two opposite hemispheres of the earth to account for the 
anriual term. It seems to me that these explanations have not been 
subjected to the critical numerical tests that wre possible and desir- 
able. The meteorological data are doubtless competent to enable us 
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to compute at least the order of the effects in the latitude variations 

that we should expect from these various causes. Furthermore, the 
annual term is probably variable in its amplitude, and it is important 
to ascertain how (if at all) these changes are related to the corre- 
sponding meteorological observations. 

One other term must be mentioned in this brief summary. A few 
years ago Kimura of Japan made the important discovery (the 
most striking contribution to ustronomy that has ever come out of 
Asia) that the latitudes of all stations are affected by a variation 
that does not depend upon the longitude but which is the same for 
all points in the same latitude. In other words, there is present a 
variation that is not due to the wanderings of the pole. To ascertain 
more closely the nature of this term, the International Geodetic Asso- 
ciation extended its latitude service temporarily to the Southern 
Hemisphere, with the result that the term was found to be of pre- 
cisely the kind that would be caused by an annual wandering of the 
center of gravity of the earth to and fro along the axis of rotation. 
This must be regarded merely as an illustration and not as an ex- 
planation, for so great a change (about 3 meters) in the position of 
the center of gravity is excluded on other and very conclusive 
grounds. No plausible explanation for the Kimura term has as 
yet made its appearance, and as a consequence the reality of the term 
has been questioned from every possible point of view. Many ex- 
planations have been advanced, each of which sought to account for 
the term as merely an instrumental effect or the like, just as was the 
case 20 years earlier with the whole of the latitude variation itself, 
Against such attempts the Kimura term has held up very well. It 
is not too much to say that at the present time all but one of the 
numerous explanations of this class have been disposed of: this 
exception deserves a brief mention, particularly as it calls loudly for 
the attention of the meteorologist. Let us suppose that the layers of 
equal density in the atmosphere above a station are not horizontal, 
but that they are sensibly inclined. If this occurs without our 
knowledge, as it would under ordinary circumstances, then we 
should apply refraction to our observations in a slightly erroneous 
way and we should derive a value for the latitude that is not quite 
correct. Let us suppose further that this effect were a world-wide 
one and that in any given month there would be a pronounced ten- 
dency for the inclination to be in the same sense in all latitudes, north 
and south, as well as in all longitudes. Then we should have a set 
of circumstances that would account for the Kimura term as an 
atmospheric effect, and therefore it would be excluded asa real varia- 
tion of latitude. So far as the astronomer is able to testify, the evi- 
dence is against the occurrence of such tilts in the atmosphere, The 
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inclination required to account quantitatively for the amplitude of 
the Kimura term is over 2 minutes of arc, or a slope of about one 
part in fifteen hundred. Presumably, in a few years we shall be able 
to say something more definite as to the possibility of the existence 
of such conditions. My own opinion is that this explanation, like 
s0 many others of similar character that have been suggested for the 
Kimura term, will be found untenable. Further, I venture to think 
that latitude variations as a whole will find their explanations less on 
the surface of the earth and more in its interior than seems now to 
be the generally accepted opinion. 


DRY LAND IN GEOLOGY2 pont 
Br AgtHita P, CoLewan, 


INTRODUCTION. 


After visits to South Africa, Australia, and India to study dry- 
land deposits it has become very evident to the writer that most of 
the earth is covered with water, and also that a ship is the most 
tantalizing of all modes of travel for a geologist, since captains have 
4 prejudice against anything of geological interest, such os rocks 
or reefs or shoals. After 1,200 miles of sheltered voyaging behind 
the great Australian barrier one may reach Java without ever seeing 
a coral reef at close quarters. Except the oozes dredged from the 
deep sea and the contours of its bottom revealed by soundings, the 
three-quarters of the globe beneath the ocean have scarcely any 
message for the geologist. That the waves and the tides do ‘im- 
portant geological work is true, but to hear the growl of the breakers 
and to see them pounce on their prey, one must travél in » small 
boat close to shore and not in an ocean liner. Even to study the 
action of the sea on the shore it is better to be on land. The dry 
shores of Lake Bonneville, as read by a Gilbert, give more instruction 
in regard to wave work than all the foam and tumult of the surf on 
the strand. 

The geologist is essentially a land animal, and yet until ‘andere 
most books on geology, especially textbooks, have had surprismply 
little to say of the land and its conditions. The writers seemed all 





to belong to the blue-water school, so much of their space has been 
given to the sea and its inhabitants, Tt is true that continents were 
mentioned, almost apologetically, when one came to the Cenozoic 
mammals, but even the Glacial period did not lift geology above the 
sea for some of the older writers, who preferred icebergs to placiers 
for the manufacture of bowlder elay. 





3 Presidential addren = before the soclety Dec, 20, 1915, ‘Reprinted: by aL 
oo from Bulletin of the Geological Boclety of America, vol. 27, pp. 175-102, Mar. a 
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This concentration on the sea and its life went to astonishi 
lengths in the more ancient parts of geological history. Like. sak 
of our older geologists, my first nourishment in the science was drawn 
from Dana’s “ Manual.” Unfortunately that earliest of textbooks 
has been lost, but curiosity led me to glance over his fourth edition 
(1895) to see how the dry land fares in its pages. 

There is the usual fiery introduction to historical geology, dividing 
Archean times alliteratively into Astral, Azoic, and Archeozoic eons, 
with a lithic era beginning at 2,500° F. ana an oceanic era commenc- 
ing when the earth had cooled to 500°, followed by eras of the earliest 
plants and the earliest animals as the boiling ocean cooled to en- 
durable temperatures. When the streaming waters had permanently 
condensed in the hollows of the original crust there was left a V- 
shaped nucleus of dry land about which the continent of North 
America was to be built up. After this encouraging start with a 
quite respectable dry-land area as a foundation, historical geology 

scomes submerged in seas, mostly shallow, until the end of the 
Sitnrian. Qut of 114 pages devoted to this part of the world’s 
history the total number of lines referring to the land and its inhabi- 
tants amount to only one page, while the Devonian land plants and 
animals are given only 4 pages out of 46. It is true that most of the 
Carboniferous chapter is devoted to the rank growths of the coal 
swamps, but these amphibious plants have little to do with actual 
dry land. They never rise far above sea level and are frequently 
lowered beneath it to get a fresh covering of mud or sand. The 
araucarias of the hills inland are barely mentioned, and it is not till 
one gets well on into the Mesozoic that the dinosaurs compel the student 
to depart a little from the seashore. Even then there is a suggestion 
that at least some of the clumsy beasts preferred splashing along the 
mud flatsor paddling inthe lagoons. There isno hint of lean creatures 
hastening with long strides to the shrinking water holes of a semi- 
arid region. 

Another stand-by of student days, this time in Germany, Was 
Credner’s “ Geologie,” which up to the end of the Devonian gives 2 
pages out of 58 to the land and its dwellers, Only 32} pages out 
of 300, up to the beginning of the Quaternary, have to do with 
terrestrial things, even the dinosaurs almost escaping notice, The 
dry land was evidently of small importance. 

It is not unnatural that in the beginning geology should devote 
itself mainly to things marine, for the favored haunts of men are 
almost all founded on stratified rocks. Werner's idex of a world 
deposited layer by layer from a primeval sea seomed reasonable 
when he lectured in Freiberg, though the Bergakademie stands on 
eruptive gneiss; and when William Smith began stratigraphic ge- 
ology, on an island where one can never get many miles from the 
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sound of the surf, he had to collect sen shells from the rocks as 
coins with which to date the formations, 

The regular succession of marine faunas in the stratified rocks 
laid the foundation for our chronology, showed the orderly develop- 
ment of living beings, and made possible the correlation of the rocks 
of different countries. The study of marine fossils was necessary 
to the building wp of historical geology on a sound basis, therefore, 
so that the almost exclusive attention given to the seas and their 
life was not unjustified. In those earlier days continents had a 
place in geology mainly as limiting the migrations of marine faunas 
or as providing sediments for the shallow seas. In other respects 
they were largely negative things, vacuums where nothing took 
place, since they provided no fossil-bearing beds, while the waters 
around them were swarming with life and activity. 

It seemed quite the correct thing 45 years ago, when the older men 
among us were students, to spend most of our time bending over 
rows of brachiopods in museum cases and memorizing lists of type 
fossils, so as to fix the age of rocks we might encounter in our field 
work, In those days the wash of the waves and the smell of the 
seashore seemed to permeate geology, and dry land was seldom men- 
tioned or thought of by professors or students. Most of geology 
sonsisted of stratigraphy and invertebrate paleontology. Bluff old 
Credner has some justification for devoting nine-tenths of his his- 
torical geology to a consideration of the doings of the sea and its 
inhabitants. The land had scarcely been discovered. Even the 
“Age of Mammals” was named and subdivided in accordance with 
the proportions of extinct to living shellfish and not from the rapid 
evolution of the mammals and their differentiation into the highest 
forms of animals the world has known. 





DISOOVERY OF THE LAND. 


Tt can not be said that the early geologists entirely ignored the 
land. An unmistakable land surface, like the “dirt bed” of the 
English Purbeck, with its araucarian stumps still rooted in the soil, 
was occasionally recognized, though such occurrences are almost un- 
known in formations older than the Carboniferous. It was recog- 
nized, also, that heat and drought best accounted for the beds of 
gypsum and rock salt found in several of the more ancient forma- 
tions, though the materials might have come from the evaporation 
of inclosed arms of the sea, and so might not be really continental 
deposits. 

The most typical land deposits, those of arid and of glacial eli- 
mates, were seldom recognized as such and were generally included 
among the marine stratified rocks, though the absence of fossils was 
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squieting. | Even the red sandstones, with their hot, desert: colors, 
Sie feReas locket onan marine; cales possibly as formed in 
lakes, because they contained no marine fossils. The ancient bowlder 
clays were merely coarse, water-formed deposits of some peouhing 
kind, . 

- In most cases, however, dry-land periods are not represented by 
deposits of any sort, but by the gaps in the sequence of formations, 
for normal Jand. conditions mean erosion and denudation, Their 
only record is usually a discordance, and a dry-land interval shown 
only by an unconformity naturally passed almost unnoticed. Most 
of the chapters of the world’s history are written under water and 
show a strong bias toward the side of the water animals. 

~The only continental deposits beside those of arid and glacial con- 
ditions which have a good chance of being preserved and recognized 
are those of the coal swamps, and they persist mainly because they 
are on debatable ground often invaded by the sa. During much 
the greater part of the world’s history happenings on the land are 
recorded only in the most accidental way, as by some stray leaf or 
tree trunk or carcass drifting down a river to be buried in the mud 
at its mouth. It is seldom that land formations can be found on a 
broad enough seale to reconstruct continental surfaces and condi- 
tions. 

Though it is certain that lands and their inhabitants have existed 
in unbroken succession from early times, the lands themselves are in 
geology mostly shadowy things. Whether they were mountainous 
or flat we can only infer from the kind of sediments they sent down 
to the sen. 

. During most of the world’s history the climate ceems to have bean 
woild and moist, even to the poles, and deserts and ice sheets were 
apparently absent. We are living in an exceptional time character- 
ized by extremes of climate and are apt to think of such extremes as 
normal. When Miocene plane trees grew luxuriantly on Spitzber- 
gen, in latitude 78°, the whole circulatory system of air and water 
must have been different from the one we are accustomed to. Ex- 
tremes of cold and perhaps also of dryness must have been largely 
absent. There could have been no cold ocean currents flowing beside 
warm lands to desiccate the winds blowing over them, as in southern 
California and northern Chile, at the present time. ‘The most char- 
acteristic land deposits, those of deserts and ice sheets, belong espe- 
cially to the short periods of stress and trouble separating the long, 
genial, but unenterprising, geological ages, and hence must be rela- 
tively rare in the column of formations. 

These comparatively unusual types of deposits began to attract at- 
tention about 60 years ago in Europe, and geologists of the Indian 
survey correctly interpreted the ancient Talchir bowlder- -clays 1 in 1859, 
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With deserts before their eyes for comparison, they recognized also 
ancient arid deposits. In America not much attention was given to 
continental formations till Davis and his brilliant physiographic 
school, 25 years ago, began to explain the Cenozoic beds of the west 
as dry-land deposits. At about the same time Walther and other 
Germans took up the careful study of desert processes, giving the clue 
to the origin of ancient red sandstones and their accompaniments, 
Of late years most of us have paid at least brief visits to deserts and 
have felt the charm of their bareness, their loneliness, their clear, cool, 
night skies and hot orange haze at noon, and have watched the dusty 
pillars of the “go-devils” transport a train-load of dust across the 
Kalihari, or have seen the low dance of the yellow sand grains as a 
hot wind builds up a barchan in Nubia. We have seen the selective 
carving of the desert sand-blast on rocks of unequal hardness, have 
wondered at the brown desert varnish on exposed rock surfaces, and 
have speculated as to the origin of “calcrete” or “kankar.” 

Geologists are now on the alert for continental, and especially 
desert, formations, and there are few red sandstones which have not 
been picked out of the marine ragbag and set aside as’ belonging to 
the land. It is even possible that the pendulum has in some cases 
swung too far and will have to swing back again. Some of the red 
sandstones or shales handed over to the desert may yet disclose 
marine fossils and have to return to the seashore. 

A glance through recent textbooks of geology in English, French, 
and German shows how widely attention has been given of late years 
to continental, and especially desert, formations. Arid conditions 
have been recognized, or at least suspected, in nearly all the main 
subdivisions of historical geology. ‘They have been mentioned by 
one author or another in the Pleistocene, the Pliocene, the Miocene, 
the Eocene; the Cretaceous, and the Triassic: the Permian, the Car- 
boniferous, the Devonian, the Silurian, and the Cambrian : the 
Keweenawan, and possibly one or two earlier of the pre-Cambrian 
series, In fact, only the Jurassic and the Ordovician seem to have 
escaped the drought, and it may be that a more careful search thrau gh 
the literature would disclose deserts there also. | 

A number of the suggestions noted are only tentative, however, and 
wide-spread and unmistakable desert formations seem confined to 
the Pleistocene, Triassic, Permian, Devonian, and late pre-Cambrian., 
Of these the Pleistocene deserts may be looked on as continu ing to the 
present, the Triassic deserts form an #ftermath of the arid conditions 
of the Permian, and the Devonian deserts seem less extensive than 
the others. The three times of greatest aridity appear to be: (1) Tha 
Pleistocene continuing to the present: (2) the Permian-Triassic: (3) 
the late pre-Cambrian. 
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Though well known, it may not be amiss to recall some features of 
these three periods of widely extended desert conditions, ue 


ARID ZONES OF THE PLEISTOCENE AND PRESENT. 


The map of the world shows two zones which are largely desert, 
one in each hemisphere, with a broad zone of heavy equatorial rain- 
fall between. To the north of the northern desert belt there are 
moister conditions, and the same is true to the south of the southern 
one. There is reason to believe that Antarctica is arid, evaporation 
exceeding precipitation, and the same may be true of some Arctic 
lands. The precipitation on Spitzbergen is stated to be only 6 inches 

The two belts of deserts do not run quite parallel to the Equator, 
The northern one, beginning with the Sahara and Nubian Deserts, in 
Africa, runs northeastward through the Arabian and Indian Deserts 
to those of central Asia, where the desert of Gobi reaches nearly 50° 
of north latitude. In North America desert conditions are less ex- 
tensive and do not extend beyond latitude 40° or 45°. 

In the Southern Hemisphere the bodies of land are much smaller, 
and the deserts of South Africa, Australia, and South America are 
correspondingly small as compared with those north of the Equator. 
Their southern limits are, roughly, 30°, 40°, and 45° south latitude. 

Penck has shown, I think satisfactorily, that these desert belts 
migrate toward the Equator in cold periods, narrowing the zone of 
tropic rains, and move respectively north and south in warmer 
periods. In the mildest geological periods it would almost seem as if 
the equatorial belt of warmth and moisture expanded to cover the 
whole earth, abolishing both deserts and ice-sheets, and these appear 
to be the normal conditions when peneplanation has advanced far 
and shallow seas transgress widely over the continents ala, 


AKID PERIOD OF THE PERMIAN ASD 'TRIASSIO, 


Going back to Permian and Triassic times, much of the evidence 
has been buried or destroyed: yet it is certain that deserts extended 
widely in many lands. Red sandstones, arkoses, and shales with mud 
cracks and footprints, beds of salt and fyPsim, are reported fram 
England, Germany, Austria, and Russia in regions now well watered, 
In North America there were the widespread red beds of the Rocky 
Mountain region and the band of desert sandstones extending from 
Prince Edward Island southwest to Virginia; so that arid conditions 
covered fur more of Europe and North America than now. In India 
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the Gondwana SVstem includes great hicknesses of COATS. sandstone 
with bands of conglomerate, supposed to be of fluviatile origin, ter- 
restrial deposits, but perhaps not of a specially arid kind;* but no 
other references to Asiatic land conditions have been found. IC. 

White reports a thick seriesof massive red and gray sandstones, prob- 
ably of Triassic age, resting on Glossopteris beds with coul seams in 
Brazil, but expresses no opinion as to the climate during the de- 
position of these upper beds. The basal conglomerate under the 
coal he thinks glacial.* Red beds of sandstone and conglomerate to 
the thickness of 1,600 feet occur, according to Rogers, in the Karroo 
system of South Africa, but he puts them probably above the Tri- 
assic.? Whether the 1,100 feet of Hawkesbury sandstones of the 
Triassic in New South Wales, with their steep cross-bedding, bands 
of conglomerates, worm tracks and sun cracks, imply an arid period 
in Australia is perhaps uncertain, though they are undoubtedly con- 

tinental deposits.* 

Tt will be seen that land formations, often of a very arid kind, are 
found im most of the continents in Permian or Triassic times. They 
seem to occur rather later in the regions which endure the cold of 
the Permocarboniferous glaciation than in Europe and in our West- 
ern States, but the correlation is not verv certain. These “New Red” 
deserts following on the heels of the severest ice age on record close 
the Paleozoic calamitously. It is not surprising that such extreme 
climatic changes put an end to the lush growths of the coal swamps, 
so that only hardy plants survived, and hastened the departure of 
the semiaquatic amphibia, while giving an impetus to the develop- 
ment of the reptiles as dry-land inhabitants, 

There must have been very dry conditions during the Upper Silu- 
rian (Salina) of America, as shown by the saltand gypsum beds of 
New-York, Ohio, Ontario, and Manitoba; and the succeeding Old 
Red beds of Scotland and other European countries suggest a similar 
climate, but I have not found evidence of arid conditions on a wide 
enough scale to make it desirable to discuss them here. 





LATE PRE-CAMBRIAN DESERTS, 


Desert characters have been ascribed to sandstories, perhaps be- 
longing to the earliest Cambrian, but more probably the uppermost 
pre-Cambrian, in many parts of the world. They include apparently 
the Keweenawan and part of the Belt series in America, the Torri- 
donian of Scotland, part of the Gaisa beds of Norway, perhaps also 
the Sparagmite of Sweden and the Jotnian of Finland. Whether 
| 1 Oldham : Geology of Indin, 24 edition, pp. ‘150151. 

* Brazilian coal fields, p, 31, 

"Geology of Cape Colony, p. 216. 

‘Geology of New South Wales, Suesamllch, pp, 158~160, 
Ta830"—su 1016—18 





the Matsap beds of Cape Colony and some of the Kuddapali sand- 
stones of India, described as shore deposits, or the Vindhian sand- 
stones and conglomerates should be included is uncertain. 

If these are all of the same age and have been correctly interpreted 
as arid deposits, this was the most severe and extensive period of 
desert conditions known. In many places on the Canadian Shield 
the coarse red sandstones, usually with some conglomerate at the 
base, may be seen resting on an Archean surface of granitoid gneiss 
or Keewatin schist or Animikie slate, the original land surface of 
gently rounded hills and shallow valleys belonging to an ancient 
peneplain. In some outcrops the crumbling gneiss beneath, an old 
regolith, provides most of the materials for the basal conglomerate. 
This 1s true at various points on the north shore of Lake Superior 
and apparently also in Scotland, where the Torridonian rests on the 
Lewisian. The Lake Superior Keweenawan, though much the best 
known, is on a small scale as compared with the areas of sandstone 
of the same age farther north in Canada. The Athabasca sandstones 
of Tyrrell, those of Great Bear Lake and of central Labrador, not 
to speak of smaller areas, indicate a very broad surface exposed to 
arid conditions in North America. These red sandstones still occupy 
rot less than 50,000 square miles, and it is certain that much greater 
reas of such relatively soft and easily attacked rocks have been de- 
etroyed in the long dry-land periods of later times. 

It appears that in this desert period the arid districts were mainly 
in the Northern Hemisphere and to the north of latitude 48°—that 
is, very much farther north than the belt of deserts of the present 
Northern Hemisphere. It is unknown, of course, to what extent 
Keweenawan rocks are buried to the south of Lake Superior or of 
Heotland. The breadth of the belt as known in North America is at 
least 20°, since rocks of this age reach nearly to 70° north latitude 
in the region north of Great Bear Lake. The Gaisa beds on Varan- 
ger Fjord, in Norway, reach the same latitude, and the Scotch Torri- 
donian about latitude 58°, 

It is hard to imagine red soils, drifting sands, and the hot winds of 
deserts as existing in regions now tundra-covered and frigid: but this 
seems to have been true in the more northern areas. 





Thus far arid conditions only have been mentioned, but the best 
preserved land surfaces of the past are those sealed np unchangeably 
beneath glacial deposits. It seems absurd to couple together deserts 
and glaciers, so opposite to one another in every respect; neverthe- 
less in running down the column of historical geology one finds these 
contradictory phenomena closely linked together. In almost all the 
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periods where aridity has been proved there have been found also 
proofs of ice action, the two seemingly hostile conditions occurring 
either at the same time in different parts of the world or one after the 
other in the same region. We live in the closing stages of a great 
Glacial period, extensive ice sheets still surviving in Greenland and 
the Arctic Islands, as well as in Antarctica, and yet wide deserts are 
found in all continents save Europe. 

More or less certain evidence of ice action has been found in the 
Pleistocene, the Eocene, the Cretaceous, the Triassic, the Permian, or 
Permocarboniferous, the Carboniferous, the Devonian, or possibly 
Upper Silurian, perhaps the Cambrian, certainly the late pre-Cam- 
brian, and the Lower Huronian. The list just given is closely par- 
allel to that given for the arid periods. 

Only four of these glacial times are of prime importance—those 
of the Pleistocene, the Permocarboniferous, the late pre-Cambrian, 
and the Lower Huronian. 





PLEISTOCENE ICE AGE, 


The Pleistocene ice age, from which the world is just emerging, 
unless this happens to be an interglacial period, is so familior that 
little need be said of it. Bowlder-clay, moraines, and deposits formed 
by glacial waters occur over 6,000,000 square miles of the Northern 
Hemisphere; smaller areas are found in the Southern Hemisphere, 
and Pleistocene moraines reach thousands of fect below the present 
glaciers on high mountains all over the world, even under the Equa- 
tor, showing that the climates of the whole world were affected. Be- 
neath the glacial deposits in many places there are characteristically 
smoothed and striated rock surfaces, though near the edges of the 
ancient ice sheets there are thousands of square miles where loose 
materials were not swept away to bedrock, The central areas were 
most effectively scoured, and in many places the rocks beneath, owing 
to unequal hardness, have been shaped into roches moutonnées, 
forming hills well rounded on the side from which the ice advanced. 
Bowlder-clay is a highly specialized product of land ice; floating 
ice, such as floes or bergs, is not known to produce it, the materials 
dropped through the water when melting being necessarily more or 
less stratified. The “soled bowlders” or “striated stones” from 
bowlder-clay have special characters not caused by any other agency, 
such as mudflows or torrential action. They are manufactured arti- 
cles, easily recognized by one familiar with glacier work, and not to 
be confounded with stones scratched or smoothed in other ways. 
These familiar features are recalled because they serve as criteria 
for the recognition of the ancient glaciations to be mentioned later. 
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The hummocky, moutonnées surfaces left by the Pleistocene gla-: 
ciers on Archean rocks which have disordered structures and vary in 
durability are very characteristic and were once looked on as the di- 
rect handiwork of the ice sheets themselves.. The clean and polished 
surfaces of fresh rock, generally well striated and often deeply 
scored, are eloquent of the stripping and grinding of the glacier, but 
the original surface forms have not been greatly changed, as will be 
shown later. 

Most of the great Pleistocene ice sheets guthered on comparatively 
low ground and reached sealevel, often occupying large areas of shal- 
low sea-bottom as well as the land. Few of them began in mountain 
regions, and the flow of those on level ground was caused by the 
slope of the upper surface of the ice mass and not by the inclination 
of the floor beneath. They could even move uphill for thousands of 
feet, when the ice sheet was thick enough in the center, and their 
flow took place outward tm all directions. 

Doubtless conditions were similar in earlier glaciations, and it is 
not necessary to assume great mountain ranges to account for them, 
as some geologists have done. 

PEEMOCARBONIFEROUS ICE AGE, 


The first undoubted proofs of ancient glaciation seem to have been 
found by the Blandfords in India, and the first memoir of the Indian 
survey (1859) contains a brief account of the Talchir tillite in central 
Tndia, illustrated by a rough sketch. Soon after South African and 
Australian tillites of the same age were described. There was at first: 
a good deal of skepticism expressed by European and American 
geologists as to the reality of the discoveries. Ramsay's interpreta- 
tion of certain English bowlder conglomerates as glacial a few years 
before had been disputed, which cast doubt on the new reports trom 
the far east and south. Was not the Carboniferous a tropical time 
even in the Arctic regions! Glaciers and the steamy coal swamps 
did not mix well together. 

Since then, however, many northern geologists, including expert 
giacialists, have studied these marvelous deposits, and for a umber 
of years no one has doubted their glacial origin, in eptte of the fact 
that most of the localities are in what are now warm, temperate, or 
even tropical regions. All the evidences for the ice action on ‘L lange 
seule found in our Pleistocene are repeated, with the difference that 
the Pleistocene till ceases about 35° from the Equator, while the Tal. 
chir tillite in India reaches well within the Tropics (19° North) and 
Permocarboniferous tillite in West Australia touches the Tro ics, 
In South Africa the Dwyka tillite reaches 24° 30°. or avey'age Cuan 
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I. C. White and Woodworth report similar tillites between 25° and 
30° in southern Brazil! New localities have been reported within 
the last few years in Argentina * and the Falkland Islands; * but only 
few and unimportant occurrences are known in the Ni orthern Hemi- 

sphere outside of India. They have been reported from Herat in 
Afghanistan, Armenia, and the Urals; and in western Europe they 
have been described from central France and the Frankenwald.* 
In North America tillites, probably of the same age, have been found 
by Sayles near Boston * and by Cairnes on the Alaskan boundary.” 

A year ago, near Penganga River, under the hot sun of India, in 

latitude 19? or 20°, I walked across fields of ancient till strewn with 
glaciated stones and bowlders and stood on a well-polished and stri- 
ated surface of Vindhian limestone, as typical as can be found in 
Ontario or northern New York. This resurrection of an ice-worked 
surface of the Paleozoic, in what are now the sweltering Tropics, 
gives a glacial geologist something to ponder over; and to see the 
sume things in Africa and Australia, only on a much larger scale, as 
I have had occasion to do within the last few years, raises some of 
the most. thrilling problems in all geology. 

Our Pleistocene ice age, with its array of glacial and interglacial 
beds, was merely an imitation on a much smaller and less impressive 
scale of the tremendons Paleozoic ice age, which laid down in places 
1,000 feet or more of till and included interglacial times long enough 
to form great coal seams, as in the Greta beds of New South Wales 

These ancient bowlder-clays and moutonnées rock surfaces of the 
southern continents bring us face to face with the most dramatic 
moment in geology, when a world, enervated by the moist, hot-house 
conditions of the earlier Carboniferous, found itself in the grip of 
the fiercest and longest winter of the ages, followed by the merciless 
droughts of the Permian and Triassic. 


LATE PRECAMBRIAN ICE AGE. 


Still more ancient tillites have been found in a number of regions, 
sometimes described as Lower Cambrian; at others as Uppermost 
pre-Cambrian. In a few cases Cambrian fossils have been collected 
in. beds above the tallite, but, so far as I am aware, never beneath it. 
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It is possible that there were two early ice ages, with an interval 
between; but it seems more probable that they are of the same age 
and all really pre-Cambrian. The Australians believe that their 
more ancient tillites are Cambrian, however. 

Tillites have been suggested at two places in the Keweenawan of 
America. They occur in the Gaisa beds of Norway, where thore is a 
striated surface beneath; perhaps also in the Torridonian of Scot- 
land. In Australia Howchin describes an area of 460 miles by 250, 
and they are found also in Tasmania. They are reported from the 
Nant'ou formation in China; the Griquatown series in Cape Colony, 
where they have an area of at least 1,000 square miles, and near 
Simla, in India. The last two mentioned may be older than the 
Keweenawan. Sir Thomas Holland thinks the Simla tillite may even 
be as old as the Huronian. 

“These tillites belong to higher latitudes than those of the Permo- 
carboniferons, none coming nearer the Equator than 29°: but some 
of them occupy regions now warm temperate, while the ice sheets of 
the Pleistocene halted at about 38° in North and South America and 
S2° in Europe. In so old a period one can hardly expect to find very 
complete evidence of the area covered by glaciers: but this ice age 
seems to have been more severe than that of the Pleistocene. 





HURONIAN ICE AGE. 


Much farther off in the abyss of pre-Cambrian time is the Lower 
Huronian Glacial period, thus far known with certainty only from 
the Canadian Shield, unless the tillite reported by Hintze from the 
Wasatch Mountains and that from Simla in India are to be referred 
to so early an age. A characteristic tillite with well-striated stones 
has been found in the famous Cobalt region, its hard bowlder-clay 
cut by the richest veins of native silver in the world. Striated stones 
have been found also 60 miles to the east, in the Province of Quebec, 
by members of Morley Wilson’s geological survey party, and one 
from the original Huronian region, 160 miles to the southwest. hac 
been figured by Collins* Areas of similar coarse bow|der conglom- 
erate or tillite, sometimes inclosing blocks tons in weight and miles 
from their source, have been mapped at various points as far north. 
east as Chibougaman, $20 miles from Cobalt, and have been found 
also to the west of Cobalt. They are widely scattered over the Cona- 
dian Shield and were once much more extensive, covering, no doubt 
many thousands of square miles. lik, Sandee 

In most cases the tillite rests with gentle dips on the low hills and 
shallow valleys of a peneplain closely resembling the present Lauren- 
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tian peneplain. In some places the tillite passes downward, with 
no visible break, into an old regolith due to the decay of the Lau- 
rentian gneiss or Keewatin greenstone beneath. In others the rock 
below has been smoothed and polished, though no striz have yet been 
found on it. 

It is impressive to come on this old land surface half way down 
in the pre-Cambrian succession, yet as thoroughly baseleveled as the 
neighboring undulating surface of gneiss and greenstone, from which 
rain and frost are now stripping the bowlder clay. The continent 
sealed up beneath the Huronian tillite looks as finished and as ancient 
as the Laurentian peneplain beneath the bowlder clay of the last ice 
age. The strenuous history of the world since Huronian days could 
add nothing appreciable to its hoary antiquity. Great mountain 
ranges had already been gnawed down to the bare crystalline founda- 
tions before the ice of the Huronian covered the surface with bowlder 
clay, and this all happened long before a trilobite was entombed in the 
mud of a Cambrian sea. 

Though the extent of the Huronian ice sheet is only imperfectly 
known, it is certain that a plain in all respects like that beneath the 
tillite stretches 2,000 miles northwestward to the Arctic Ocean and 
more than 1,000 miles northeastward to the edge of Labrador, for 
flat-lying areas of Animikie or Keweenawan rocks cover a dozen 
broad areas of similar peneplain in other parts of the Canadian 
Shield. The same plain slips gently under Silurian and Devonian 
sediments in the central depression of Hudson Bay, under Ordo- 
vician limestone and Potsdam sandstone in Ontario, and under 
Silurian, Devonian, and Cretaceous rocks toward the southwest. 
How far the unchanged pre-Huronian peneplain or its little changed 
successor extends southwestward beneath the stratified rocks is un- 
known. 

Much of this vast surface has been buried at one time or another 
and sheltered from erosion by marine sediments, and has since been 
disinterred scarcely modified, but it is probable that it was never 
all covered by the sea at once. Portions of it seem to have re- 
mained dry land as cities of refuge for the inhabitants in every 
inundation, 

That other continental nuclei have had similar histories may bo 
considered certain. In Scotland and Scandinavia nearly horizontal 
pre-Cambrian beds, whether of glacial origin or not, cover a pene- — 
plain closely like ours, and quartzites and conglomerates called pre- 
Cambrian may be seen resting with gentle dips on a similarly trun- 
cated plain in West Australia. Near Clackline, for instance, 
Huronian-looking quartzite rests on gneiss penetrated by pegmatite 
dikes, and at several places in the neighborhood of Kalgourlie and 








oolgardie a somewhat tilted conglomerate, like that of the American 
uronian, overlies the steeply dipping gneissoid rocks. 
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PRE-HURONIAN LAND CONDITIONS. 


No unchanged land surface has yet been found below the peneplain 
just described, but important land areas can be inferred with cer- 
tainty, though now obliterated by squeezing and folding and the 
metamorphism due to eruptive granites. The great development of 
clastic sedimentary rocks included under the names of Seine Series, 
Sudbury Series, Temiscaming Series, etc., widely distributed over the 
Canadian Shield, imply brond lands and even mountain ranges far 
older than those destroyed before the Huronian. 

They generally begin with a great basal conglomerate, so coarse 
and bowldery sometimes as to suggest ice action, but squeezed and 
rolled out and folded in with other rocks in ways that make the find- 
ing of striated stones or a striated surface beneath quite hopeless. It 
is, however, highly probable that the climate was in general cool and 
moist, for the rocks are gray and often include arkoses, with little 
weathered feldspars, though Lawson speaks of the Seine conglomer- 
ate in one place as “fanglomerate” of desert formation. The rocks 
as a whole suggest a continental origin, and their materials must 
have come from the weathering of land surfaces. Some of the gray- 
wackes and slates are very evenly bedded and show regular ultera- 
tions of coarser and finer materials, caused by varying seasons, either 
warm and cold or wet and dry. They resemble the stratified silt and 
clay laid down in glacial lakes at the end of the Pleistocene. Seder- 
holm’s Bothnian slates, with seasonal banding, probably of somewhat 
the same age, show similar conditions in Finland, | 

Land can be discovered still farther down in the misty depths of 
time, for the pebbles of the Seine and Doré conglomerates include far 
older sedimentary rocks derived from the Keewatin or Couchiching 
or Grenville series, showing vast destruction of land surfaces in pre- 
Laurentian ages at the very beginning of the geological record. 

These glimpses of American land surfaces in « past twice removed 
from the ancient pre-Huronian continent give one a strange vista 
into a dim antiquity almost infinitely remote from a dweller in the 
post-Pleistocene. There is no visible beginning to dry land on the 
continent of America. | 


WHY SHOULD THERE RE DRY LAND? 
‘Though it is commonly accepted that there were lands in the 
earliest known times, there are geologists who hold a theory of the 


origin of the world which logically excludes the possibility of land - 
showing itself above the sea. The original nebular hypothesis, if 
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followed without mishap from the stage of a cooling gas to that of 
a liquid, and then of a solid, would result in a correct spheroid of 
rotation. The lithosphere thus formed would be covered by an un- 
broken hydrosphere, followed in its turn by an atmosphere. A good 
workman would certainly have come close enough to the ideal form 
of his world to prevent errors amounting to 60,000 feet. A properly 
manufactured world, following the orthodox nebular process, would 
be completely covered by an ocean 8,000 or 10,000 feet deep. 

This ideal world without a continent or an island would have 
avoided many difficulties, Land animals, blundering, bloodthirsty, 
even cannibal in their crude instincts, could never have existed. 
The ocean itself might never have been inhabited if life originated, 
as is commonly supposed, under shallow-water conditions. How 
quiet and peaceable such a world would have been! One almost longs 
for it under the turmoil of present conditions. 

A world without land would have had its disadvantages, however. 
There could have been no geologists and no geology. 

But it is idle to speculate as to the possibilities of a landless world. 
The blunder was committed and the lithosphere was so far warped 
out of shape that more than a quarter of it rises above the sea. One 
might inquire, however, whether the blunder might not have been 
rectified by providing more water, so as to drown out the objection- 
able lands. We know that there have been times when much of the 
present continental area was encroached on by the sea. Was there 
more water then, or was it merely differently arranged? Large 
amounts of water are withdrawn from circulation by the hydration 
of various minerals. Are they balanced by the amounts restored as 
juvenile waters and the steam from volcanoes, assuming, of course, 
that volcanoes give off steam and not ammonium chloride? Prob- 
ably most geologists take it for granted that the amount of water on 
the globe is nearly constant from age to age. 

The existence of dry land at all when there is so much water on 
the earth is a profound mystery not even plausibly explained by the 
nebular hypothesis, since it demands an inexcusable irregularity in 
the working of the nebular machinery. 





HAVE OCEANS AND CONTINENTS EVER CHANGED PLACES? 


Admitting that in the beginning the lithosphere bulged up in 
places, so a5 to form continents, and sagged in other places, so as to 
form ocean beds, there are interesting problems presented as to the 
permanence of land and seas. <All will admit marginal changes 
affecting large areas, but these encroachments of the sea on the conti- 
nents and the later retreats may be of quite a subordinate kind, not 
implying an interchange of deep sea bottoms and land surfaces: The 
essential permanence of continents and oceans has been firmly held 
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by many geologists, notably Dana among the older ones, and seems 
reasonable; but there ure other geologists, especially paleontologists, 
as well as zoologists and botanists, who display great recklessness in 
rearranging land and sea. The trend of a mountain range, or the 
convenience of a running bird, or of a marsupial afraid to wet its 
feet seems sufficient warrant for hoisting up any sea bottom to con- 
continent with continent. A Gondwana Land arises in place of 
an Indian Ocean and sweeps across to South America, so that a 
spore-bearing plant can follow up an ice age; or an Atlantis ties New 
England to Old England to help out the migrations of a shallow- 
water fauna; or a “ Lost Land of Agulhas” joins South Africa and 
India. 

Tt is curious to find these revolutionary suggestions made at a time 
when geodesists are demonstrating that the earth’s crust over large 
areas, and perhaps everywhere, approaches a state of isostatic equilib- 
rium, and that isostatic compensation is probably complete at a depth 
of only 76 miles. Hayford’s results have been ably supported and 
applied by my predecessor, Dr. Becker, in his address last year, but 
some geologists hesitate to accept them. Barrell, after an elaborate 
discussion of the whole question, thinks the equilibrium much less 
complete than Hayford’s results would suggest, but his arguments 
do not seem entirely convincing.’’ Great stress is laid on the sub- 
marine deltas of the Nile and the Congo as loads which should have 
depressed the floor on which they were laid down, but have not done 
so. It should be remembered, however, that we know them only 
from soundings, and that assumptions regarding them are more 
or less hypothetical. On the other hand, the delta of the Mississippi 
seems to conform to the theory of isostasy, and there are numerous 
examples of depression going hand in hand with the formation of 
shallow-water deposits quite in accord with the isostatic theory. 
The 14,000 feet of coal measures at the Joggins are an instance. But 
more convincing still is Fairchild’s demonstration that a wave of 
elevation followed up the retreat of the ice front during the closing 
stages of the Glacial period. The thickness of ice near its marin 
could not have been more than a few thousand feet, perhaps half a 
mile, which would mean in weight of rock only 750 feet. If the stiff 
carapace of the earth in the State of New York yielded to so slight 
a change of load it is hardly credible that 9,900 feet of sediments 
spread over 75,000 square miles of sea bottom off the coast of Africa 
could have no effect. 

If I understand Barrell’s discussion aright, his differences from 
Hayford’s conclusions are rather of degree than of kind. He thinks 
the earth’s crust more rigid and considers adjustments to change of 
| 1 Articles on the strength of the earth's crust. Jour, (seed. role, 22 and $4. 














load much less complete, and also that they are carried out by slow 
movements in the “asthenosphere” much below Hayford's level of 
complete compensation at 76 miles below the surface. 

‘He would probably agree that on the broad scale continents are 
buoyed up because they are light, and ocean bottoms are depressed 
because the matter beneath them is heavy. He would admit that to 
transform great areas of sea bottom into land it would be necessary 
either to expand the rock beneath by several per cent or to replace 
heavy rock, such as basalt, by lighter materials, such as granite. 
There is no obvious way in which the rock beneath a sea bottom can 
be expanded enough to lift it 20,000 feet, as would be necessary in 
parts of the Indian Ocean, to form a Gondwana land: so one must 
assume that light rocks replace heavy ones beneath a million square 
miles of the ocean floor. Even with unlimited time, it is hard to 
imagine a mechanism that could do the work, and no convincing 
geological evidence can be brought forward to show that such a thing 
ever took place. 

Discussing this question not long ago in the Journal of Geology, 
Prof. Chamberlin showed that the only typical case of deep-sea 
deposits found on land, the well known one of the Barbadoes, occurs 
on one of the great hinge lines around which motions of the earth's 
ernst take place and has no real bearing on the change of ocean bot- 
toms of continents. The same may be said of the deep-sea deposits 
on Timor, in the East Indies, recently described by Molengraaff.? 
In position Timor is almost the counterpart of the Barbados in the 
West Indies. 

The distribution of plants and animals should be arranged for by 
other means than by the wholesale elevation of ocean beds to make 
dry-land bridges for them. W. b. Matthew's excellent paper on 
climate and evolution suggests ways in which this may be done more 
economically, 

The elevation of mountain chains by folding or the overriding of 
blocks might be expected to make trouble for the isostatic theory; but 
the two best known examples, the Rockies and the Himalayas, seem 
to be approximately in isostatic equilibrim. In the case of the Hima- 
layas, the youngest and highest of the great mountain systems, it is 
staggering to find nummulitic beds 20,000 feet. above the sea; but 
however it was managed, enough light material seems to have been 
introduced beneath to float the mountains at about the proper height. 

We may conclude that, broadly speaking, the dry-land areas have 
always been where they are now. The adjustments of the boundaries 
of land and sea have been confined to the margins of the continental 
masses. 








‘Jour. Geol., ral, 22, pp. 181, ete. 
* Koninklijke Akad. ¥. Wetenschappen, Amsterdam, deel 24, pp 415-420, 
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TELEOLOGICAL CONSIDERATIONS. 


There are certain teleological features of the relations of land and 
water to which attention may be drawn in closing. Without water, 
no life such as we know would be possible. On the other hand, 
uniformly deep water over the whole earth, such as might have been 
expected in a rigidly mechanical scheme, would probably not have 
provided the conditions necessary for the development of life. An 
apparently accidental lack of homogeneity in the earth allows lighter 
parts to rise above what would otherwise have been a universal sea. 
The combined efforts of the epigene forces since the earliest known 
‘times have been directed toward the destruction of continents and 
‘islands and their reduction to shoals completely covered by the sea, 
but their efforts have always been foiled by movements originating 
‘in the earth’s interior. No continent seems to have been completely 
submerged since Triassic times. The life of land plants and animals 
appears to have been uninterrupted since that. time on all the con- 

There has been perpetual oscillation in respect to the area and eleva- 
tion of land exposed, but on the whole the balance hag been care- 
fully maintained. But for the presence of oceans of water, of an 
abnormal lightness in some parts of the earth's crust, and an unfail- 
ing balance for 50,000,000 years between the forces of elevation and 
of destruction, life such as ours would have been impossible, Can we 
look on these surprising adjustments as merely accidental} 


THE PETROLEUM RESOURCES OF THE UNITED 
STATES.’ 


By Ramen ANOLD, 


INTRODUCTION. 


In 1908 when the agitation for the conservation of our mineral 
and other natural resources was at its height, a paper was prepared 
by Dr. David T. Day on “The Petroleum Resources of the United 
States.”* Tt was the privilege of the writer to contribute some of 
the data upon which Dr. Day based his conclusions, Since the prep- 
aration of that article much development work has been done in 
this country, new fields have been opened up, and the possibilities 
of the older fields have been more closely studied. The present paper 
is intended as a revision of Dr. Day's thesis in view of the latest in- 
formation pertaining to the subject. The writer wishes to acknowl- 
edge his indebtedness to the following, among others, who have 
contributed data used in the preparation of these estimates: James 
HM. Gardner, M. J. Munn, Prof. L. C. Glenn, Prof. G. D. Harris, 
and Richard R. Hice. 


EXTENT OF THE PETROLEUM FIELDS. 


The oil fields of the United States usually are classified as the 
Appalachian, Lima-Indiana, Illinois, Mid-Continent, Gulf, Rocky 
Mountain, California, and Alaska, 

Appalachian fell —The Appalachian field extends from south- 
Western New York, through western Pennsylvania, southeastern 
Ohio, West Virginia, and eastern Kentucky, into northern Ten- 
nessee. The formations yielding the oil throughout this field in- 
clude those of the Devonian and Carboniferous. The oil occurs 
along the axes and on the flanks of anticlines, parallel in general 
with the strike of the Appalachian Mountains, and on minor ter- 
races or other structures associated with them. Occasionally it has 


1 Heprinted by permission from Economic Geology, Yol 10, No. 5, December, 1015, 
Boll. 0. & Geol, Rurvey, Na. O04, iE. a0—T0, 1300. 
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been found in waterless synclines. The reservoir rocks are prin- 
cipally sandstones and coarse sediments, The oil from this field 
is of the best quality in the world, yielding a high percentage of 
the lighter oils such as gasoline and kerosene, and is utilized entirely 
for refining. It is of paraffin base and varies in gravity from 25° 
to 50° Beaumé (0.9032 to 0.7778 sp. gr.), the heavier grades coming 
only from the southern end of the field. The price of the “Penn- 
sylvania grade” oil is always high, ranging up to $2.50 per barrel. 
The average daily production of the wells is low, being 0.2 to 04 
barrels in 1911. This field is almost completely developed except the 
portions in Kentucky and Tennessee, and even here recent pros- 
pecting has resulted negatively in a majority of cases. 
Lima-fndiana field —The Lima-Indiana field covers a considerable 
portion of northwestern Ohio and eastern Indiana. The oil is 
derived from the Ordovician, Silurian, and Carboniferous, largely 
from the Trenton limestone, the reservoir rock being porous dolo- 
mitic lenses or beds or sandstones, Favorable structures, such as 
half domes, terraces, etc, on the flanks of the Cincinnati uplift, 
ustially harbor the commercial deposits. The oil is of paraflin base, 
Varies in gravity from 30° to 35° Beaumé (0.8750 to 0.8484 sp. gr.), 
carries a little sulphur, and is utilized entirely for refining purposes, 
The average initial daily production of the wells up to 1911 was 15.5 
barrels; the average daily production per well was 0.7 barrel for 
that year. This field also is practically outlined, although new pools 
are even yet being occasionally discovered, | 
[linots field —The Illinois field ocenpies a strip of territory along 
the La Salle anticline in the southeastern part of the State. Tt also 
extends a short distance into Indiana. The oil is derived largely 
from the Pennsylvanian and a little from the upper Mississippian 
(both Carboniferous), and occurs principally in well-defined sand- 
stone horizons along the crest of the asymmetric La Salle anticline. 
Impregnation is governed locally by the lithology. A little of the 
oil comes from limestone. The oil is of paraffin base, although 
locally carrying some asphalt, ranges in gravity from 28° to 39° 
Beaumé (0.8860 to 0.8284 sp. pr.), and is used principally for re- 
fining purposes. The average initia) daily production up to 1911 
was 63 barrels; the average daily production of the individual wells 
for the same year was 4.2 barrels. With the exception of some 
possible territory in the western part of the State the Illinois pro- 
ductive area is well defined at the present time. 
Mid-Continent feld—The Mid-Continent field comprises the pools 
in Oklahoma, southeastern Kansas, and northern Texas. The oi] 
is secured from the sandstones of the Pennsylvania (Carbonifer- 
ous) formations in domes, half domes or terraces, and local ‘anki: 
clines on the flanks of the great Ozark uplift. The oil is of paraffin 








base, varying in gravity from 27° to 41° Beaumé (0.8917 to 0.8187 
sp. gr.), and is used for refining. 





has been phenomenal during the past. few years, some of the pools 
being exceedingly productive. The average initial daily production 
of the wells in 1911 was 119 barrels; the average daily production 
8.6 barrels. A fair percentage of the region embraced in this field 
yet remains to be prospected, the bulk of the untested land lying 
in Texas. 

Gulf field—The Gulf field includes the pools lying along the 
coastal plain of Louisiana and Texas. The oil occurs for the most 


part in domes or quaquaversals associated with salt and gypsum 


deposits. The age of the containing rocks ranges from Cretaceous 
to Quaternary. The reservoir rock is usually porous dolomitic lime- 
stone or sandstone. The oil of northern Louisiana occurs in Cre- 
taceous and Eocene rocks along an uplift or fold. The oils of the 
Gulf field vary greatly in composition; those in the strictly coastal 
belt vary from 15° to 27.7° Beaumé (0.9655 to 0.8878 sp. gr.) and are 
of asphalt base; those of northern Louisiana vary from 25° to 43.6° 
Beaumé (0. 9081 to 0.8065 sp. gr.) and are of paraflin base. Sulphur 
usually accompanies the heavy oil. The lighter oils are used for re- 
fining, the heavier for fuel. Some of the individual wells have been 
exceedingly productive, a daily flow of 75,000 barrels being recorded 
for one at least. The pools usually are quite short-lived. In 1911 
the average initial daily flow for the Gulf coastal pools was 257 
barrels; for northern Louisiana, 1,176 barrels; the daily average 
for the field, 60 barrels. Some territory still remains untested in this 
field. 

Koeky Mountain field.—The Rocky Mountain field embraces pools 
im Wyoming and Colorado and as yet untested deposits in Utah and 
New Mexico. The oil occurs in beds of Carboniferous, Triassie (1), 
and Cretaceous age, nearly always in sandstone interbedded with 
shale, though occasionally in fracture zones. Typical dome structure 
is the most favorable location, but occasionally commercial deposits 
occupy monoclines or interrupted monoclines. The oils from the 
older formations vary in gravity from 18° to 24° Beaumé (0.0459 to 
0.9091 sp. gr.), are of asphalt base, and are used largely for fuel; 
those from the Cretaceous vary from 32° to 48° Beaumé (0.8642 to 
0.7865 sp. gr.), are of paraffin base, and are refined, yielding high per- 
centages of gasoline, kerosene, and distillates. The productivity of 
individual] wells usually is not large, the average daily yield per well 
being about 25 barrels in 1913. The potentialities of the Rocky 
Mountain field are not great, unless the extensive deposits of oil 
shale of northwestern Colorado and northeastern Utah are taken 


It is piped to the Gulf and also 
to Indiana and other eastern States. The development in this field 
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into account. As these deposits will require a distillation process 
for the recovery of their oil contents, they are not included under the 
head of free oi! deposits. 

California field.—OCalifornin is the greatest producer of petro- 
feum of any State in the Union. It secures its oil from rocks of 
Cretaceous to late Tertiary age, the great bulk coming from the 
Miocene. Nearly every type of stricture peculinr to the coast ranges 
yields commercial quantities of oil, anticlines, domes, plunging anti- 
clines, monoclines, and fault zones being the principal sources, The 
reservoir rocks usually are sand and sandstone, though fracture 
joints in shale hold oil in at least one district. The oil is practically 
all ‘of asphalt base, although paraflin up to 4 per cent is found in a 


‘little of the oil from the Cretaceous and Eocene. The oil varies in 
gravity from 12° to 35° Beaumé (0.9859 to 0.8484 sp. gr.), about 70. 


per cent of it being topped or refined. Much of the heavy oil is used 
for fuel and road dressing. The productivity of individual wells 
has reached as high as 58.000 barrels daily; the average daily produc- 
tion per well was 45.2 barrels in 1913. The oil districts of Cali- 
fornia are practically outlined to-day and little in the way of addi- 
tiorial acreage is to be expected in the future. 

Alaska field—Small quantities of oil have been obtained from 
the Jurnaie rocks of western Alaska and the lower Tertiary of 
eastern Aluska. The oi! occurs in sandstone along well-defined and 
sometimes faulted anticlines. The oil varies in gravity from 39° to 
45.9° Beaumé (0.8284 to 0.7958 sp. er.) and is of an excellent refining 
grade. The wells so far drilled are small producers. The commercial 
productivity of the Alaskan deposits yet remains to be proven. : 

Other fields —In addition to the States mentioned gs occupying 
the above fields, oil occurs in small quantities in’ Michigan (a con- 
tinuation of the Petroleo, Canada, field) and Missouri (a continuation 
of the Okluhoma conditions), These States and Alnska together 
produced but 7,792. barrels in 1914. Alabama and Mississippi also 
are said to have possibilities. 


IMPORTANCE OF THE UNITED STATES AS COMPARED WITH OTHER 
| COUNTRIES. 


_ The following table, compiled under the supervision of J D. 
Northrop, of the United States Geological Survey, giving the one 
illustrates the relative importance of the varions oil-producing coun- 
tries of the world. 


a ee 








i Mining and Sclentific [reas, Ang. 14, 1015, p. “48. 
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“Taste 1.—World’s production of crude petroleum in 1914 and 1857 to 1924, with 
percentage of production by countries, in borre/a of $2 paliona, 
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The relative importance of the States in the Union is shown in 
the accompanying table, which gives the marketed production for the 
year 1914. In the case of two of the States at least, the marketed 
production is below the estimated production, the discrepancy being 


accounted for by oil put in storage. The actual production of Cali- 


fornia was probably around 103,000,000 barrels, with possibly 
7,000,000 barrels “shut in,” which might have been produced. The 
estimated production of Oklahoma was 95,000,000 barrels. 


Taste Il.—Production of petroleum in the United orb ty States, in (924 and 
1857 fo 191}, in barrels of 42 gallons, 
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FACTORS GOVERNING THE PRODUCTION OF PETROLEUM. 


Before entering into a discussion of the probable future production 
of petroleum in the United States, it will be well to outline the various 
factors which govern this production. These factors may be divided 
into two groups, natural and artificial, 
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A. NATURAL FACTORS 





oressure exerted on the oil in its underground 
reservoir may be hydrostatic, hydraulic, or gas: it may be coexten- 
sive with the field or pool, in which case it is called “ field pressure,” 
or it may be exceedingly local in extent, when it is called “local” or 
“well pressure.” Pressure in oil wells varies from 0 to over 2,000 
pounds per square inch, usually declining as the field or well grows 
old. Other things being equal, the production varies with the pres- 

2. Viscosity Production varies inversely with the viscosity, and 
since the viscosity in general increases with the specific gravity (in- 
creases Inversely with the Beaumé degrees) it may he said that, other 
conditions being equal, the production varies inversely with the spe- 
cific gravity of the ol. Natural petroleums vary from substances as 
fluid ns water (low viscosity) to those having the consistency of “cold 
molasses” (high viscosity), or even to those possessing the properties 
of solids. ; 

3. Thickness and extent of reservoir rocks—The production varies 
with the thickness and extent of the reservoir rock. The thickness of 
the pay streaks may vary from 2 feet, as in some fields of the eastern 
United States, to over 200 feet, as in some California fields. The 
lateral extent of the layer or lens may be from a few feet to several 

4, Porosity of reservoir rocks—Production varies Inversely with 
the porosity within certain limits. In uniformly grained rocks the 
coarser the grain of the reservoir the less is the actual porosity ; but 
the larger the size of the interstices the leas is the friction surface per 
unit of oil. Therefore, coarse sediments are really less porous and 

‘consequently hold less oil, but they give it up more readily than fine 
sediments and usually give a greater ultimate vield per unit of 
volume. Reservoir rocks may be fine shale to the coarsest conglo- 
merates, or porous or cavernous dolomites or limestones. Fracture 
or fault zones also may oct as reservoirs, The world’s maximum 
producers obtain their oil from cavernous limestones or dolomites ; 
the steadiest and longest-lived wells are in medium-grained sand. 

5. Structure of reservoir recks—Structure usually has a profound 
influence on oi] accumulation and production, the most advantageous 
positions being in the crests of domes or anticlines, or on the flanks 
of sealed or terraced monoclines. Lithology or other causes may 
locally produce exceptions to all rules of accumulation. 2 











B. ARTIFICIAL FACTORS. 


1. Price of oi?.—The price of oil is the dominant factor governing 
the production of oil, especially as it relates to groups of wells, fields, 
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districts, or States, The price may vary from 10 to 15 cents a barrel 


at the well, as at certain periods in the history of the Mexican or 
California fields, or it may range up to $2.50 per barrel, and in ex- 
ceptional cases much higher, when the demand is great and the sup- 
ply limited. Price of oil largely affects the other artificial factors, 
which may be summarized as follows: 


9, Depth of wells and time required to drill—Production may be 


accelerated or retarded by the time required to drill wells. In some 
places wells can be put down in a week or 10 days; elsewhere it may 
take from one to two years to finish a well. In a shallow well dis- 
trict production can be increased quickly by a vigorous drilling pro- 


gram; in deep well areas much time and money may be necessary to 


increase or even sustain production. 

3. Distance separating wells—Within a certain underground 
reservoir, the quantity of oil that ultimately can be recovered and 
the rapidity with which it may be produced are largely dependent 
on the distance separating the individual wells. The thicker the 
wells the quicker the recovery of the oil and the greater the expense 
of recovery. Wells may be spaced 25 feet apart or as near together 


as the derricks will stand, as in the congested Spindle-top field of 


Texas, or they may be separated by a distance of one-fourth mile or 
more. Ownership of property often determines the spacing of the 
wells, many small tracts under separate ownership tending toward 
congestion of development and rapidity of recovery. Conservation 
is best attained by single ownership of large bodies of land, so that 
development will be determined by the principle of recovering the oil 
at the lenst possible expense, that is, with the least number of wells. 

4, Condition of well, pump, ete—The condition of the well, pump, 
and other physical properties involved in the winning of the oil 
greatly influences the production. Clean wells, efficient pumps, and 
energetic employees tend toward maximum production; sanded up or 
improperly perforated wells, leaky pumps, and inexperienced or 
careless employees militate against successful operation. 

i. Discovery of new jields.—The discovery of new fields is a most 
potent factor in oil production. The search for new fields is stimu- 
lated by high prices; their discovery usually results in a flush yield 
and a lowering of the price. Obviously, each new field raises the 
normal production to be expected from any district or State, and it 
is this factor of new territory which lends so much uncertainty to the 
oil business. 

8. Distanee from market—The distance from market of any field 
or group of wells often determines the rate of development and con- 
sequent production. Those fields nearest to market or favorable 


a, 
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transportation facilities are usually quickly developed to their maxi- 
mum capacity, while fields farther away are often left for years 
without even being adequately prospected. | 

T. Improvements in development and recovery methods—New 
methods of drilling and increasingly efficient methods of recovery are 
favorably affecting production in many fields. The most important 
advance in recent years has been along the line of increased use of 
compressed air in the recovery of oil, especially in California and 
Pennsylvania. 

8. Water complications —* Water troubles” may be either natural 
or a combination of natural conditions and human carelessness or 
ignorance. Water causes the final ruin of practically all oil fields; it 


is the omnipresent and greatest menace of the producing fields. In 


most cases water troubles are inexcusable. Their results almost 
always are negative and sometimes irremediable, 

Oi] in most fields of the United States and, in fact, throughout the 
world, oceurs in inclined or sloping beds of sand or other porous 
rock, and these oil zones usually are overlain and underlain by water 
sands or zones which are separated from the oil zones by impervious 
clay, shale,orother strata. In these two cases the water is extraneous 
to the oil sands. These waters are called “top” and “bottom” 


waters, in accordance with their occurrence, respectively, above or 


below the oil zones, Ina properly finished well the “top” water is 
cased off or cemented off before the well is drilled into the oil sand. 
The“ bottom ” water never is drilled into except by acciden t. in which 
event it is plugged off. With the “top” water shut off and the * bot- 
tom” water untouched, the oi) is produced practically free from 
water. Water, being heavier than oil and often also under a greater 
hydrostatic pressure, will replace part or all of the oil at the point 
of ingress into the well if it is allowed to reach the oil sand. In this 
way it replaces the oil, in whole or in part, and thus lessens the 
amount of oi! produced and increases its cost of recoverv. Water 
also occurs indigenous to the oi] sands in certain fields, but in this 
case it does not at first occupy the same part of the stratum as that 
occupied by the oil, but lies in the lower or “ down-slope” portion of 
the sand, and the line marking the junction of the oi] in the “ up- 
slope” part of the bed and the water in the “down slope” part de- 
termines the limits of the productive territory. The Water under 
these conditions is called “edge j water. Upon exhaustion of the oul 
by flowing or pumping, the “edge” water, through hydrostatic or 
other pressure, usually “follows up” and replaces the ail. The ap- 
pearance of the originally extraneous “top” water or “bottom” 
water in a well indicates a failure to exclude the water properly by the 
manipulation of casing, cement, or plugs. Such q condition usually 
ean be remedied and the offending fluid kept out of the oj] sand, 
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although what has come in already may sometimes remain in the oil 
to a greater or less extent. The appearance of “edge” water in a 
well is another matter, for here the oil has been permanently replaced 
by the water, and, so far as the affected sand is concerned, the well 
can be considered as no longer productive. “Edge” water sometimes 
appears in a well in some particular sand, while other producing 
sands are free from water. In this instance, the “edge” water sand 
is abandoned and cased off and the production continued from the 
other sands, 

Most of the water troubles are due to a failure to shut off the “top” 
water in the process of drilling. Wells, properties, and entire fields 
have been seriously damaged or entirely ruined by the water, some- 
times from only a few offending wells, This factor of water is, 
therefore, one of the most potent in oil production and at the same 
time the most uncertain. 





METHODS OF ESTIMATING FUTURE SUPPLY. 


Two methods of estimating the future production or supply of oil 
in any area or field ure in use, one known us the saturation method, 
the other, the production curve method. 


SATURATION METHOD.' 


The saturation method of computation involves finding the eubical 
contents of the reservoir, determining the degree of porosity of the 
volume, and then estimating the total, available, and net supply 
of oil contained under the area in question. By total supply is 
meant the total quantity of oil in the reservoir; by available supply 
is meant the quantity that theoretically can be recovered with ordi- 
nary methods in vogue; net supply is the quantity marketed after 
deducting for fuel used in development and operation, leakage, and 
other losses. 

Total supply depends on the volume and porosity of the reservoir 
and on the volume of free gas and of water which are included in the 
oil, The first factor usually can be approximated by taking the area 
involved and multiplying by the average thickness of the oil sand 
or zone. The porosity can be approximated from outcrop samples or 
drilling samples of the reservoir, Gas and water contents are un- 
certain, but in most instances can be disregarded for rough approxi- 
mations. Gas usually is in solution and the water only in the out- 
lying edges of the oil pools. Available saturation may range from 
0 to, possibly, 80 per cent, depending largely on the gas pressure 
and other factors, such as grain of reservoir, coherency, ete. From 
40 to 60 per cent of the total quantity ordinarily is recoverable. Of 





* This method is described by Chester W. Washburne, Bull. A. 1, M. E, N ' V ita = 
1915, pp. 400-471, No, #4, Febroary, 
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this quantity possibly 10 per cent to 15 per cent is lost in production 
or used for fuel, so that of the total supply but 34 per cent to 54 per 
cent ordinarily is marketed. Many years may be required to make 


even this recovery. 

It is the writer's belief that estimates based on the saturation method 
are much less reliable and satisfactory than those worked out through 
the production-curve method, but the former must be used for new 
or poorly developed fields and will be briefly described. 

The thickness of producing oil sands or oil zones varies from 2 feet 
in the Illinois field to over 200 feet in the California field. Total 


‘supply or saturation as marked by the porosity varies from a trace, 


in sands, up to 50 per cent in some exceedingly porous diatomaceous 


shale from California. Between 5 and 15 per cent is the average for 


satids, some, however, going as high as 30 per cent. An acre of 
ground eovered with oil a foot deep (1 acre-foot) contains 7,758 bar- 
rels. This would be complete saturation for the 43,560 enbie feet. 
Assuming an average of 10 per cent saturation would give T75.8 bar- 
rels per acre-foot for normal conditions. On this basis» 5-foot sand 
would contain 3.879 barrels per acre, and a 50-foot sand 38,700 bar- 
rels. Actual yields of over 100,000 barrels per acre are known. 
Estimates of the average production per acre for the various States 
are given in Table TIT. Most of these figures are based primarily 


‘on the production-curve method, but a few are based on or checked 
by the saturation method. 


PRODUCTION CURVE METHOD, 


General statement.—Estimating future production or supply by 


a plotting of hypothetical curves, based on actual figures in well- 


known areas or fields, is the safest method, us it involves factors 
which it is possible to obtain. Another thing in its favor from the 
standpomt of the producer and marketer of oil is that it is based 


on and has to do with actual “ net” oil figures, instead of theoretical 
quantities. 


Basie of theoretical curve—The theoretical curve shown in the 
diagram accompanying this article is based primarily on the yearly 
total production figures of New York and Pennsylvania. These 
figures cover a period of productivity of 54 years, longer by fur 
than that of any other field in the United States, Furthermore, over 
this period this field has been subject to all of the vicissitudes from 
both natural and artificial causes that beset oi] fields in general, The 
area involved in the Pennsylvania and New York field is greater 
than that in any other field in the United States, which is still 


The interesting part of the production curve is that following the 
period of maximum yield. In some instances jt is fairly safe to 
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predict just when this period is reached, although usually a great’ 
divergence of opinion prevails, due to whether the prophet is a pro- 
ducer or a consumer. As a rule, the crest of the production curve 
is not a sharp peak, but is represented by a more or less wavy dome, 
showing that the production remains near the maximum for several 
years. In the case of the Pennsylvania-New York curve, the period 
of high production extended over about 10 years; that of Ohio and 
West Virginia over 8 years; and that of Illinois over 2 years. Fol- 
lowing this period the production is more or less irregular, but in 
general decreases at o fairly regular rate, the rate of decrease, based 
on the previous year’s production, becoming gradually less and less 
_ as is indicated in the theoretical curve in the diagram. In figures 
this decrease may be tabulated thus, the basis of computation being 
the maximum yearly production for the field: 

Per cenl of morimum production, 
At end of first 10 yeors___..... %) | Average for 10 years... ss TH 
At end of second 10 yeors__.__. 30 Averige for 10 yeors. ss dt 
At end of third 10 years_...t.. 20 Average for 10 years__.._._ OR 
At end of fourth 10 yeors_..____ 15 Average for 10 yenrs_...- 17 
At end of fifth 10 years._______ 12.5 | Average for 10 yeors_._____ san. 75 
At end of alxth 10 years.__.... 10 Average for 10 years... «11 


The usual development lustory in the period of high production 
is, first, a decrease of yield followed by increase in price, then re- 
newed development activity, with a resultant increase in yield, a 
fall in price, and so on until the development reaches a point where 
the production of new wells fails to make up the decrease of the old. 
when the final period of decrease begins, 

ESTIMATED FUTURE PRODUCTION, 


The following table gives the estimated future production of 
petroleum in the United States, together with the approximate 
figures as to the proven and prospective oil-bearing areas, and a 
summary of the principal points regarding the occurrence and 
character of the oil. 

The figures of future supply take into account a certain per cent 
of the prospective oil area, as the curve on which they are based 
pertains to an urea where new fields have been added from time to 
time as development progressed. In the case of Texas, Wyoming, 
etc., where the ratio of prospective area to proven area ig high, the 
future supply may be considerably greater than that predicted if 
the bulk of the prospective land proves productive. 

COMPARISON WITH DR. DAY'S FIGURES For 190s. 


Table TV is a comparison of the estimates given by Dr. Day for 
1908 with those by the writer for 1915. They are here presented by 
fields in order to correspond with Dr. Day's divisions. 
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Tame IV.—Estimated total production of the Vinited States, by fli. 








Comparing the writer's estimates with those of Dr. Day, it is at 
once apparent that the estimates for the older eastern fields have 
been reduced while those for the western fields have been increased. 
This is especially true for the Mid-Continent field, in which there 
was httle development at the time Dr. Day’s figures were compiled. 
In the ease of California‘ it has been found that the available satura- 
tion is less than was expected during the early history of the field. 
At the time the first estimates were made tho field gas pressure was 
high and water trouble had not become serious, With the lapse of 
time it has become evident that » reduced gas pressure and water infil- 
tration necessitate materially cutting the original figures. 

At the present rate of consumption of approximately 265,000,000 
barrels per year, an estimated supply of 5,763,100,000 barrels would 
last only, approximately, 22 years. However, as the total produc- 
tion of the United States will gradually decrease from year to Year, 
it is believed that the total available supply will spread out over a 
period of from 50 to 75 years. The price of oil, which now ranges 
from 40 cents to $2 per rhasiel (average, 95 cents), depending on the 
locality and grade of the product, probably will increase to figures 
approximating $1 per barrel for fuel oil and possibly $5 or more for 
the lighter grades. All other factors being equal, a barrel of fuel 
oil as compared with coal on the Pacific coast is worth to-day 
3 cents. Even were oil to be used only as a fuel, the tendency would 
be for it to rise in price until it reached a point set by the value of 
coal in the same regions. As oil has so many points in its favor, as 
regards ease of handling, cleanliness, etc., it is quite evident that 
eventually it will be sold at a higher price than is warranted by its 
heat value as compared with that of coal. | 

Before the free natural petroleum in the earth is exhausted the 
oil shales of Colorado, Utah, California, and other States will have 
begun to be utilized as a source of petroleum. Also artificial oil 
made from animal and vegetable waste probably will be available to 
take its place. Even at the present time the necessities of war have 
led certain of the European governments to utilize various substi- 
tutes for petrolenm and its derivatives, the substitutes in general 
being made from organic substances. 

Tn conclusion, the writer might repeat what often has been pointed 
out by conservationists, that oil as far as possible should be used for 
those purposes for which we have no other substitute, namely, for 
lubricants, refined derivatives, ete., and not for fuel. If used for 
fuel, it should not be in connection with the wasteful steam engine, 
but = the Diesel engine and similar types, which are so much more 
efficient that their use doubtless will become more and more general 
as time goes on. 





a 
Dr, Geo, Offs Srolth discusses the duration of California petroleum resources in Min, 
Ree. UT, 8 for 1010, Pit, p. 400, et seg. 
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Comparing the writer's estimates with those of Dr, Day, it is at = 

once apparent that the estimates for the older eastern fields have — 

been reduced while those for the western fields have been increased. 

This is especially true for the Mid-Continent field, in which there 

was little development at the time Dr. Day's figures were compiled. 

In the case of California * it has been found that the available satura- 

tion is less than was expected during the early history of the field. 

At the time the first estimates were made the field gas pressure was 

high and water trouble had not become serious. With the lapse of 

time it has become evident that a reduced gas pressure and water infil- 

tration necessitate materially cutting the original figures, 

At the present rate of consumption of approximately 265,000,000 
barrels per year, an estimated supply of 5,763,100,000 barrels would 
last only, approximately, 22 years. However, as the total produec- 
tion of the United States will gradually decrease from year to year, 
it is believed that the total available supply will spread out over a 
period of from 50 to 75 years. The price of oil, which now ranges 
from 40 cents to $2 per barrel (average, 95 cents), depending on the 
locality and grade of the product, probably will increase to figures 
approximating $1 per barre] for fuel oil and possibly $5 or more for 
the lighter grades. All other factors being equal, a barrel of fuel 
oil as compared with coal on the Pacific coast is worth to-day 
93 cents, Even were oil to be used only as a fuel, the tendency would 
be for it to rise in price until it reached » point set by the value of 
coal in the same regions. As oi! has so many points in its favor, as 
regards ease of handling, cleanliness, etc., it is quite evident that 
eventually it will be sold at a higher price than is warranted by its 
heat value as compared with that of coal. 

Before the free natural petroleum in the earth is exhausted the 
oil shales of Colorado, Utah, California, and other States will have 
begun to be utilized as a source of petroleum. Also artificial oil 
made from animal and vegetable waste probably will be available to 
take its place. Even at the present time the necessities of war have 
led certain of the European governments to utilize various substi- 
tutes for petroleum and its derivatives, the substitutes in general 
being made from organic substances, 

In conclusion, the writer might repeat what often has been pointed 
out by conservationists, that oil as far as possible should be used for 
those purposes for which we have no other substitute, namely. for 
lubricants, refined derivatives, etc., and not for fuel. If used for 
fuel, it should not be in connection with the wasteful steam engine, 
but in the Diesel engine and similar types, which are so much more 
efficient that their use doubtless will become more and more general 
a5 time goes on. 


 § De. Geo. Offs Blth discusses the duration of Callfornia petroleum resources in Min, 
Rea. 0, 8. for 1910, Pt. IT, p. 410, et seg. 
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THE OUTLOOK FOR TRON.* 


By Prof. JAwes Furmax Kear, 
Columhia University, 


The close of the nineteenth century produced an attitude of mind 
in many students of national affairs akin to that of a merchant who 
balances his books at the end of a twelvemonth. When the results 
of a year’s business have been demonstrated, the merchant decides 
on his plans and policies for the future. He makes a reliable esti- 
mate of his resources and learns his possibilities and his limitations. 
As a nation which looked over a hundred years instead of one year, 
we were in much the same position when the twentieth century 
opened. 

From small beginnings, all manner of industries had reached an 
impressive development. Some employed materials which were con- 
stantly reproduced either by plants or animals, and which, by im- 
proved methods, could be increased in amount; but other industries 
were rapidly drawing upon fixed reserves which could not be re- 
newed. We naturally began to forecast the future and, with a look 
ahead, to infer the course of events in the century then opening. 
Among the industries, that of mining came in for special attention. 
It is a very great one in this country, and it is distinctive in that it 
destroys its raw materials in utilizing them. Forests, crops and live 
stock all grow again. Ore and coal mined are gone forever. Not un- 
naturally, in a fundamental industry such as iron mining—one on 
which so many others rest,—people vitally interested began to raise 
the question of reserve for the future and to wonder in what position 
the industry would find itself fifty or a hundred years later. We are 
not surprised, therefore, to note that open expression was given ta 
feelings of apprehension, nor that some prophecies were made whose 
restatement now possesses much interest. Not alone, however, in 
oir own country were these apprehensions felt. Abroad, they like- 
wise found expression, especially in England, whose people had been 
roused for years regarding the future of their coal fields, 

In October, 1902, Mr. Andrew Carnegie, one of our most distin- 
guished ironmasters, was installed as rector of the University of 
Gereaite 5 Aes Heer oer from Contributions from the Geological Department, Columbia 
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St. Andrews, Scotland, He delivered a very interesting address in. 
which he stated that if the rate of consumption of iron ore in the 
United States did not greatly increase, we would have a supply of 
first-class iron ore for only 60 or 70 years and of second-class for 30 
years longer. Mr. Carnegie estimated our demonstrated store of 
tnmined ore at 1,000,000,000 tons. The consumption, at that time, 
was between twenty-five and thirty millions of tons annually, Atl 
persons well informed upon mining matters would infer that the 
mining of a billion tons, now demonstrated. would reveal appreciably 
more; and while a billion tons divided by 25 gives a life of 40 years, 
60 or 70 years was a not unreasonable figure. Yet this period is a 
relatively short one and the forecast justifies anxiety. Since Mr. 
Carnegie’s address was delivered, the annual output of ore has 
doubled, and, unless relieved by other considerations, whatever up- 
prehensions were justified then are twice as emphatic now. 

Tn 1895, from three different. spokesmen. came prophecies similar 
to those of Mr. Carnegie. Sir Robert A. Hadfield, whose words re- 
garding the iron and steel industry should carry as great weight as 
any man’s, in a presidential address to the British Iron and Steel 
Tnstitute* forecasts the call of the world’s furnaces upon the mines 
at the outset of the new century, and upon the basis of known re- 
serves also gave good ground for apprehension. In the same year, 
the late Prof. Térnebohm, long the chief of the Swedish (eological 
Survey and with special experience in iron ores, made a report to the 
Parliament of Sweden. based on a visit to this country. At this 
time the Swedish Government was actively sharing in the develop- 
ment of the great bodies of iron ore in Lapland, far within the Polar 
Circle. The importance of knowing the part which they might play 
in the world’s iron industry of the future Was great, and the deter- 
mination of the limits of annual output was a matter in which the 
Swedish authorities felt a lively interest. 

Prof. Térnebohm credited the Mesab; Range with half a billion 
tons; the other Lake Superior ranges, collectively, with as much 
more; and the Eastern brown hematites with 60,000,000. This total 
of a little over a billion tons guve cause for anxiety, since the out- 
put in 1905 of American mines had risen beyond forty millions, 





and a life of 25 years was thus indicated. But, of course, q moments 
reflection shows that the estimates are incomplete, since the Clinton 
ores of the East, and especially of Alabama, are omitted entirely, 

In the same year, 1905, the late Prof. N. S. Shaler sought to rouse 
his countrymen to an appreciation of the situation with regard to 
the mining industry in a paper of a popular nature on “The Ex. 


‘Proceedings, 1005, I., 27, and especially S480. 
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haustion of the World's Supply of Metals.”' Prof. Shaler, in gen- 
eral terms, considers the supply of ores of all sorts remaining 
as, roughly, twenty times the amount already mined. He thinks 
another century will exhaust the European supplies of iron ore. 
The best place for the iron industry is in the Mississippi Valley, 
and the ores tributary to it are passed in review without definite 
figures, except for Alabama, to whose Clinton red hematites a life of 
50 years Is assigned. 

Other papers preceded, accompanied or followed the four specially 
cited and of these a list is given at the close of this contribution. 
They can not all be mentioned now, and the ones briefly reviewed 
will suffice to show the apprehensive state of the public mind, here 
and elsewhere, from 10 to 15 years ogo. 

As a symptom of the widespread interest and as a natural step to 
prevent waste and to maintain as long as possible the material sup- 
ports of industries, the conservation movement sprang up in this 
country. It has taken form in annual conventions and discussions, 
and has been influential in matters of legislation. Outside the 
American boundaries, similar steps have been taken. Reports of the 
Canadian Conservation Commission regularly reach us. 

In connection with conservation in general, iron ore has been one 
of the chief subjects to be considered, and we are not surprised 
to find our Swedish colleagues, as soon as they were assured at the 
International Geological Congress held in Mexico City, in 1906, 
that their invitation for the meeting of 1910 would be accepted, 
began to plan a great work on the “Iron Ore Resources of the 
World.” Iron mining is one of the chief, if not the chief, single 
industry in Sweden. The subject, therefore, possessed great local 
as well as international importance. The associated authors in all 
lands began to busy themselves at once with data and estimates of 
reserves. A year after the movement had been started by the 
Swedish committee and by its representative in this country, a 
special investigation of American iron ore reserves was also initiated 
under the United States Geological Survey with Dr. C. W. Hayes in 
charge of the collection of data. The result of these endeavors led 
to the preparation of as complete estimates as were practically pos- 
sible.* ‘They will be mentioned and utilized later on. 

Before we can actually undertake a discussion of the future, 
we must have clearly before us several matters of vital import. We 
must know the large features of production in the United States as a 
whole and in the more important individual districts. We need to 








‘Taternational Quarterly, val. 2, 220-247, 10065. 
aC. W. Hayes, Ball. 304, U. 8. G. 8., TO-L14, 1000. 
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briefly trace the progress of production during recent years. We 
need further to know what the general run of working percent 

has been and to answer the questions: Is the yield per ton dec | 
as the years pass, and are we content now to treat ores of lower 
&rade than were our fathers? How do our ores compare in yield 
with those of foreign productive areas? We can not overlook the 
vital bearing of our supply of coking coal—a factor in present iron 
metallurgy not inferior to ore supply itself. We must consider 
sources of ore outside the United States and yet so situated as to 
contribute to our furnaces. We must also consider present, or rea- 
sonably certain future improvements in Processes of smelting, No 
horoscope for the future can be cast without attaching due weight 
to all these factors. 

The growth in the production of iron ore in the United States has 
been so great as to be the chief cause of anxiety for the future. The 
tabulation of a few figures, using a million long tons as the unit, 
will make the matter clear. Extended statistics are not necessary. 
T am extremely anxious that the freat striking truths should not bre 
lost in a maze of figures. The statistics are taken from the Mineral 
Resources of the United States Geological Survey. Detailed figures 
are not attainable for 1888 and earlier years, éxcept in those in which 
i census was taken. 

In the years before the Civil War the production was small, but 
shortly after peace was restored the Lake Superior mines began to 
assume greater and greater importance, and later Alabama developed 
its mining and smelting industry. 


Statistics in millions of long fone, 
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GENERAL PROGRESS OF PRODUCTION. 


By these figures a modest but steady growth in the production 
of iron ore is shown up to 1884. A marked increase then developed, 
which subsequent figures will show was chiefly due to the entrance 
_ of the Gogebic and Vermilion Ranges, A rapid growth followed to 
1890; and then production held steady, or, as in 1894, temporarily 
dropped back during panic times. Following 1896, the growth was 
very marked and was chiefly due to the Mesabi Range, Hard times 
checked it in 1904, in 1908, and again in 1914. No industry is more 
sympathetic with genera] business conditions than is the production 
of iron and steel. 

The figures also show that the great increase in output is due to 
the growth of the industry in the Lake Superior region. Without 
the contributions from the lake, the country as a whole would be 
back in the position which it occupied in 1886, with about 10,000,000 
tons total production. 

In general, if we look back to 1860 and take time by decades, we 
may say that to-day the production is twenty times what it was in 
1560; fifteen times what it was in 1870; eight times that of 1880; 
three and one-half times that of 1890; and twice that of 1900, We 
can not continue in the same ratio, but must ere long reach our 


Production of the Lake Superior ranges in millions of long toma. 
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A brief survey of the figures relating to the individual Lake 
Superior ranges will justify the following conclusions: The Mar- 
quette, Menominee, Gogebic, and Vermilion Ranges show a steady, 
normal increase in output, which is not startling nor one to cause, 
under ordinary circumstances, undue apprehension. Some signs of 
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declining output are manifest in the ease of the Vermilion. The 


vast increase in the output of iron ore is due to the Mesabi Range, 
and from it in 1912 came nearly 60 per cent of the country’s total. 
A marked decline in available supply from the Mesabi would bring 
about a greater falling off in ore supply than any possible increase 
in the other Lake Superior ranges, or than the present sources of 
supply from other mining districts, could make good. The Mesabi 
Range is the key to the maintenance of the domestic supply at its 
present grade, and when it declines we must appeal to foreign sources 
to keep the iron and steel industry in its present position. 
os YIELD OF ‘THE ORES. 
Conditions vary greatly in different parts of the country; at 
different times; with different ores; and with the entrance of new 
sources of supply. It is a genera! truth that the richest ores are 
sined in the early days of mining. As time passes and the in- 
dustry becomes firmly established, lower and lower grades come 
within the range of profit. Alabama Clinton ores gave much higher 
percentages when mined wholly above the permanent water level, 
than they do now, when pursned below it, For many decades only 
lump ore, and much of that over 60 per cent iron, was prodaced 
by the magnetite mines of the eastern Adirondacks To-day the 
greater portion of the ore goes first. through a magnetic concentrator 
before it is shipped. In earliest years on Lake Superior hard, 
specular ore at 65 and above was sought. With improved facilities 
the grade came down to and below 60, but the soft ores found slight 
sale. Now the soft, earthy ores are the principal objects of mining, 
and the average grade is well down in the fifties. Important ship- 
ments of ore with percentages below 50 have heen placed on the 





SLAQITISNI ps. 

In the summer of 1875, Prof. Albert H. Chester,’ an experienced 
chemist, visited the Lake Superior region in the endeavor to secure 
average samples from the stock piles of the larger mines, all, of 
course, nt that time in the Marquette range and shipping hard, spect- 
lar ores. Four samples ranged from 61.01 to 66.88 and probably give 
a fair idea of the ore at that time sent away. Iron Mountain, Mo. 
ore ran @1.87; Lake Champlain magnetites, 56.01 to 62.68 « Clinton, 
N. Y., fossil ore, 44.57, but yielded 43 in the furnace, : 

In September, 1890, Geo. W. Goetz? published g tabulated sarieg 
of analyses from the four older Lake Superior ranges, which in 
averaged, afford the following values. To give a correct averg 
the analysis of each mine's ore ought to be Weighted with the aus a 
and as the data for this ealeulation are not available, we ER 
" FAlbert H. Chester, “Om the Percentage of Iron In Certain Ores," 


Min. Eng. rol, 4, 219, 1875. Trans, Amer. Ipat, 
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content with the general significance of the results. On the whole, 
they supply us with trustworthy values 
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These figures represent the good old times when specular ore was 
ulmost the only one produced and before the soft ores began to be a 
serious factor. They are, however, significant, in that customary 
working percentages, such as these, very probably were not without 
their influence in the estimates of the life of the ranges, as set forth 
by several of the writers whose opinions were cited in the introdue- 
tion to this address. 

Raphael Pumpelly, in connection with the summaries of the Tenth 
Census,' estimated on the best and most comprehensive data which 
we have ever had, the general average of iron ores for the United 
States at 51.22 per cent iron. The maximum average percentage 
among the States was that of Missouri, 60.01 (but Michigan had 
60.57). The minimum was West Virginia, 37.92. Pennsylvania, the 
largest producer of ore in that year, gave 45.28, On the basis of ore 
production and pig-iron production, allowance being made for mill 
cinder, foreign ores, etc., John Birkinbine estimated for the Eleventh 
Census* an average of 51.27 for the country at large. An appreci- 
able error crept in, however, in assuming pig iron to be entirely iron, 
whereas it is only about 95 per cent or less metallic iron, We can 
hardly compare this figure with the one given by Prof. Pumpelly 
which was based on actual! analyses of samples. If we credit the 
7,000,000 tons of pig iron, as used by Mr. Birkinbine, with 95 per 
cent iron, the average is 48.71, which indicates an appreciable falling 
off in yield in 10 years. 

General estimates of average percentages which will be trust- 
worthy are difficult to carry out on the basis of annual statistics of 
tons of ore and tons of pig iron. Foreign ores contribute to an 
appreciable degree, and their yield can only be estimated. Stocks 
of mined ore, stored at furnaces or mines at the end of a year, are 
naturally credited to that year, but they are not turned into pig 
iron until the following twelvemonth. Mill cinder is also a con- 
tributor of iron to the extent of a small percentage of the total, 
The data for all these corrections are not available for a long period 
of years, and, therefore, all could not be introduced in the following _ 














'Testh Census, vol. 15, 10, for the year 187TD, 
* Volume on Mineral fndustries, p. 10, 





estimates. The importatic 
them an average of 58 per cent iron has been arbitrarily assigned. 
The results obtained are so variable that their significance is rather 
one of degree than of actual individual accuracy, The statistics are 
chiefly taken from thé Mineral Resources for 1910, page 76. Long 
tons are used. 
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_ The variations shown above are so pronounced as to cast some 
doubt upon the accuracy of the individual percentages, but we ma y 
have some confidence in the general tendencies shown. We can not 
but be impressed with the apparent practice of the mining companies 
of using lower grade ore in good times, as shown by high produc- 
tion, and saving higher-grade ores for bad years. So far as recent 
years are concerned, we can only say that the general grade has de- 
clined, although it does not appear to be as low as it was in 1870, 
when the brown ores of the East were so Inrge a factor in produc- 
tion. It must be to-day well below 50 per cent. 

In the last column, and for the years beginning with 1890, are 
given calculations of average vield, prepared by E. C. Eckel in his 
valuable manual on “Iron Ores,” published in 1914. The samé 
figures for apparent iron ore consumption have been used as in the 
calculations given in the first column of the present table; that is, 
the total annual production has been increased by imports and by 
zine residuum (i. ¢., used for spiegeleisen by the New Jersey Zinc 
Co.), and diminishe by exports and by stocks on hand at the close 
of the year. The zine residuum is only 0.2 to 0.4 per cent of the 
total and makes little difference. But a decided difference arises in 
calculating the yield of American ores if one assumes that pig iron 
IS pure iron, and lets the much richer importations of foreign ores 
enter into the calculation. These last two elements in the problei 
explain the wide divergence in percentages of from 4 to nearly g 
per cent between the average values given in this paper and those 


; could, however, be deducted, and to 
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quoted by Mr. Eckel. Both calculations depart from the truth in 
so far as mill cinder, blue billy, scrap iron, ve enter into the prob- 
lem, since no account has been made of them. Of course, there is 
also a slight loss of tron in blast-furnace cinder. 

The great importance of the decline in yield is the vastly increased 
amount of reserves which are thereby brought within the range of 
mining. As the average may still further decline until it reaches, 
say, 35 per cent, the reserves, as figures to be given later will show, 
become enormous. Thirty-five per cent, however, is by no means an 
unreasonable figure for the general yield of the Jurassic ores in the 
Lorraine and Luxembourg districts, which so largely supply Belgian, 
French, and German furnaces. The same statement will apply to _ 
the Cleveland district in England. The great reserves of 35 per cent 
ore in the Lake Superior district are, however, highly siliceous, 
whereas the Jurassic ores are basic. In Silesia, in southeastern Ger- 
many, even lower percentages are not esteemed beyond the possibili- 
ties, Thirty-five per cent is therefore a not unreasonable figure to 
consider, when a long look ahead is taken. On the other hand, in 
comparing the yield of the ores in different lands, a distinction should 
be made between exporting and smelting countries. Exporting coun- 
tries necessarily must furnish high-grade ore, so as to meet freight 
charges incident to long transportation. 

ESTIMATES OF RESERVES. 


Since 1905, several estimates of reserves have been made, of which 
condensed summaries may be cited.' The amounts are in millions of 
long tons. 
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Southern reserves for the remote future were estimated at 
10,000 million tons, 





‘The figures fs given for Tarnebohm, Erke] and Butior- Birkinbine are clied from E. C, 
Eckel, “Iron Ores,” 341-801, 1914. 
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The most complete of all the estimates is that of Dr. C. W. Hayes 
m Bulletin 394 of the United States Geological Survey, 1909. The 
estimates are divided into two classes of ores; first, those available 
tnder present conditions; and second, those which come within rea- 
sonable possibilities of utilization for the future. The statistics are 


given in long tons in millions and decimals of a million, 
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were grouped in a somewhat different manner, as follows: 
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As shown earlier, the annual production in recent years has 
totaled between 50 and 60 millions of tons. Let us assume that 
it will be 60 millions in the near future. Dr. Hayes’s estimates 
indicated practically 4,800 millions of tons of available reserves 
or eighty years’ supply. The estimates for the International 
Geological Congress of 1910 are not appreciably different. By 
just so much as the annual production exceeds the amount of 60 
millions, will the time be shortened, except in so far as further 
exploration opens up new reserves. In mining enterprises in gen- 
eral, however, if the management of a» company felt that it had 
eighty years fairly well assured, it would congratulate its stock- 
holders on the outlook. This attitude of mind would be justified by 
the common experience in mining the ores of such a widely dis- 
tributed metal as iron, that new reserves open up in old or new 
properties as old supplies are exhausted. 

On the other hand, if we anticipate the general decline in the yield 
of ores, so that lower and lower grade reserves may be brought in; 
and if we assume that more tons of ore will be required to furnish 
the usual output of pig iron, such that the annual output of ore may 
reach 100 millions; then from the probable addition of reserves, 
given in the second column of estimates, we forecast from practi- 
cally 75,000 million tons a life of 750 years. That iron could be 
produced in these amounts and for this period of time, there can be 
no doubt, 1f we omit consideration of cost and if we only consider 
possible ores down to 35 per cent. Iron-bearing rocks of still lower 
percentages are so abundant as to be inexhaustible. No one need feel 
anxiety about the physical possibility of producing iron up to the 
conceivable life of the race on the planet. 











Tn earlier pages, the point was emphasized that the crux of the 
present situation lies in the Mesabi of Minnesota. Of the 
55.1 million tons produced in 1912, 32.6 millions came from it. The 
chief point of immediate interest, therefore, is concerned with the 
life of the Mesabi. Its decline means great rearrangements in the 
‘present situation in the iron industry. The most recent estimates are 
those of C. R. Van Hise, C. K. Leith, and W. J. Mead, in cooper- 
ation, as given in Monograph 52 of the United States Geological 
Survey, 1911. Fifty per cent of iron in the dried ore is assumed as 
the minimum average yield at the time the estimates were made; 
1,600 millions of tons were then credited to the Mesabi (p. 489). The 
output for 1910, for this range, was 30.57 millions, indicating a life 
of a little over 50 years. At the production of 32.6 millions for 
1912, a life of almost exactly 50 years is shown. If, on the other 
hand, ® minimum percentage of 35 in iron is considered, the same 
authors assign to the Mesabi Range reserves of 30,000 million tons 
(p. 492), which would give us 300 years of life, even at 100 million 
tons annual output. 

The authors of Monograph 52 also discuss the reserves of the en- 
tire Lake Superior region, The reserves of 50 per cent ore, in the 
other ranges than the Mesabi, are less than one sixth its amount, and 
their combined output about two-fifths its total. Their estimated life 
is thus much shorter. The time period lies between 20 and 25 years, 
When, however, we consider a minimum yield of 35 per cent, their 
combined reserves are greater than those of the Mezabi, and are 
estimated at 37,630 millions of tons. Lf we credit them with two to 
three times their present annual output, a life of fully 1,000 years 
is shown. ; , 

Thus one can attack the problem from various points of view, 
and with varying assumptions; but the conclusion is inevitable that 
the output of ore from the Lake Superior region can not be kept 
up at the present production and with a minimum yield of 50 per 
cent for as much as 50 years, unless unanticipated new discoveries of 
rich ore are made, With diminishing yield, however, and with the 
tenor still at percentages above 35, the shipments of iron ore, even 
in increasing amounts, can be maintained for centuries. 

Let us turn next to Alabama and its closely related States, Georgia 
and Tennessee; since, together, they constitute the second center of 
ore production. The great reserves lie in the Clinton ores, which 
are well stratified and which have been and will be explored by bore 
holes. The reserves are much increased by the brown ores of the 
region and of northwestern Alabama, and by the probable devel- 
opment of much older gray and red hematites in eastern Alabama; 
but attention will be alone directed at this point to the Clinton ores. 
The latter are so well stratified and persistent and are now proved 
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by such extensive exploration that with much confidence we may 
credit them, at least in the Birmingham region, with 86 to 37 per 
cent iron, and may consider the estimates of reserves as unusually 
trustworthy. Dr. C. W. Hayes, on the basis of the careful field 
work of C. F. Burchard,' estimated them at the following amounts 
in millions of tons, 
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Mr, E. C. Eckel had previously credited the Birmingham district 
with 1,000 million tons, a number not unduly above the sum of 
the two figures for Birmingham given above. The officers of the 
Tennessee Coal & Tron Co. considered, in 1909, in round numbers 
S00 million tons as reliably assured. 

The combined output of these three States in Clinton ore was 
practically 4 millions of tons in 1912, indicating at this rate 111 years 
life assured, and over 200 years’ additional life as probable, In 
these estimates we do not assume an essential falling off in the 
yield of the ores below percentages actively mined to-day. 

Were we to take up the figures for the other portions of the 
country very similar results would be reached. But, as their con- 
tributions are proportionately smaller, the effects of rearrangements 
are less serious. Obviously, in a general way, viewing the country 
at large, and allowing for reasonable decline in yield, the ore supply 
is good for several centuries, 


FOREIGN SOURCES OF SUPPLY. 


‘The yield in the furnace is certain to be maintained, in an im- 
portant manner, by importations of rich ores from abroad. These 
contributions are already a serious factor, since they amounted to 
2.1 million tons in 1910, and had reached 2.5 millions in 1912, rang- 
ing between 3.5 and 4.6 per cent of the total. 
| Cuba.—The most accessible and the heaviest contributor of ore is 
Cuba. The mines in the vicinity of Santiago, on the southeastern 
coast, have been shipping for 20 years amounts which annually 
range below and above a half million tons of magnetite, with some 
hematite mechanically intergrown. The ores now run from 55 to 
60 per cent in iron and are of Bessemer grade. For some years addi- 
tional, these contributions will continue. The great and enduring 
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'Bulletin No, 304, 0. 8. Geol. Survey, pp. 88-50, 1900; No. 400, pp. 120-123, 1010. 
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reserves, however, are on the northeastern coast or near it. Exten- 
sive areas of serpentine have weathered in the tropical climate so as 
to afford a heavy mantle of alteration products, which when freed 
of absorbed water yield 48 per cent iron, with about 1 per cent 
nickel and 1 to 2 per cent chromium. When freed of additional com- 
bined water in calcining furnaces the ore reaches 56 per cent iron. 
The Mayari tract, already actively mined, can yield 600 million tons 
of excellent nickel-bearing Bessemer ore. The undeveloped Moa and 
San Felipe (or Cubitas) districts can swell the reserves to 2,000 
million tons. Thus, as the output of the mines in the United States 
falls lower and lower below present percentages, more and more can 
the grade be kept at or near the above values by Cuban contributions 
to furnaces near the Atlantic seaboard. The supply of Cuban ores 
is sufficient to last several centuries, at any reasonable consumption 
of conceivable importations. They are very conveniently situated 
for low costs of mining and shipping, 

Sweden.—In recent years, the second contributer to American fur- 
naces has been Sweden. The supplies have come from the great mag- 
netite body at Kiruna, in Swedish Lapland. The ore reaches the sea 
at Narvik in Norway, port open all the year round, and distant from 
the mines 100 miles by rail. A generally high phosphorus ore is now 
mined, with a small proportion of rich Bessemer grade. The output 
is sorted into different grades, possessing from 59 to 69 per cent iron, 
with perhaps a general average of 65. Importations in 1912 into this 
country were practically 324,000 tons. The output of the mines is 
carefully regulated by the Swedish Government with the purpose of 
conserving the supply for a long life. The United States can not an- 
ticipate more than a moderate contribution from this source. 

Norway—tIn Norway, not far from the sea and adapted to mag- 
netic concentration, there are additional deposits which are possibili- 
ties for the future. One enterprise is already active on the extreme 
northeastern frontier of Norway, east of the North Cape. The Eu- 
ropean furnaces have, however, absorbed the output hitherto. 

Newfoundland.—The third source of importations, in recent years, 
has been Newfoundland. The shipments come from the red hema- 
tite mines on Bell Island in Conception Bay. The ores are beds of 
red hematite in Cambrian and Ordovician strata and are strongly 
reminiscent of the Clinton ores. They supply a non-Bessemer ore of 
50 per cent, or slightly less, in iron, and in their best vears have ex- 
ported over 200,000 tons to the United States. The reserves which 
run beneath the sea are estimated by J. P. Howley at over 3,000 mil- 
lions of tons. The ores are generally called the Wabana. With a 
sea voyage of 1,100 to 1,500 miles, they can reach our principal ports 
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of entry. Their chief markets, however, are the iron and steel cen- 
ters of Nova Scotia. 

Chile—The Panama Canal has made accessible one great deposit 
or iron ore on the west coast of Chile, called the Tofo. Tofo is 30 miles 
north of Coquimbo. The ores are only three or four miles from the 
sea. The Bethlehem Steel Co. is making extensive preparations for 
shipments on a large scale in the Immediate future. Published de- 
scriptions mention reserves of 100 million tons of ore ranging above 
and somewhat below 60 per cent and prevailingly of Bessemer grade. 
A possible annual output of 1.5 to 2 millions of tons is expected. 
(Tron Age, May 11, 1914.) Other deposits along the west coast of 
South America have been reported in an incomplete way, but are not 
yet sufficiently developed to seriously enter into our forecasts. 

Prazil—For some years past reports have been current of very 
large, rich, low-phosphorus deposits of specular hematite in the State 
of Minas Geraes, Brazil. They constitute beds in metamorphic sedi- 
ments of pre-Cambrian age, and appear some three hundred and 
seventy-five miles from the seacoast. Deposits of hard specular 
hematite and loose blocks on the surface are available in enormous 
quantity. The first estimates, for the Eleventh International 
logical Congress, by Orville A, Derby, the able State geologist of 
Brazil, gave 2,000 million tons. Since then the observations of Leith 
and Harder indicate more than three times this amount. Vast quan- 
tities run between 65 and 70 per cent in iron and are well within 
Bessemer limits. The chief handicap lies in the long railway haul to 
the sea. While railways tap the district, both from Rio Janeiro and 
Victoria (the latter the probable port of future shipments), the 
present roadbeds are not adapted to the hard wear and tear of a 
heavy iron ore traffic and must be rebuilt... Once on shipboard, the 
distance to Atlantic ports is about 4,000 miles. 

Europe and Africa.—The United States also import appreciable 
amounts of ore from Spanish, Algerian, and Grecian ports. Spain is 
the chief contributor, approximately 440,000 tons reaching Atlantic 
ports in 1910. To some extent, therefore, declining American per- 
centages may be raised by future shipments from these sources, yet 
as time passes British and continental needs will be even more press- 
ing than American and will call more insistently for supplies from 
European and northern African mines. 

The possibilities of importation and sale turn, however, upon mar- 
ket conditions. Through the kindness of Mr. Charles F, Rand, presi- 
dent of the Spanish-American Iron Co., the following figures have 


‘The latest account is by F.C, Harder, “The Iron Industry of Brazil,” Transactions 
* of the American Institute of Mining Engineers. : | 
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been supplied the writer. They summarize market conditions and 
ocean freights as they have prevailed in recent years: | i’ 

Ocean freight from Cuba is 95 cents a ton; from Wabana, New- 
foundland, 70 cents; from Brazil, $2.12} (i. e., 8s. 6d.) ; from Sweden, 
$1.50; from Spain, $1.374; from North Africa, $1.25; from Chile, $3. 
When the ore reaches American ports, it brings as a general rule 7 
cents a unit, although specially rich and pure varieties may com- 
mand 8 cents. From these data, in a general way, one can see the 
market conditions which must be met by an exporter of ore from any 
one of the countries which are the chief contributors to American 
furnaces, Ocean freights, for some time to come, certainly will not 
be less than in recent years, even when seagoing bottoms can be 


THE SUPPLY OF COKE. 


So long as iron ore is turned into pig iron as the first step toward 
steel, a5 in our present-day practice, coke will be no less vital to the 
industry than ore itself. The relatively creat height of a modern 
stack and the heavy burden of charge which rests upon the stil] 
burning fuel demand ‘strong and resistant coke, Not every coke will 
answer. From an address by Mr. J. E. Johnson before the Mining 
and Metallurgical Society of America, January 12, 1915, the fol- 
lowing figures are taken: From 52 per cent iron ore a ton of pig iron 
may be made with 1 ton of coke. These conditions are approxi- 
mately those of Lake Superior ores to-day. From a 38 per cent ore, 
a ton of pig requires 13 tons of coke, conditions approximately those 
of Alabama. Should we ever use.25 per cent ore, 23 tons of coke 
will be necessary to the ton of pig. Whatever may be said, therefore, 
regarding the coke supply to-day will apply with increasing force 
as the years pass and the yield of ores declines. Anthracite eoal has 
been, to a certain extent, used in the iron furnaces, but its desirability 
and Increasing price for household fuel and for steam purposes In our 
Eastern cities make it a factor in future iron metallurgy of diminish- 
ing importance. Open-burning bituminous coal has been used raw 
to some extent, but is not now a serious factor. 

The following table summarizes the bituminous coal] reserves ag 
caleuluted by M. R.. Campbell, of the United States Geological Sur- 
vey, and as given in the Mineral Resources of the United States for 
1910, page 28. Only eastern coke-producing States aro selected be- 
cause the present effect of Rocky Mountain States upon the total 
result is not great. The influence which they can exercise upon the 
future is small or remote. The same is true of the Pacific coast 
and its possible future industry in iron and steel. In the table the 


= 


fraction, which is assumed to represent the portion of coking grade 
suitable to blast-furnace use. Much difference of opinion might 
arise over this reduction. Its importance turns, however, upon the 
ultimate result; that is, if the supply of coke proves to be a less 
serious matter than the supply of ore, these fractions might vary 
widely and yet not destroy the reliability of the final result. In the 
further calculations I assume that two-thirds of the coal can be 
ultimately mined, one-third being left in pillars. In passing from 
coal to coke, I use the same percentages of yield for each of the 
States as are given in the Mineral Resources of the United States 
Geological Survey for 1912, Part I], page 251. The estimates are, 
moreover, within the probable reserves in this additional respect 
that no account is taken of Illinois, although its weak coking coals, 
when mixed with others in by-product ovens, give suitable fuel for 
blast-furnace use. 
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The production of pig iron by States in 1912—the maximum year 
as vet—is given in the statistics in the next table in millions of long 
tons. The figures are taken from the Mineral Resources for 1912 of 
the United States Geological Survey. If we assume that the coke 
consumption per ton of pig iron is one ton In those States where 
Lake Superior ores or others equally rich are used, one and three- 
quarter tons in Alabama, and one and one-half tons in West Vir- 
ginia and Virginia we can make a rough estimate of the coke con- 
sumption for pig iron manufacture in a maximum year. 
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Pig iron production in millions of long tons, by States, 1922. 
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? Omitted. 


We have thus an apparent available coke supply of 50,882 million 
tons, and a consumption for blast-furnace purposes, in our heaviest 
year of production, of 31.26 millions, There are thus over sixteen 
hundred years" supply at this rate. In Pennsylvania, on the assumed 
ratio of coking coal, there is about one thousand years’ supply. ‘These 
time periods are so great that despite possible errors in assumptions; 
despite increasing coke consumption with lowering of grade of ore; 
and despite increasing output of pig iron, we seem justified in con- 
cluding that the fuel supply is rather more abundant than the ore 
supply. The reserves of bituminous coal in 1912 were placed by the 
volume on Mineral Resources for that year at 1,651,057 millions of 
short tons of which two thirds or 1,100,705 millions of short tons 
could be mined. With an annual production, as in 1912, of 450 mil- 
lion tons, a life of nearly twenty-five hundred years would be indi- 
cated. Apparently coal for general fuel will last longer than coal 
for cok 

THE INCREASING STOCK OF SCRAP TRON, 

Moch of the iron or steel, once it is used, is lost by oxidation, wear 
and tear, or by being thrown away. A goodly proportion is, how- 
ever, returned to furnaces and worked over. For this purpose, in 
America, the electric furnace has proved of special advantage, as the 
writer learns from Prof. J. W. Richards. With growth of produc- 
tion and with increasing attention to the prevention of waste, now 
s0 generally manifested throughout the country, the return of old 
iron and steel for re-treatment is likely to ease somewhat the strain 
on the mines. 

IMPROVEMENT IN PROCESSES, 


Electrical processes of smelting, in regions of great water powers 
and low cost for current, have excited hopes of saving fuel. The 
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fuel in the blast furnace accomplishes two purposes—the production 
of a high temperature and the reduction of the iron oxide to the 
metallic state. The electric furnace could serve to replace the former 
portion, but carbon for the reduction of the iron oxide would always 
be necessary. Some heat, of course, would be developed in the re- 
action itself, which practically implies the combustion of the carbon. 
If we assume a practicable electric furnace, comparable so far as the 
installation is concerned with a blast furnace, we have to balance 
against each other the cost of heat from combustion of coke and from 
electric current. Thus far coke has proved more economical, al- 
though it is conceivable that countries like Sweden and Norway, with 
abundant water power and ores, but without coal, might develop an 
electric smelting industry, Charcoal would probably then furnish 
the reducing agent. For some time to come, we can see little chance 
for electric smelting in eastern North America. 

Improvements are then reduced to those possible for the blast fur- 
nace itself. We are reminded of the great economies introduced by 
the chilling and separation of the moisture in the air to be used in the 
blast. A great debt is due Mr. James Gayley for this invention, 
which steadies the running of the furnace and keeps conditions umi- 
form. We recall the use of the spent blast in internal-combustion 
engines, and the economical generation of power in this way instead 
of through the ordinary medium of steam. 'The power is then avail- 
able for all manner of applications around a works, and lowers costs 
We note the recent and very encouraging experimental run of some 
months at the Port Henry, N. Y., furnace, with large proportion of 
titaniferous magnetite in the charge. The reports of Mr, J. E. 
Bachman,! in charge ‘of the furnace, do much to remove the stigma 
from this variety of ore and to make available large reserves now 
looked upon with suspicion. By just so much as these neglected 
ores come into use the life of the nontitaniferous varieties will be 
prolonged. Dr. C. W. Hayes? estimated the titaniferous ores in 
1909 at 90 million tons available and 128.5 million tons as not at 
present available.” Dr. J. T, Singewald® has concluded that in some 
of the areas used in the calculations of Dr. Hayes, the ores are too 
low for probable use. These ores have not been very generally ex- 
plored as yet because of their bad reputation, but the amount is 
quite certainly large. 

A remote possibility for improvements in the blast furnace but 
one worthy of careful consideration was suggested by Mr. J. E. 
Johnson in the address at the annual meeting of the Mining and 








'The Iron Age, Oct. 22, 10914, p. O38: Dee, eas 14 i re ‘ 
, | ; , B. : 24, 1914, p. 1470, A complete report is 
press in the publications of the Iron and Steel Institute, = 
ey W. Hayes, Ratletin a4, 0. & Geological Surrey, p. 102, 1000, 
J.T. Singewald, Bulictin 64, Bureau of Mines, p. 38, 1013, 
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Metallurgical Society of America, January 12, 1915, which has been 


already cited. The air passing through the furnace is, by volume, 
nearly four-fifths inert nitrogen, which contributes nothing to the 
reactions and is a serious absorber of heat. Were it possible to 
relatively increase the proportion of oxygen, loss of heat might be 
avoided and fuel consumption reduced. Mr. Johnson called atten- 
tion to the production of greatly enriched proportions of oxygen 
by the expansion of liquid air under suitable control, as now used In 
practicable processes for obtaining oxygen on the one hand and 
nitrogen on the other. Were it possible with the low-cost power, 
to be developed ‘by the products of the blast furnace, to manufacture 
liquid air or to produce in the same general way a strongly enriched 
oxygenated air for the intake, the volume of atmospheric gases 
would be greatly reduced and the heat economies would ensue. The 
contrast presented by employing the coldest substance known as a 
meuns of facilitating one of the hottest reactions of technical prac- 
tice is so novel as to arrest attention. Costs, however, should it ever 
become practicable, place it in the remote future. 

A more immediately practicable economy, involving the saving of 
waste, is the use of blast-furnace cinder for the manufacture of 
cement. By just so much as this ordinarily rejected product can be 
made a source of financial return, costs will be reduced, While we 
may not realize the whimsical idea] presented by Mr. Johnson in 
the above address, when he pictured the furnace of the future as 
yielding pig iron at the tap and cement at the cinder notch, yet we 
may think of slag utilization as helping to usher in the next age of 
the world, the one which is rapidly displacing the present steel age— 
the one which we all recognize as the inevitable age of cement. 
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ON THE ORIGIN OF METEORITESs 
By Fampern Kexweers. 


In the Imperial Court Museum of National History there is pre- 
served what is literally a heavenly treasure. Its peculiar nature is 
well known to the professionals of cultured nations, and to all in- 
quiring friends of nature, while it is regarded by the great majority 
of people more with the vague uncertainty with which one is usually 
accustomed to present to strange, unusual things. I can assert with 
some satisfaction that, thanks to the occasional court boards of ad- 
ministration, to the intendants and to the former keepers of the collec- 
tion, we have in this scientific treasure the largest and scientifically 
the most valuable collection of meteorites, and the richest in number 
of fullsin the world. Because of this circumstance you will certainly 
sympathize with me if I, as the present superintendent of this 
precious collection, consider it my patriotic duty at your worthy 
and honorable invitation to explain briefly one of the most interesting 
chapters in the lore of meteorites. 

The knowledge of stones which have fallen from heaven extends 
into the oldest history of humanity, back into prehistoric times. 
Among the Chinese the mention of heaven stones goes back to 6,000 
years, und the fact of falling stones has always been recognized by 
the people of Asia Minor, by the Greeks and Romans, and we must 
not be surprised if these “ messengers of heaven” were generally re- 
garded as divine gifts. But with the advance of Christianity an- 
other opinion has become prevalent. The many meteoric divinities 
do not conform to its teaching and the system of the Roman estab- 
lished church. Gradually there was lost the oriental conception of 
them as blessings, and people began to regard them rather as “ prodi- 
gies,” or miraculous events, until through the whole Middle Ages and 
modern times the falling of meteorites was considered the foreboding 
of approaching misfortune, and the occurrence occasioned in human 
beings only a feeling of fear, horror, and terror. 








1 Translation from the German of a lecture given In the Sclentifie Club of Vienna on the 
26th of January, 1014. 
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_ By the latter part of the eighteenth century the fact of the falling 
of stones had finally so far been forgotten that a fall which occurred 
near Luce in France in 1768 caused great embarrassment to the pro- 
fessors and academicians at Paris, because they did not know what 
to make of the event as related and the until then unknown material. 
Lavoisier, at that time a young chemist, but who afterwards became 
famous, stated that the meteorite might be a kind of iron pyrites. 

In Vienna, also, there existed at that time a complete dishelief in 
meteorites. The then director of the court mineral cabinet, Andr. 
“Xaver Stiitz, expressed himself concerning the mass of pure iron of 
Agram, which fell in 1751, and with the acquisition of which our me- 
teorite collection was founded, as follows: 

Certainiy even the clear heads of Germany In 1751, owing to the gross ignor- 
mee prevailing at that time regarding natural history and practical physics, 
may have belleved the dense iron masses of Agram and Elichstadt to hove 
fallen from heaven, but in our times it would be unpurdonable to consider 
Such fairy talea even probable. 

A similar conception prevailed also in America, for when someone 
told President Jefferson in 1807 that two professors had described 
the fall of a stone he declared “ one can rather believe that two Yan- 
kee professors lie than believe that stones fall from heaven,” 

The German physicist Chladni in the year 1794 first challenged 
this disbelief in meteorites in his paper on the Pallas iron, and he 
commended meteorites to the scientifie investigation which through 
the whole past century has been zealously kept up and furthered by 
certain scholars, especially here in Vienna. 

Now, what do we denote as meteorites?’ You have doubtless all 
observed on clear, cloudless nights the sudden appearances and 
again disappearances of light and fire in the heavens. Such are 
known to us as comets and meteors, and meteors are ugain distin- 
guished as Sternschnuppen (shooting stars, étoiles filantes), and as 
Fenerkugeln (fireballs or bolides). The astronomefs regard these 
three heavenly bodies, which are not members of our solar system, 
as identical, one with another. They are connected by intergrada- 
tional forms, and their varying appearances are but varying phases 
of one and the came natural phenomenon. 

This identity of shooting stars and of fireballs we must, however, 
to-day regard as quite uncertain, since there are circumstances in- 
dicative of their independence of each other as well as of comets. 

When fireballs coming from various directions in the heavens reach 
the neighborhood of the earth, where on dark nights they afford to 
human beings a sight arousing amazement through the lighting up of 
the Iandseape over which they pass as bright as day. they are sean 
to burst, usually with an explosion, throwing out streams of fire, 
accompanied by a noise comparable to the firing of musketry. Dark- 
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ness follows and the solid masses forming the kernel of the fireballs 
fall to earth in separate fragments, or as a shower of stones. 

These solid masses, consisting of stone or iron, which reach our 
planet from space, and are transformed into balls of fire only in our 
atmosphere, we call meteorites. Such Weltspihne (world frag- 
ments), as Chladni once called them, have been given different names 
at different times according to the conception which people had of 
their origin or their character, as baetylus or beseelte stones, sky 
stones, thunderstones (ceraunites, brontoliths), thunderbolts, air 
stones, moonstones (uranoliths), and at present they are often called 
aeroliths, a name first used by Blumenbach in 1804. 

Concerning the origin of these stone and iron masses opinions have 
greatly varied from time to time. 

When Chladni's epoch-making work (The Pallas Iron, 1794) over- 
came the doubt as to the falling of stone and iron masses from the 
air, people began to seek explanations for the mysterious and still 
incomprehensible phenomena of the Feuerkugeln and to advance 
opinions as to their origin. 

Passing over the beautiful, mythical conceptions of the oriental 
peoples, which have been already referred to, and the assumption in 
the middle ages that they might be due to lightning, one can generally 
divide into two groups those holding opinions as to the origin of 
meteorites—that is, into supporters of the hypothesis that they came 
from space and did not belong originally to the earth and its atmos- 
phere, and the supporters of the hypothesis that they did originally 
belong to our planet. Each of these two main groups falls again 
into subgroups, first the supporters of the hypothesis that the meteo- 
rites come from unlimited space and the supporters of the hypothesis 
that they are ejected from lunar voleanoes. ‘The second large group 
upholding the terrestrial origin of meteorites is divided into two 
sections, those who think that they originated from the constituents 
of the atmosphere and those who consider them ejected from terres- 
trial volcanoes, 

A suggestion of Proust that meteorites may come from the poles 
of our earth because there the iron can not have oxidized, on account 
of the eternal cold, may here be mentioned only as a curiosity. 

Chladni named the supporters of the four special hypotheses cos- 
mists, lunarists, atmospherists, and tellurists. To the cosmists 
Chliadni himself belonged first of all. He considered it possible that 
the meteorites might be original or chaotic material (“ Urmaterie ”)— 
that is, aggregates of matter which existed in space and which had 
never belonged to a larger world body, but which might furnish the 
material from which such world bodies might be formed. Many of 
the nebula may be nothing else than such shining material spread 
through enormous spaces. Originating from these world clouds 
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(Weltworlken), comets and meteorites are distinguished from one 
another only through their relative size. The formations occurring 
at the boundary of our atmosphere as loose, dust-like, or gaseous 
aggregates lose their cosmic velocity through its resistance, and 
finally, by the explosions taking place, are compacted into # solid 
Chladni, however, did not consider it impossible that the meteor- 
ites might be remnants of a destroyed world body, as an illustration 
of which he mentioned the disappearance of a planet between Jupiter 
and Mars, Olbers gave occasion for this discovery. In portraying 
the solar system the space between Mars and Jupiter caused him 


‘great vexation, and he anticipated that a planet might be found 


there. This ingenious idea was soon afterwards verified by the dis- 
covery of the asteroids Ceres, Pallas, Juno, and Vesta, which he 
now conceived to be broken pieces of the great planet missed by him, 
The little planets (asteroids), denoted here as fragments, belong to 
the ring now known us planetoids, * * “ which a hundred 
years ago were reported to be angular, not always of uniform size, 
and therefore of irregular form and variable light intensity, We 
shall see further on that very recently E. Suess has claimed the 
vanished planet and the planetoids which were derived from it as 
the sources of our meteorites. 

There were many respected adherents of the hypothesis of the 
origin of meteorites from the volcanoes of the moon. Telescopic 
observation had at this time already given information as to the sur- 
face of the moon, “upon which there were overlapping mountains, 
large chains of mountains extending for great distances, depressions, 
craters, and planes,” so v. Ende writes in his book “Weber Massen 
und Steine die aus dem Monde auf die Erde herabgefallen sind”? 
1904. VY. Ende endeavors to strengthen Chlndni’s hypothesis and to 
establish, or at least make probable, the connection between the earth 
and its satellites, Olbers first expressed the moonstone hypothesis 
on the occasion of the fall of a meteorite at Sieny in 1795, 

The great geometrician Laplace expressed the sume Slipposition, 
which Blumenbach also took up with much approval and called it 
“the most plausible opinion concerning these things,” Arago and 
Smith were also of the same opinion, and Berzelins, too, was an 
netive follower of the lunar hypothesis in 1936. According to his 
opinion the meteoric stones eame from two different voleanpos on the 
moon, © * * But when it was established that a voleano on the 
moon would not possess sufficient energy to impart to an ejected 
block of stone the necessary initial velocity to reach our earth the 
hypothesis of the lunar origin fell into disfayor. Strange to relate, 
it has, however, even at the present day, some individual y pholders— 
for example, the Dutchman Verbeeck, who considers that the glasses 








(tektites) which are conceived by Franz Suess to be meteorites are 
glass meteorites from the moon. 

‘For the sake of justice I must also mention that the lunar hypothe- 
sis had a predecessor in the writer Paolo Maria Terzago, who, in the 
description (1660) of the fall of a stone at Milan in 1650, at which a 
Franciscan monk was killed, expressed the opinion that the “moon 
was the cause of the falling of the stones.” 

The idea, according to which meteorites were formed out of con- 
stituents of the atmosphere, was held only so long as their com- 
position was yet little known. It was soon seen that iron, nickel, 
chromium, siliea, ete., could not be contained in the air, and ] Klap- 
roth noted also that iron would necessarily be oxidized ander these 
conditions. Many other reasons, such as the occurrence of the fire- 
balls at a great height, their velocity, and oceurrence at all times 
of the day and year, among other things, early withdrew every sup- 
port from the hypothesis of the origin of meteoric masses in the 
atmosphere. 

Of longer duration was the theory of their terrestrial origin—that 
is, that they had a connection with the formation of the earth— 
even though not the ejecta of volcanoes (with. which, indeed, they 
do not entirely coincide). A terrestrial derivation in this sense 
was ascribed to meteorites by Lagrange and later by Tisveraud. 
According to this they ure said to have been thrown out of the in- 
terior of our planet in the dim early ages with so great force that 
they were carried beyond the limit of its attraction to form a ring 
about it, like that of Saturn, out of which fragments fall to the 
earth again. Such « conception with somewhat different foundation 
we shall find later held by V. Goldschmidt, 

Little reference is made to meteorites by astronomers at the be- 
ginning of the last century. The books on astronomy of those times 
contain nothing at all about fireballs. Even Bode in his “ Introdue- 
tion to’ the Knowledge of the Starry Heavens” (1823) devotes only 
the following lines to our subject: 

The so-called fying dragon, the leaping goat (eapre saltans), torches, burn- 
Ing beams, and other shining meteors probably have the same nature and 
consistency In part as the falling stones, and are only distingulshed from them 
In size ond shape. Partly they may also consist of thick and viscous vapors of 
the lower alr, which give off o phosphorescent light through a decomposition 
of thelr original materiols and are blown away by the wind Ip all sorts of 
chance forms aml shapes. 

Astronomic hypotheses as to the origin of meteorites did not de- 
velop until a much later time, and took their rise from the idea that 
meteorites, shooting stars, and comets were all of the same character. 
Schiaparelli in 1871 suggested important reasons for the connection 
between the three kinds of phenomena, reasons which were also 
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presented with a few changes by the Viennese astronomer Weiss, It 
was thonght that they could assume with some certainty that the 
shooting stars are bodies as solid as are the meteorites which pene- 
trate with cosmic velocity the atmosphere of the earth, where they 
become glowing in the heated air and begin to shine, and after be- 
ing resolved to dust or consumed become extinct or pass out of the 
atmosphere. 

After it had been shown that swarms of shooting stars have been 
returning regularly for two and one-half thousand years and pro- 
eeed from a definite point of radiation in the sky, then it was con- 
sidered the only possibility that the swarms of meteors circling 
around the sun intercept the orbit of the earth at some point, on 
the approach to which, in consequence of the density of the earth, 
a portion of them fall down upon our planet as little meteoric 
bodies. From the period of rotation, direction, and other factors 
we have learned how to calculate the course of the meteors and have 
found that their orbits very nearly coincided with those of the 

eriodic comets. Thus the Leonids move in the orbits of the comet 
Tempel, 1866, the Perseide in that of the comet 1860 ITT, and the 
Bielids of the 27th to 29th of November in the @ourse of the comet 
Biela, The agreement is so consistently exact that a whole Series 
of meteor streams can with great probability be traced back to 
orbits of known comets. That comets are divided by the influence 
of the sun or of the planets, os has happened to the comet Biela, or 
altogether break to pieces and scatter themselves nlong the course 
of the comets and form a meteoric ring out of which come the 
swarms or shooting stars; all these coordinate occurrences tend very 
convincingly to identify the falling meteorites with the shooting 
stars, and to the belief, therefore, that they are broken pieces 
of comets. A difference between shooting stars and meteorites oon- 
sists, then, only in that the first named pass noiselessly across the 
heavens and disappear, while the fireballs hurl their missiles, the 
meteorites, with thundering noise upon the earth. This theory is 
still ‘held in esteem among astronomers, and is aleo taken up hy 
Trabert in his Textbook of Cosmic Physics, 1912, The hypothesis 
can be quite briefly expressed in the follow Ing words: Comets which 
have become periodic split up into periodic swarms of shooting stars 
which revolve in the courses of the mother comet, The fireballs are 
then, nothing more nor less than shooting stars which have heat 
driven into lower layers of air and appear to ys in larger sizes. | 

According to all these conceptions one would expect that at times 





Perseid swarms, there would occur an increas of meteorite falls. 
, | . | IIs. 
Among the about 350 known falls Some, to be sure, have fallen at 
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‘these times. Thus the iron of Mazapil is said to have come from the 
meteoric shower of the 27th of November, 1885, and, according to 
this, is a fragment of the comet Biela. But this must remain a 
mere assumption. The time-table of meteorite falls gives proof that 
the great majority of meteorites have not come to the surface of the 
earth at the time of swarms of shooting stars. 

In opposition to this briefly outlined theory, according to which 
the meteorites represent a part of the shooting-star phenomena, an 
hypothesis was proposed in the seventies in the past century which 
did not take its origin from astronomical assumptions. It was based 
on & mineralo-geological basis, upon the study of the component 
material of the meteorites, and upon the times of arrival of me- 
teorites of like composition. This new (volcanic) hypothesis, 
founded upon actual observations, was presented in 1875 by G. 
Tschermak, of the Viennese Academy of Sciences, and was later 
through supplemental work augmented and established. If Brew- 
ster, L. Smith, Haidinger, and Daubree have claimed the origin of 
meteorites through the dissolution of a heavenly body, so the disin- 
tegration of small celestial bodies is for the first time ascribed by 
Tschermak to a volcanic process. From the shape of meteorites 
‘it is to be concluded that they are actual ruins or broken bits which 
may come from larger planetary masses. Not only their shapes, but 
also the slicken-sided surfaces occurring in meteorites point to frac- 
turing in the mass, and many are like volcanic tuffs or clastic masses, 
as Haidimger and Heichenbach have already suggested. Where 
Daubree leaves it undecided whether the fragmentation of a world 
body is brought about by collision or by explosion, Tschermak based 
his decision that they resulted from explosive destruction on the 
physical condition of the meteorites, which are formed by vol- 
canic explosions unaccompanied by the pouring out of lava just as 
terrestrial stones which come from explosive craters (similar to the 
Maaren of Eifel), An explosive activity to which meteorites point 
can only be brought about by sudden expansions of gases and 
steam, among which hydrogen may have been in the first rank. 
Vuleanism as a cosmic phenomena is the destroyer of planetary 
masses, as we learn from the constituents of meteorites, in harmony 
with the solar development of stars, which all go through a volcanic 
phase. The broken bits after their separation are arranged in 
swarms which cross the orbit of the earth in accordance with law. 
The most convincing examples for the existence of meteorite streams 
are formed by the group of eukrites. 

If one ascertains their orbits and the intersection which they make 
with that of the earth, one finds that this intersection is progressively 
retarded, which means that the line of nodes relative to the earth 
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retrogrades. From the calculation of the time of the nodes of 
intersection and comparison with observations Tscherm k was 
able years ago to predict the next falling of a eukrite for about the 
end of October, which calculation was actually borne out by the 
falling of the eukrite of Peramiho on the 20th of October, 1899. 

For the four undoubtedly similar eukrites of Stannern, Jonzac, 
Juvinas, and Peramiho, the retardation of the intersection was 
found proportional to the time by the formula (E=longitude of 
node) E=230.64+-1.6175t, in which t denotes the number of the 
year minus 1800. 

The greatest difference between the observations and the caleu- 
lation is not more than one and one-half days. From the deter- 
mined return and the regular shifting of the lines of nodes, which 
yearly corresponds to a change of 1° 36’, there is therefore very 
great probability for the astronomiec connection of the eukrites. 

Although v. Niessl did not find the astronomic courses of these 
eukrites to be identical, which means that they did not indicate the 
same point of origin, still one can always consider as open the possi- 
bility that the Stannern, Jonzac, and Juvinas stones came from the 
Same region in space, when one considers that the testimony of eye- 
Witnesses as to the course of fireballs is subject to great error becauss 
of the suddenness of the occurrence. 

According to v. Niessl? the meteorite falls move in hyperbolic 
courses, which, however, does not shut out the possibility that 
meteorites occur which move in elliptical courses like planets. Firm 
support also for this meteoric hypothesis, deduced from indisputable 
facts, comes from astronomic consideration. More recent observa- 
tions have shown that there is a difference in kind between the mate- 
rial of meteorites and shooting-stars. If one irranges the meteorites 
according to their spevitic weight, a series results, which begins with 
the carbonaceous forms, of the density 1.7 to 2.9. Then follow those 
bearing feldspar with the density 3 to 3.4, those containing bronzite 
and olivine (mostly chondrites) with the density 4 to T, and finally 
the irons of the density 7.4 to 7.5, 
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Tn the face of the lesser densities, which are found in the moon 
(3.4) in comparison with the earth (5.6), and which decrease in the 
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outer planets of the solar system to 1.4 in the planet Jupiter and 1.1 
even in Neptune— 


Teenalty. 
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the supposition becomes the greatest probability that in space parti- 
cles are spread abroad in clouds of loose consistency, which consist 
of matter like rock dust, salt-like compounds, carbon, and hydro- 
carbons, which come into the solar system in streams and upon their 
entrance are consumed, leaving behind carbonic acid, vapor, and fine 
dust. 
_ The Tschermak hypothesis mentioned here gains in importance 
when we consider the opinions of many astronomers of to-day, ac- 
cording to which the completion of the heavenly bodies is incon- 
eeivable without vuleanism. One need but observe the conditions 
upon our earth, the moon, and the sun. Also, we find on the comets 
with elliptic courses phenomena which may be connected or com- 
pared with voleanic occurrences. Hertz considers the comet tails to 
be electric waves, Goldstein considers them kathode tufts, others 
consider them alpha rays of helium, and Svante Arrhenius declares 
them of mechanical origin, formed through pressure of light radia- 
tion. He considers the particles of the comets so tiny that they no 
longer obey the law of gravitation, but are forced out into space by 
the light rays of the sun, and by electric discharges in the heads of 
the comets, which also work repulsively upon the material forming 
the tail. All these phenomena are straightway compared with the 
great stresses in the interior of the planets, as with volcanic forces, 
which also Tschermak has applied to the explosive fragmentation of 
smal! world bodies and by this means has explained the origin of 
meteorites. 

Paying due respect to the opinion of Daubree on the relationship 
of meteorites to planets and to Tschermak’s derivation of meteorites 
from smal] planetary bodies, E. Suess reminds us of the variability 
in the light of the planetoids as observed by Seeliger and Wolf. 
Since the course of the latter lies partly outside and partly inside 
that of Mars, his view is corroborated that between Mars and Jupiter 
there has existed a unified planetary mass which, according to our 
knowledge of the constituents of meteorites, must have come from 
the basic rocks occurring in the kernel of the earth. We therefore 
find here Tschermak’s conception applied to the dissolution of a 
definite planet which Olbers missed 100 years ago and in the place 
of which the planetoids were discovered. Suess says: “ Meteorites 
and planetoids are nothing else than the passing witnesses of an epi- 
sode which has taken place in the history of our planetary system.” 
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‘The lively interest in the visitors to our solar realm which have 
come to us has aroused numerous other investigators to take a stand 
as to the origin of meteorites. Goldschmidt applies his“ Komplikation 
Jaw,” which he has been able to prove in crystalline forms and musical 
harmony—also to harmony in space—and relegates the formation of 
meteorites to the time of the separation of the moon from the earth’s 
sphere, at which time neither moon nor earth absorbed all the dis- 
rupted material, the residuals being condensed into drops which now 
probably run their course as meteorites around the earth and are 

Svante Arrhenius, ins very recent work, puts the origin of meteor- 
ites into the realm of nebula or nebuloug stars beyond our solar sys- 
tem. He considers that the little particles separated out by the suns 
through ray pressure meet in space and collect into aggregates of 
cosmic dust or meteor stones. The stony aggregates not falling upon 
the other worlds form a kind of haze, which is the reason that the 
largest part of the sky between the stars is dark. 

If we recall the differences mentioned by Tschermak between shoot- 
ing stars and meteorites, then the results of the investigation of the 
American astronomer, W. J. Pickering, give strength to the hypo- 
thesis of Tschermak, since he has found that the courses of the shoot- 
ing stars and meteorites have different fall curves and the meteorites 
form # girdle like the asteroids, He recognizes in the stony meteor- 
ites similar orbits to those of the planets. On the other hand, they 
are conceived by Goldschmidt as products of separation at the time 
of the formation of the moon, while the meteoric irons, moving with 
a greater velocity, are relegated to the comets. 

If we pass in review the changing opinions of the century regard- 
ing the origin of meteorites, we shall without hesitation grant to 
them the right of membership in our solar system. We shall con- 
sider their stellar origin and their coming in from strange worlds as 
improbable, and shall marvel at them according to their constitution 
and their forms as broken bits of a world body destroyed by volcanic 
events. 


THE PRESENT STATE OF THE PROBLEM OF 
EVOLUTION.' 


By Prof. M. CAvULLEry. 


The exchange of professors between the Sorbonne and Harvard 
University for the first time brings to Cambridge a professor of 
science. In a certain way I come in return for the visits which Prof. 
M. Bécher and Prof. W. M. Davis have already made to the faculty 
of sciences at Paris. All my predecessors belonged to our faculty 
of letters. All have brought back a recollection of the hearty wel- 
come which they received, and what they told me contributed largely 
in inducing me to accept the mission which was offered to me. I had 
the assurance of good will and generous sympathy from my col- 
leagues as well as from my pupils. 

In the beginning I must excuse myself for not being able to express 
myself, at least for the present, in English. The most important 
point in teaching is clearness in expressing thoughts. By speaking 
to you in my own language I hope to succeed much better in a diffi- 
eult subject, and for that reason to obtain forgivness for a effort 
which, to my regret, I occasion you. 

The purpose of the exchange between the two cunt recat is to 
convey to the one the methods of teaching employed in the other. 
I have the honor to occupy at the University of Paris a chair of 
biology especially devoted to the study of the evolution of organic 
beings. It is then to the present state of this great problem that the 
lectures which I am going to give will be dedicated. I do not enter 
upon this subject here without some apprehension. Certain of my 
predecessors by the very nature of their subjects were able to have, 
at least, the illusion that Europe is still the veritable center of learn- 
ing. But I have not this advantage. The necessary conditions for 
the development of the sciences are now at least as well fulfilled—I 
will even say better fulfilled—in the United States than in Europe, 
and for many of the sciences Europeans coming to this country have 
as much to learn as to teach. This seems to me particularly the case 

1 An introductory lecture In a course offered br Prof. M. Caullery os exchange 
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in biology and especially in the questions connected with the problem 
of evolution. 

Besides, the advance of American science in these directions does 
not date from yesterday. In the study of paleontology, which has a 
large place in the questions with which we are to concern ourselves, 
your scholars have, for a long time, been working with activity and 
considerable success the marvellous layers of American deposits, and 
have drawn from them, to cite only one instance, magnificent collec- 
tions of reptiles and mammals, which we come to admire in the mu- 
seums on this side of the Atlantic, Here more than anywhere else 
have been enlarged the paths opened a centu ry ago by George Cuvier. 
In zoology, properly speaking, the museum of comparative zoology, 
in which I have the honor to speak at this time, justly famous in 
Europe, bears witness to the importance and long standing of the re- 
sults accomplished. Louis Agassiz, more than half a century agro, 
was one of the most eminent names of his generation. Later, when 
the investigation of the great depths of the ocean marked an impor- 
tant and consequent stage in the knowledge of earth and life, Alox- 
ander Aguseiz, his son and illustrious successor, Was one of the most 
eager and skillful workers. The expeditions of the Blake and of the 
Albatross are among those which have drawn from the deep the most 
important and most precious materials, and their results have been 
the most thoroughly studied. The personality of Alexander Agassiz, 
whom I had the honor of meeting in Paris about 13 yeirs ago, made 
upon me a striking impression. His real laboratory was the ocean, 
and he suneceeded to the end of his life in maintaining an activity 
that corresponded to its amplitude. He wus trulv the naturalist of 
one of the great sides of nature. Around Louis and Alexander 
Agassiz, the museum and the laboratory of comparative zoology of 

arvard College have been for a long time a center of studies of the 
first rank. In the domain of embryology Charles S. Minot also has 
carried on important work. But it is especially at the present mo- 
ment that American biological science has made an amazing advance 
which expresses itself in the excellence of publications and in the 
results which they reveal by the number of collaborators, the acti vity 
of societies, the number of laboratories, and the abundance of mate- 
vial resources at their disposal, Here occurs a special factor, which 
has considerable importance, the enlightened and large generosity of 
numerous patrons. It is incontestable that men of talent find more 
easily in America than in Europe, and especially at the age of their 
full activity, the cooperation without which their greatest efforts ate 
to a certain extent barren, Now, at the point to which we have ar- 
rived, the greater part of scientific problems demands the exercise of 
considerable pecuniary resources and of collaborators of various ca- 
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pabilities. This is particularly true of biology, where, moreover, 
many questions, notwithstanding their scientific importance, do not 
lead to practical application, at any rate immediately. We succeed 
too rarely in Europe in combining these resources, above all in com- 
bining them rapidly enough. The European public does not suifi- 
ciently realize their necessity and interest. And the action of the 
state necessarily lacks the flexibility needful for rapid realization. 
Thus Pasteur was able to organize the institution which bears his 
name only at the end of his life, and at the inauguration he was 
heard to say mournfully, “I enter here defeated by Time.” Tn 
America the power and the eagerness which private initiative gives 
provide for this need. Truly the greatest wonder is that this liber- 
ality is generally well conceived and well employed. 

It is also true that the problems of the day in contemporaneous 
biology are nowhere else attacked at the present time with such 
activity, perseverance, and success as in the United States. As we 
look at different points on the biological horizon we see the studies 
on the Mendelian theory of heredity in full development in numbers 
Of laboratories, It will be enough for me to cite in this connection 
the names of Messrs. Castle and East in this very spot, and that of 
Mr, T. H. Morgan, in New York. In the realm of the physiology 
and the structure of the cell and of the egg, the researches of E. B. 
Wilson, and of his pupils on the chromosomes: of J. Loeb on experi- 
mental parthenogenesis; of F. R. Lillie on the fertilization of the 
egg; of Calkins, and recently of Woodruff, on the senescence of 
the infusoria, suffice to show the share which this country has had 
in the advance of knowledge. And I ought also to mention numer- 
ous works on embryology and on the study of the filiation of the 
cells of the embryo (cell lineage), on regeneration, on the behavior 
of the lower organisms, on geographic distribution, and the varia- 
tions of the species studied from the most diverse sides: all branches 
of biology are flourishing vigorously. In addition, the United States, 
more thar any other country, has developed scientific institutions 
designed for the study of the application of biology to agriculture, 
to fisheries, ete, 

In the face of this situation, I wish to make it clear at the outset 
that I have not the least expectation of bringing here a solution 
of the problem of evolution. I have too full a realization of the 
extent of the scientific movement, aroused by this question in the 
United States, and I hope to derive great benefit myself from my 
stay here, from the contact which is permitted me with my col- 
leagues and with their laboratories. This latter advantage is not 
the least which arises from the exchange between. the two uni- 
versities, Nor haye I the expectation of bringing to you a new 
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solution of the problem, nor of examining it from a special and 
original point of view, such as might be the case in a single lecture 
or a small number of lectures, 

I will adhere strictly to the point of view of the instructor, 
taking the question as a whole, expounding it in its older aspects 
as well as in its more recent ones, The interest in these lectures is, 
above all, in my opinion, in the coordination of facts ond in their 
critical examination. As this coordination is influenced in a large 
measure by the surrounding conditions, the view that a naturalist 
has of them in Paris ought to be interesting here. In questions as 
complicated and as undeveloped as these still are, where we have 
not reached a precise conclusion, the relations of facts can not be 
established in a harsh and unequivocal fashion. This is particu- 
larly true of the problem of evolution at the point we have reached. 
During the last few years very rapid and great progress. has been 
made in our knowledge relative to certain kinds of data, notably 
heredity and variation, But they have not failed to shake mark- 
edly the notions which previously seemed to be at the very foumda- 
tion of evolution. One of my compatriots, an ardent disciple of 
Lamarck, F, Le Dantec, wrote even as far back as eight years 
ago « book bearing the significant title “La Crise du Transform- 
iame,”* in which he brought out the contradictions in question, 
contradictions which, according to him, were to result in the ruin 
of the very idea of transformism. Since that time opposition has 
become even more marked, and at the present day, either tacitly 
or exphiitly, certain of the most authoritative men, by their works, 
have arrived very near to a conception which would be the negation 
of transformism rather than its affirmation. 

The term “evolution,” in French, at least, has had historically 
two contrary meanings, In the eighteenth century it was the ex- 
pression of the theory of the preformation or “emboitement” of 
the germs, according to which the lot of every organism was deter- 
mined from the beginning. The succession of generations was only 
the unfolding (evolutio) of parts that existed from the beginning. 
In the nineteenth century, and it is in this sense that it is always 
used now, it had an opposite sense; it is the synonym of transform- 
ism and it signifies the successive transformation of animal or vege- 
table organic types, not realized beforehand, in the course of the 
history of the earth, under the influence of external causes. Now, 
if one admits the general value of certain of the ideas recently ex- 
pressed, evolution would be only the unfolding of a series of phases 
completely determined in the germs of primitive organisms. It is a 
reversion, under a modern form, to the idea which the word evolution 
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represented in the eighteenth century. It is unnecesss tha 
I use the word evolution in its ainsloasthcaneng 3 eins which is 
synonymous with transformism. It is evident then that all is far 
from being clear in the present conception of transformism and that, 
in consequence, an exposition of its various aspects and an effort to 
coordinate them is not a useless thing in a course of lectures. Fur- 
thermore a comprehensive glance at the principal questions which 
we shall have to examine will make my meaning clear and will give 
me the chance to indicate the general plan of the course. 

In spite of the contradictions to which I have just alluded, the 
reality of transformism as an accomplished fact is no longer seri- 
ously questioned. We can make the statement that, in the unani- 
mous opinion of biologists, evolution—that is to say, the gradual 
differentiation of organisms from common ancestral forms—is the 
only rational and scientific explanation of the diversity of fossil 
and living beings, All the known facts come easily under this 
hypothesis. All morphology in its different aspects, comparative 
anatomy, embryology, paleontology, verifies it. By virtue of this 
same hypothesis these different branches of morphology have made 
an enormous progress since Darwin's day. The significance of cer- 
tain categories of facts, especially in the domain of embryology, may 
have been exaggerated. Scientific men have certainly overworked 
the idea that the development of the individual, or ontogeny, Was 
an abridged repetition of phylogeny—that is to say, of the several 
states through which the species had passed—an idea which Haeckel 
raised to the fundamental law of biogenesis and which a whole gen- 
eration of naturalists accepted almost as a dogma, Without doubt 
ontogeny, in certain cases shows incontestable traces of previous 
states, and for that reason embryology furnishes us with palpable 
proofs of evolution and with valuable information concerning the 
affinities of groups. But there can no longer be any question of 
systematically regarding individual development as a repetition of 
the history of the stock. This conclusion results from the very prog- 
ress made under the inspiration received from this imaginary law, 
the law of biogenesis. 

The first part of the course will be devoted then to the consid- 
eration of the general data which morphology furnishes toward 
the support of the idea of evolution. Thus we shall see what con- 
ception comparative anatomy, embryology, and paleontology afford 
us of the way in which evolution is brought about, and within 
what limits we may hope to reconstruct it. Evolution is essen- 
tially a process which belongs to the past and even to a past extraor- 
dinarily distant. It is a reasonable supposition that evolution 
is going on to-day, but let us remember that nothing authorizes us 
to believe that what we may observe in the present epoch about 

T3830" —am 1916—_ 








326 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916. 





organisms will necessarily explain the succession of their former 
states, Evolution is an irreversible process and one which has 
not progressed at a uniform rate. We must not, then, expect to 
verify necessarily by the present organisms all the facts disclosed 
by morphology. It follows in my opinion that morphological data 
may force upon us indirectly certain conclusions even though we 
should have no experimental proof of them in contemporary nature. 

Because of this very limitation which I have just pointed out, 
much of the difficulty of the study of the mechanism of evolution 
arises and to this may be attributed many of the profound dif- 
ferences among naturalists on the subject of evolutionary mech- 
anism. The second part of the course will be devoted to the ex- 
amination and the criticism of the solutions that have been proposed. 

In a general way, the study of the mechanism of evolution is 
that of the reciprocal influence of agents external to the organisms, 
on the one hand, and of the living substance, properly speaking, 
on the other hand. There are, then, if you wish, the external fac- 
tors which together constitute the environment, and the internal 
factors which are the specific properties of the organism. These 
two elements are very unequally accessible to us. The environ- 
ment is susceptible of being analyzed with precision, at least as 
far as the present is concerned, and we can surmise it with enough 
probability as to preceding periods, We know very much less about 
living matter, and especially about the way in which its properties 
may have varied in the course of time. Hence one meets with two 
tendencies which have been encountered ever since the evolutionary 
question arose and which are still very definite and very. contra- 
dictory in their effects on the general theories of evolution, One 
of those attributes a large share to the external factors and attempts 
to explain facts by physicochemical actions which are directly ac- 
cessible. The other sees in internal factors, in the intrinsic prop- 
erties of the organism itself, preponderant if not exclusive agents. 

The first tendency attracts ns more because it gives a larger share 
to analysis; that is to say, to the truly scientific method. The second 
flatters our ignorance with fallacious verbal explanations. It is 
open to the objections brought against vitalist conceptions: and 
when, as is the case of certain old and new theories, we come to 
restrict the effective role to internal factors alone, we may ask 
ourselves whether there is a really essential difference between con- 
ceptions of this nature and creationist ideas: between declaring that 
species have been created successively and arbitrarily by an arbi- 
trary sovereign will, without the external world having influenced 
their structure, or maintaining that organic forms succeed one an- 
other, derived, to be sure, one from another but following a suc- 
cession that is really determined in advance and indepetident of 
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external contingencies. Between such views there is in reality no 
considerable difference. Such an idea substitutes for successive 
creations one initial creation with successive and continuing mani- 

festations. The present crisis of transformism, as Le Dantec and 
others set it forth, is the conflict concerning the reciprocal value 
of external and internal factors in evolution. 

The two principal and classic solutions proposed to explain evo- 
lution were based on the efficacy of external factors, both the theory 
advanced by Lamarck in 1809 in his Philosophie Zoologique, us 
well as that of Darwin, formulated in 1859, in The Origin of Spe- 
cies. Lamarck starts in fact with the statement that the structure 

anisms is in harmony with the conditions under which they 
live and that it is adapted to these conditions. This adaptation i Is, 
in his opinion, not an a priori fact, but a result. The organism is 
shaped by the environment; usage develops the organs in the indi- 
vidual; without usage they become atrophied. The modifications 
thus acquired are transmitted to posterity. Adaptation of indi- 
viduals, inheritance of acquired characteristics—these are the funda- 
mental principles of Lamarckism. Except for its verification, it is 
the most complete scientific theory of transformism which has been 
formulated, because it looks to the very cause of the change of or- 
ganisms by its method of explaining adaptation. Darwin adopted 
the idea of Lamarck and admitted theoretically adaptation and the 
inheritance of acquired characteristics, but he accorded to them only 
a secondary importance in the accomplishment of evolution. The 
basis for him is the variability of organisms, a general characteristic 
whose mechanism he did not try to determine and which he accepts 
asa fact. This being so, the essential factor of the gradual trans- 
formation of species is the struggle for life between the individuals 
Within each species and between the different species. The individ- 
uals which present advantageous variations under the conditions in 
which they live have more chance to survive and to reproduce them- 
selves; those which, on the contrary, offer disadvantageous variations 
rum more chance of being suppressed without reproducing them- 
selves. There is established, then, automatically a choice between in- 
dividuals, or, according to the accepted terminology, a natural selec- 
tion, a choice which perpetuates the advantageous. variations and 
eliminates the others. And with this going on in each generation the 
type is transformed little by little. Natural selection accumulates 
the results of variation. 

This is not the time to discuss Darwin’s theory. I wish only to 
observe at this time that it is less complete than that of Lamarck in 
that it does not try to discover the cause of variations; also that, like 
that of Lamarck, it attributes a considerable participation to the con- 
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ditions outside the organism, since it is these finally which decide 
the fate of the variations. And one of the forms in which the oppo- 
itself was the very argument that if organisms had varied it was 





only beeause of an internal principle, as Kélliker and Nigeli have 
more particularly explained. 


The biologists at the end of the nineteenth century were divided 
with regard to the mechanism of evolution into two principal 
groups, following either Lamarck or Darwin. Among the neo- 
LumMurckinns some have accorded to natural selection the value of a 
secondary factor, holding that the primary factors are the direct 
modifying influences of the surroundings which according to them 
muse the variations. Selection came in only secondarily, by sort- 
ing out these varintions and especially by eliminating some of them. 
Such was the particular doctrine developed by my master, A. Giard, 
at the Sorbonne. Others have more or less absolutely refused to 
yrant any value to selection. Such was the case of the philosopher 
Herbert Spencer, We must also recognize that, since the time of 
Darwin, natural selection has remained a purely speculative idea and 
that no one has been able to show its eflicacy in concrete indisputable 
examples. 

The neo-Darwinists, on their side, have in a general way gone 
further than Durwin because they see in selection the exclusive factor 
of evolution and deny all value to Lamarckian factors. This was the 
doctrine of Wallace, and has been especially that of Weismann. I 
will digress a moment to speak of the ideas of these last-mentioned 
authors, because of the influence which they have exerted and still 
exert, correctly in some respects, incorrectly in others, at least as I 
think. 

Weismann attacked the doctrine of the inheritance of acquired 
characteristics and has incontestably shown the weakness of the facts 
which had been cited before his time in support of this kind of 
heredity. But he went too far when he tried to show the impossi- 
bility of this form of heredity. In so doing, he starts from a concep- 
lion which meets with great favor—the radical distinction between 
the cells of the body proper, or soma, and of the reproductive ele- 
ments, or germ cells. He saw in these two categories distinct and in- 
dependent entities, the one opposed to the other. Soma, which con- 
stitutes the individual, properly speaking, is only the temporary 
and perishable envelope of the germ, which is itself a cellular auton- 
omous immortal line, which 1s continuous through SUCCRSSIVeE genern- 
tions and forms the substratum of hereditary properties. The germ 
alone has some kind of absolute value. The soma is only an epiphe- 
nomenon, to use the language of philosophers. The soma is, of 
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‘ourse, modified by external conditions, but for one to speak of the 
inheritance of acquired characteristics, the local modifications of the 
soma would have to be registered in the germ and reproduced in the 
same form in the soma of following generations in the absence of the 
external cause which produced them in the first place. Now, says 
Weismann, the possibility of such an inscription, as it were, upon the 
germ of a modification undergone by the seme is not evident a priori, 
and when we go over the facts we find none supporting this con- 
clusion. There are, indeed, modifications which appear in one gen- 
eration and which are reproduced in the following generations: but 
Weismann goes on to attempt to prove that at their first appearance 
they were not the effect of external factors on the soma, but that 
they proceeded from the very constitution of the germ: that they 
were not really acquired and somatic, but were truly innate or 

Such, reduced to its essential points, is the negative contention of 
the doctrine of Weismann. It upon the absolute and abstract 
distinction between the soma and the germ. In spite of the support 
which this conception has had and still has, I consider it, for my part, 
as unjustifiable in the degree of strictness which Weismann has attrib- 
ited to it. It is trne that the advance in embryology and cytology 
often allows us to identify the reproductive tissue and to follow it 
almost continuously through successive generations, but the ‘concep- 
tion of its autonomy is at least a physiological paradox. Though 
the continuity of the germ cells is sufficiently evident in many organ- 
isms, it is more than doubtful in others, particularly in all those 
which reproduce asexually; that is to say, many large groups of 
animals like the Coelenterata, the Bryozoa, the Tunicata, and many 
plants. This has more than the force of an exception: it isa general 
principle of the life of species. One can not, then, say that the con- 
ception of Weismann carries full conviction. But this conception 
exercised a tyrannical influence upon the minds of contemporaneous 
biologists, and it is exclusively through it that most of them look at 
the facts. 

Weismann, besides, exercised a considerable influence by champion- 
ing a theory of heredity based at the start on the preceding ideas. 
This theory, built with undoubted ingenuity and adapted to the 
knowledge gained from the study of cell division, turns out on the 
other hand to agree with the recent works on heredity. 

Lamarckism and Darwinism shared the support of biologists up to 
the end of the nineteenth century, discussion being in general re- 
stricted to speculation. The controversy begun in 1891 between Weis- 
mann and Spencer, who represented the two extremes, gives an idea 
of the extent to which one could go in this direction. 
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The last 20 years constitute indisputably a new period in the his- 
tory of transformism where the field of discussion has been renewed, 
and scientists have sought to give it a much more positive and ex- 
perimental character. Two kinds of investigation have been devel- 
oped in this direction: On one hand the methodical study of varia- 
tions, and on the other that of heredity and especially of hybridiza- 
tion. These two categories overlap. 

Note that this new point of view is not, properly speaking, a study 
of evolution. According to it, variation and heredity in themselves, 
under present conditions, are analyzed independently of all hypo- 
thetical previous states of the organism. Afterwards the results 
obtained with the Lamarckian, Darwinian, and other succeeding 
theories will be confronted. 

The sum of these researches, which are now in high favor, is a 
new and important branch of biology, which has received the name 
of genetics, It defines for us in particular the hitherto very vague 
notion of heredity and seems certain to lead us to an analysis of the 
properties of living substance somewhat comparable to that which 
the atomic theory has afforded concerning organic chemistry. We 
can not maintain too strongly its great importance. As far as the 
theory of evolution is concerned, the results obtained up to this time 
have been rather disappointing. Taken together the newly dis- 
covered facts have had a more or less destructive trend. In truth 
the results obtained do not agree with any of the general con- 
ceptions previously advanced and do not show us how evolution may 
have come about. They have a much greater tendency, if we look 
only to them, to suggest the idea of the absolute steadfastness of the 
species. We must evidently accept these facts such as they are. 
But what is their significance? On the one hand they are still 
limited, on the other hand, as I have already stated above, and as I 
shall try to show in the following lectures, the advances made by 
the study of heredity in organisms at the present time and under 
the conditions in which we are placed, does not permit us to accept 
ipso facto the doctrines of heredity for all past time and under all 

To use a comparison which has only the force of a metaphor but 
which will make my thonght clear, the biologist who studies 
heredity is very much hike a mathematician who is studying a very 
complex function with the aid of partial differential equations and 
who tries to analyze the properties and the function about a point 
without being able as in the case of an elementary function to study 
it in itself, directly, in all its aspects. The properties ascertained 
about one point wre not necessarily applicable to all space. 

As far as the organisms are concerned, the conditions of their 
variability have not certainly been the same in all periods. The 
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expressed, notably by D, Rosa. Le Dantec, according to his favorite 
theoretical method in which he considers only the fundamental prin- 
ciples of the problem, has tried to reconcile these facts with the La- 
marckian doctrine in his book on La Stabilité de la Vie? In the 
transformation of organisms as well as in that of inert matter, he 
regards every change as the passage from a less stable to a more 
stable state. The many organisms, after having varied much and 
rapidly, might then, perhaps, be for the present in a state of very 
constant stability, at least the greater part of them. But for the 
time bemg I must omit further consideration of this suggestion. 

We shall have then in the third part of the course to examine, 
while bearing in mind the preceding opinions, the general results 
of recent researches in variation and heredity. I shall now sum up 
the principal lines of investigation preparatory to tracing the plan 
of these lectures. 

The methodical study of variations in animals and in plants has 
led us to recognize that the greater part of these variations are not 
inherited. If we apply to them the methods of the Belgian statis- 
tician Quetelet, we shall perceive that for each property numerically 
stated the different individuals of a species range themselves accord- 
ing to the curve of the probability of error, the greatest number of 
individuals corresponding to a certain measure which represents 
what is called the mean. The term fuetvation is given to those 
variations that are on either side of the mean and the study of these 
fluctuations, begun in England by Galton, has been developed and 
systematized by H. De Vries and Johannsen. 

In short, it is the whole of the curve of fluctuations which is 
characteristic of heredity in a given organism, and not such and 
such a particular measure corresponding to a point in the curve. 
In cross-bred organisms there is, in each generation, an intermixture 
of two very complex inheritances, since these organisms result from 
an infinite number of these intermixtures in former generations, On 
the contrary, the problem is very simplified, if one considers the 
organisms regularly reproducing themselves by self-fertilization as 
is the case in certain plants. Here there is no Jonger in each genera- 
tion a combination of new lines, but a continuation of one and the 
same line. It is the same hereditary substance which perpetuates 
itself. The Danish physiologist and botanist Johannsen attacked, 
as you know, the problem in this way, by studying variation along 
a series of generations in lines of beans, and the conclusion of his 
researches, which have had in recent years a very great influence, is 
that each pure line gives a curve of special fluctuations under special 
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ionditions, The variations that we observe in the action of external 
sGente explain the different reactions of the hereditary substance to 
the conditions of the environment, but this substance itself remains 
unaltered, The consequence is that, in what since the time of Linné 
we have considered a species, and have admitted to be a more or less 
real entity, there is an infinity of lines, more or less different among 
themselves in their hereditary properties, which are fixed and in- 
dependent of environment. This it is that Johannsen calls the dio- 
type, or genotype; a species is nothing but the sum of an infinity of 
genotypes differing very little from one another. H. De Vries on 
his side reached analogous views which prove to harmonize with 
the results and ideas formulated some 40 years ago by a French 
botanist, Jordan, an unyielding adversary of transformism. Jordan, 
too, by means of well-ordered cultures, had analyzed a species of 
crucifer (Draba verna) in 200 elementary species independent. of 
one another. He deserves to be considered in any case as the pre- 
eursor of the ideas of which I have just given a synopsis. 

Tt is not, then, in ordinary varibility, as it was known up to this 
time, that one can, following the ideas of De Vries and Johann- 
sen, hope to find the key to evolution, since variations can not be 
the starting point for permanent changes) Examining a plant 
(Enothera lamarckiana), De Vries thought he had found this key 
in abrupt transformations succeeding one another in organisms, 
under conditions which he has not been able to determine and which 
remain mysterious. The abrupt and immediately hereditary varia- 
tions he named mufations and set them in opposition to fuctuations 
(i. €., common variations). According to him, evolution is not con- 

‘tinuous but operates through mutations. The theory of mutations 
has been, since 1901, the occasion of an enormous number of experi- 
mental studies and of controversies, into which I shall not enter at 
this time, but I shall finally endeavor to extract the results won by 
this method of work. Let us note that, if De Vries and the muta- 
tionists do not formally deny the intervention of external factors in 
the production of mutations, the role of these factors is no longer 
very clearly or directly apparent, and some deny it more or less fully. 
In short, systematic study has led to an antithesis between fluctua- 
tions produced under the influence of the environment but not heredi- 
tary, and mufations not directly dependent upon the environment but 
npon heredity. We shall have to discuss the value of this distinction, 
the extent and the importance of mutations. 

Another and very effective branch of research which has developed 
since 1900 and which dominates the study of biology just now, is 
the study of hybridization, which has led to the doctrine known 
as Mendelism. Sometimes the name genetics is specifically applied 
to it. 
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‘Toward 1860 the study of hybridization had led two botanists, t 
Austrian monk Gregor Mendel and the French botanist Naudin 
simultaneously but quite independently, to conceptions which did not 
particularly attract the attention of their contemporaries, but which 
were brought to light again in 1900, and which then formed the 
starting point of very many and important investigations. The ex- 
perimental study of Mendelian heredity has been carried on, espe- 
cially here in Harvard, with great success by Mr. Castle on various 
mammals and by Mr. East on plants. This topic, therefore, is famil- 
iar to the students of biology in this university. I shall speak of it 
for the present, only to state the general results, Let me recall to your 
minds as briefly as possible the essentials of Mendelism. According 
to this doctrine most of the properties which we can distinguish in 
organisms are transmitted from one generation to another as distinct 
units. We are led to believe that they exist autonomously in the 
sexual elements or gametes, and we can, therefore, by proper crossing, 
group such and such properties in a single individual, or, on the con- 

rary: we can separate them. The biologist deals with these unit 
characteristics as the chemist does with atoms or with lateral chains, 
in a complex organic compound. The properties which we distin- 
guish thus are nothing but the very indirect external expression of 
constituent characteristics of the fundamental living substance of 
the species. But we imagine, and it is in this that the enormous im- 
portance of Mendelism consists, that it has been the means of giving 
us a more precise idea than we have had heretofore of a substantial 
basis for heredity. In itself Mendelism is only symbolism, like the 
atomic theory in chemistry, but the case of chemistry shows what 
can be drawn from a well-conceived symbolism, and the Mendelian 
symbolism becomes more perfect each day in its form, in its concep- 
tion, and in its application. The recent works of T. H. Morgan? ans 
particularly interesting in this respect. 

Further, the facts furnished by Mendelism agree well with those of 
cytology. The results are ‘explained easily enough, if we accord to 
the chromatine in the nucleus, and particularly to chromosomes, u 
special value in heredity. The agreement of cytology and of Men- 
delism in incontestably a very convincing fact and a guide in present 

But if we return now to the study of evolution, the data of Mendel- 
ism embarrass us also very considerably. All that it shows us, in 
fact, is the conservation of existing properties. Many variations 
which might have seemed to be new properties are simply traced to 
previously unobserved combinations of factors already existing. 
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This has indeed seriously impaired the mutation theory of De Vries, 
the fundamental example of the @nothera lamarckiana seeming to be 
not a special type of variation, but an example of complex hybridiza- 
tion. The authors who have especially studied Mendelian heredity 
find themselves obliged to attribute all the observed facts to combina- 
tions of already existing factors, or to the loss of factors, a conception 
which seems to me.a natural consequence of the symbolism adopted, 
but which hardly satisfies the intelligence. In any case, we do not 
see in the facts emerging from the study of Mendclism, how evolu- 
tion, in the sense that morphology suggests, can have come about. 
And it comes to pass that some of the biologists of greatest authority 
in the study of Mendelian heredity are led, with regard to evolution, 
either to more or less complete agnosticism, or to the expression of 
ideas quite opposed to those of the preceding generation; ideas which 
would almost take us back to creationism. 

Lamarckism and Darwinism are equally affected by these views. 
The inheritance of acquired characters is condemned and natural 
selection declared unable to produce a lasting and progressive change 
in organisms. The facts of adaptation are explained by a previous 
realization of structures which are found secondarily in harmony with 
varied surroundings. That is the idea which different biologists 
have reached and which M. Cuenot in particular has developed sys- 
tematically.* 

Two recent and particularly significant examples of these two 
tendencies are furnished us by W. Bateson and by J. P. Lotzy. In 
his Problems of Genetics, Bateson. declares that we must recognize 
our almost entire ignorance of the processes of evolution, and in his 
presidential address at the meeting of the British Association. in 
Australia, in 1914, he goes so far as to express the idea that evolu- 
tion might be considered as the progressive unrolling of an initial 
complexity, containing, from the first, within itself, all the scope, the 
diversity, and all the differentiation now presented by living beings, 
As Mr. Castle cleverly expressed it, carrying the idea to its logical 
issue, man might be regarded as a simplified ameba, a conclusion 
which may well give us pause. Here we clearly recognize, on the 
other hand, modernized in form, but identical in principle, the con- 
ception of the “emboitement” of the germs, and of preformation, 
ideas to which, as I have reminded you, the eighteenth century 
applied the name evolution. It is a conception diametrically op- 
posed to that of the transformism of the nineteenth century, 

Mr. Lotzy, struck by the results of the crossing of distinct species 
of Antirrhinum, has reached in the last three years the conclusion 
that a species is fixed and that crossing is the only source of produc- 
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tion of new forms. Hybridization among species, when it yields 
fertile offspring, may, according to him, give rise, all at once, to a 
whole series of new forms, whose mutual relations and differential 
characteristics correspond exactly to what the natural species show. 

However subversive and delusive ideas of this kind, positive or 
negative, appear to generations saturated with Lamarckism and 
Darwinism, we must not lose sight of the fact that they were formu- 
lated by eminent biologists, and that they are the result of long and 
minute experimental researches and that many of the facts on which 
they rest may be considered as firmly established. 

But without thinking of rebelling against the facts resulting from 
penetic studies, we may question whether they have so general a sig- 
nificance. I have already more than once pointed out that the 
present aspect of organic heredity does not oblige us to conclude that 
it has always been the same. We may ask ourselves whether condi- 
tions, which have not yet been realized in experiment, do not either 
modify directly the germinal substance itself, or the correlation 
existing between the parts of the soma, and indirectly through them 
the germinal substance. The facts which the study of internal seere- 
tions are just beginning to reveal, perhaps indicate a possibility of 
this kind. Even if we admit that evolution proceeds only discon- 
tinuously by mutations, we still have to discover the mechanism of 
the production of these mutations. In short, we may believe that, 
with heredity and variations acting as recent researches have shown 
them to act, there are nevertheless conditions that are still unknown 
and that they have been realized for each series of organisms only at 
certain periods, as seems to be suggested by paleontology, and in 
which the constitution and properties of hereditary substances are 
changeable. Of course these are purely hypothetical conjectures, but 
such conjectures must be made if we wish to reconcile two categories 
of already acquired data which we are obliged to recognize as facts, 
On the one hand we have the results of modern genetics which of 
themselves lead to conceptions of fixity, and on the other hand, the 
mass of morphological data which, considered from a rational point 
of view, seem to me to possess the value of stubborn facts in support 
of the transformist conception; I will even go so far as to say in 
support of a transformism more or less Lamarckian. 

Tt seemed to me necessary to devote the first meeting of the course 
to this general analysis of the conditions under which the problem 
of transformism now presents itself. I believe that this analysis is 
the justification of the course itself. It shows the advantage of con- 
fronting in a-series of lectures the old classic data with the modern 
tendencies, all of which have to be brought into agreement. ‘The 
crisis of transformism which Le Dantec announced some eight years 
ago is very much more acute and more in evidence now than it was 
then. 
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SOME CONSIDERATIONS ON SIGHT IN BIRDS: 


By Dr. J.C. Lewns, 
RK. A. O. 0., Melbourne, 


[With 5 plates.] 

That continual adjustment, so necessary for life, between internal 
relations of an organism and the external world would be impossible 
were it not for the communion of the sense organs, They stand, as 
it were, midway between the organism and its surroundings, keeping 
the internal relations aware of and alive to the external happenings 
and conditions, These functions probably arose with the necessity 
for adaptation to environment and its ever-changing demands, and 
in the struggle for existence they are necessary factors for the 
survival of the race. 

Of the different special senses, hearing and sight stand apart in 
the degree of specialization, and this specialization, again, Varies 
greatly in the divisions of the animal kingdom. In the animal 
world, for example, we find all stages from blindness to acute vision. 
Where the sight is poor, smell and hearing are, in compensation, 
extremely acute. The vision of the rhinoceros is limited to some 
50 yards or so and is poor even for that short range, but the acute- 
ness of the sense of smell makes good the sight deficiency. In birds 
specialization of sight reaches its highest degree of development; 
and though hearing is fairly acute, the sense of smell is certainly 
vestigial. One feature of the functions of hearing and sight is the 
projection of their sensory impulses. Taking sight, we find that 
light reflected from a distant object is picked up by the cornea and 
lens and brought into focus at a point on the retina. The stimulation 
of the numerous endings of the optic nerve sets up an activity which, 
after passing through many systems of relays, reaches the sight 
centers in the brain, giving rise to a complex chemical action in the 
cells, where the myriad impulses are figured out into a light pattern 
in the image of the original object. Though the action setting up 
these impulses originates in the brain, where the image is really 
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ed, the sensation is projected to the object from which the 


- light is reflected. A similar projection occurs with the function of 


hearing, though perhaps not so definite in its localization. 

If we consider the eye as an optical apparatus, looking at it from 
8 mechanical point of view, we find that it can be likened with advan- 
tage to a camera, the convergence of rays being brought about by 
the lens and the cornea, the retina taking the place of the sensitized 
plate. This convergence of the diverging rays of light into focus 
on the retina from objects at varying distances is termed accommo- 
dation and corresponds roughly to the focusing of a camera. The 
process of accommodation differs greatly in the different classes of 
the animal kingdom. In terrestrial forms, where there is media of 
very much less density outside the eye—namely, the air—the princi- 
pal convergence is done by the cornea, the outer transparent covering 
of the eye, the amount of convergence depending upon the laws of 
refraction governing light passing from a less dense to denser median. 

Though the lens also acts to a lesser extent in the sume way, the 
corneal convergence is the more important in these forms, the special 
important function of the lens being the alteration of focus, On the 
other hand, in aquatic forms, such ns fish, no corneal convergence, 
or almost none, is present, the media—namely, sea water, or even 
fresh water—being of practically the same density as the media of 
the eye itself. In these forms convergence must, therefore, be 
brought about by the lens only, and for that purpose a spherical lens 
1s present. 

The physiology of accommodation in birds is remarkably com- 
plicated, differing in many respects from that found in the mam- 
mals. In the latter, or to be more correct, in the terrestrial forms 
alteration of focus is brought about by alteration in the shape of 
the lens. This structure when focused for near objects becomes more 
convex, particularly on the anterior surface. There is no change in 
shape of the transparent front part of the eye. In birds, on the 
other hand, with the exception of some of the night fliers, though like 
im man and other animals, the eye is normally focused for distance, 
necommodation is a more complex process, there being change in 
shape both of the lens itself and of the eyeball as a whole. It fur- 
ther differs in that it is a positive process, relaxation of the musele 
focusing the eve for nearer points. | 

In birds there are found two main types of eyes, though inter- 
mediate forms exist—namely, the tubular eye, with rounded lens, 
which allows for a normal near vision such as in the night-flying 
birds; and the other, the almost spherical eye, with flattened lens, 
characteristic of high-soaring birds of prey, and consequently 
adapted for distant vision (pl. 1). 
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- There is little to be said of the iris in birds apart from the fuct 
that the movement of this curtain or diaphragm is voluntary, the 
pupil widening or closing at will Apart from the voluntary 
action, closing of the pupil or a stopping-down process occurs in 
the presence of strong light, and is, therefore, reflex in nature, 
widening of the pupil being noticed in weak light and also for 
distant vision. 

‘The retina—the sensitive plate, as it were, of the eye—consists of 
a layer of fine nerve endings which in most animals conform to 
two well-marked types—rods and cones. In birds it has been for 
a long time thought that this layer consisted of rods only, but 
closer examination shows that cones are present, though very much 
reduced in number. There is also a belief existent, with perhaps 
some reason, that the function of the cones is associated with differ- 
entiation of colors or the formation of visual purple, while rods 
determine movement, form, and shape. This is the layer which is 
stimulated by the photo-chemical action of light, the sensitizing 
substance being found in the external layer of the retina and called, 
for convenience, visual purple. It is believed that this substance 
changes under the effect of light, and the chemical changes effected 
act on and stimulate the nerve endings, giving rise to the particular 
sensation. In vertebrates this retina is not without its drawbacks. 
There is a well-marked blind spot where the optic nerve branches 
out into its numerous endings, this area being particularly large 
where the pecten is well developed. Further, many blood vessels 
ramify over the surface of the retina, and here, also, light is pre- 
vented from falling on and being registered by the sensitive layer. 

Té is well known that in man there is a central! small area where 
sight is keenest. This is called the fovea centralis, and here only 
rods are present. In birds it is believed that there are two such 
areas in each eye, one on either side of the pecten. It may be 
stated here that the pecten is a pigmented, vascular structure lying 
in the posterior chamber of the eye, protruding forward from the 
papilla of the optic nerve (pl. 1, fig. 1). The size varies consider- 
ably in different species, extending in some almost to the posterior 
surface of the lens, while in others it is small and inconspicuous. It 
is absent in one bird—namely, the Apteryx—and is practically absent 
in the Nankeen night heron (Vycticorax caledonicus). The function 
of the pecten has always been a matter of controversy. There seem 
to be no special habits or conditions in birds possessing this structure 
of equal size and shape, while birds with similar habits show great 
variations. One theory was that it was protective, guarding the 
retina from the action of excessive light, in other words, a light filter. 
Its structure being vascular suggests some functions associated with 
the tension or nutrition of the eyeball. In accommodation for near 
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objects it has been found that there is, with the passage backward of 
the posterior surface of the cornea, the transference of fluid from the 
anterior chamber. This is shown by injecting methylene blue into 
the anterior chamber and stimulating the nerves of accommodation, 
then noting the course of the fluid. 

Admitting then that there is a transference of fluid from one 
chamber to another to maintain an wnvarying intraocular pressure, 
some governor must be present to effect this quick interchange, and 
it is believed that the pecten acts in this way. In support of this 
theory it can be shown that in high-flying birds, birds of rapid flight, 
birds of prey where the eyes have to be accommodated to extremely 
rapid alteration of focus, the pecten is well developed. It is, on the 
other hand, comparatively smal] in nocturnal birds. Against this 
theory it may be stated that reptiles, or some reptiles, possess 
pecten, and in these animals the above conditions hardly exist. The 
important point is that the presence of this large pecten creates o 
large blind area in the eye, and as it is heavily pigmented all light 
falling on it is naturally absorbed. It explains to some extent the 
constant shifting of the head when a bird is on the watch, os the 
visual field is considerably limited, the portion obstructed being 
toward the upper outer field of vision. Before leaving the retina it 
should be mentioned that the presence of oil globules in this layer 
has been known for a long time. These globules are colored red and 
yellow and are found only in birds. They appear to exert no effect 
on color vision, as they are in no way identical in composition with 
the visual purple or sensitizing substance. 

The numerous fibers from the endings of the rods-and cones col- 
lect to form the optic nerves. The nerve from each eye converges 
and meets at what is known as the optic chiasma, where they unite 
and again separate. In all animals where binocular vision takes 
place, or to be more correct, whére there is total binocular vision, 
there is partial decussation of the fiber. Those fibers leading from 
the right half of the right eye pass to the right side of the brain, 
while the fibers from the left side of the right eyé cross over at the 
chiasma to the left side of the brain. 

The amount of decussation varies accordingly with the power 
of binocular vision. In some animals where partial binocular vision 
is possible, though not usual, as in the horse and some rodents, only 
a few fibers do not decussate. In animals incapable of any binocular 
vision complete decussation takes place. This latter condition is 
found in birds, or nearly all birds, the fibers entirely crossing over 
at the chiasma. One must first get a grasp of the true meaning of 
binocular vision to appreciate the difference between pure binocular 
vision and seeing the same object with both eyes. If we hold a piece 
of paper between the eyes so as to view, say, a red area with the 
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right eye and a yellow area with the left, we do not see the two sepa- 
rate colored spots, but a spot of the color equalling the blending of 
the pigments; this is due to a superimposing of the images registered. 
In animals and birds where the axes of the eyes are not parallel it 
means that the image of an object falling on the right half of the 
right eye falls on the left half of the left eye. Only in animals 
where the axes of the eyes are parallel do the images fall on the same 
half of each eye, notably in human beings and monkeys, thus making 
possible true binocular vision. In other words, in birds, with the 
possible exception of some of the birds of prey and some nocturnal 
birds, the sight or visual field consists of two separate views not 
capable of being superimposed and not stereoscopic in effect. 

The advantage of observing the same object with both eves is that 
it permits of greater concentration once an object or victim has been 
perceived, and it is thus found in eagles, hawks, etc., where acwity and 
concentration are so necessary for their existence. In man the steren- 
scopic vision gives him the judgment of distance, and it is chiefly by 
this and, to a smaller extent, by accommodation, that distance is ac- 
curately estimated. On the other hand, birds, or most birds, have 
to depend upon accommodation for their judgment of distance possi - 
bly by the focusing movement of the lens brought about by the action 
of Crampton’s muscle, the pull being so strong in some species that 
a ring of bony laminm is provided in the sclerotic coat near the 
corneal margin to prevent alteration in shape of that part of the eye. 

Monocular vision has a great advantage of giving a far more ex- 
tensive scope of vision. It is a valuable asset for the birds which 
must maintain a constant lookout for the approach of danger, and 
for that reason it is found mainly in those birds of poor defense, 
whose safety lies in speedy detection and evasion of their enemies, 
In these birds there is the range of two extensive visual fields, each 
being equally recorded and scrutinized. The moment an object of 
interest is detected the bird does not direct both eves toward it, but 
there is a concentration of one eye, the vision of the other being stp- 
pressed at will. In some diseases of man, where the axis of one eye 
has departed from the parallel of the other, each eye sees a field 
Which does not correspond with the other, yet diplopia, or double 
vision, is not present, as the one or the other field of vision is sup- 
pressed according to the automatic concentration in one or the other 
eye. Note » group of pheasants or pigeons watching the same ob- 
ject; one eye only will be directed toward the position. Watch a 
fowl or a pigeon gazing upward at a hawk: one eve will be skyward, 
the other toward the ground. In such cases the vision of the down- 
ward eye is being suppressed. If suppression were not possible in 
birds a position similar to diplopia would be present. An idea of 
this condition can be gained by pressing one’s eye, thus shifting the 
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visual axis of one eye, when a double image is obtained. In the 
human it is possible to suppress the vision by exercise and education, 
otherwise the eye must be closed—thus, in shooting or looking down 
i Microscope—but by a continual effort at concentration it is possible 
to keep both eyes open and to suppress the vision of one. 

When we come to acuity of vision in birds one must immediately 
recognize a superiority over the rest of the animal kingdom. There 
is. no doubt that they possess an acuity almost immeasurable compared 
with our own standard. Normal sight in man gives an acuity of 
about 1 minute in degrees of the circle, which means that at 6 meters 
we can distinguish clearly enough to identify letters in lines 1 centi- 
meter in width. Man and monkeys are perhaps in advance of the 
rest of the mammals, but fall extremely short of the standard found 
in birds. Speaking roughly, it is justifiable to say that birds possess 
about « hundred times the degree of acuity found in man. Visual 
acuity for moving objects is much more keen. This probably accounts 
for the habit of small animals or birds wishing to escape detection 
hecoming immobile, their protective coloring blending with the sur- 
roundings, 

Peep through the smallest hole in a fowl-yard fence, and one will 
find that some old hen has perceived the action. An instance of the 
remarkable visual acuity can be seen in the vulture and its hnbits. 
(On the death of an animal there may not be a vulture in sight, and in 
4: few hours’ time many will have arrived at the feast. These birds 
hecome aware of a dead beast not by smell (as that sense is vestigial), 
hut by sight. Vultures are extremely high fliers, only one bird out- 
soaring them—namely, the adjutant. It is probably that the nearest 
vulture sights the animal and descends to the carcass, The bird’s 
action is observed by the vulture farther away, which is likewise led 
to the scene, and so it goes on. In this way it is believed that birds 
come from a distance of from 50 to 100 miles by their observation of 
each other's action. A fact pointing to their ability to locate a carcass 
was observed in one of the outbreaks of rinderpest in Natal. It was 
found that if a carcass were covered by branches immediately after 
death, so as to obscure it from the sight of the birds, it was never 
disturbed by vultures. 

Though there is no means of measuring accurately the visual acuity 
of birds, a fair idea may be obtained by observation of their habits. 
A great brown kingfisher (Pacelo gigas), from a position on a post 
where it can inspect newly plowed land, seems to have no difficulty 
in locating the exposed part of a worm from any distance up to 100 
yards. Watch an old hen in charge of a few chicks, and nothing 
overhead, be it ever so small, will escape her notice. | 

Acuity for stationary objects, though not so finely sensitive as for 
those moving, is stil] remarkable. Experiments have been made with 
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Pigeons, feeding them on a board on wheat, among which a per- 
eentage of the grains have been stuck by adhesive substance. One 
inistake is sufficient to prevent them making the error, small, 
slight alteration from the natural position of the grain giving them 
the clue. Many similar cases could be quoted. The vision of noc- 
turnal birds is enhanced by the size of the eyeball itself and the con- 
vexity of the cornes, which collects more light from an object than 
that with less convexity. They present, too, the markedly tubular 
eye. The pupil in these birds is capable of great dilatation. The 
poorness of vision of these birds in the daytime is accounted for by the 
fact that the eye is normally focused for objects comparatively near 
and, again, because of the amount of stooping down necessary to 
exclude the strong light. ‘The eyes of these birds are probably what 
are known as dark-adapted eyes, and the attempt to see in bright 
sunlight has an effect similar to that which we experience on emerg- 
ing from a dark room into the sunlight. This is not due so much to 
the contraction of the pupil as to arrangement of the protective pig- 
ment around the endings of the optic nerve. 

The power of individual movement of the eyes is greater in birds 
than in man, extensive divergent movement being possiblo, while con- 
vergent movement is seen as in the human being. But, in spite of 
this, the amount present is not sufficient for the needs of the bird, 
which nearly always moves the head to shift the direction of pure. 

Of the accessory structures of the eye not much need be said. 
The eyelids present little differing from mammals, with the excep- 
tion of the absence of eyelashes and the greater mobility of the 
lower lid. The third eyelid, known as the nictitating membrane, 
is well developed in birds, constantly sweeping the surface of the 
cornea and keeping it free of small particles, etc. In mammals it 
is not moved voluntarily, but by pressure exerted by the backward 
movement of the eye itself. This membrane in birds is moved by 
two voluntary muscles, which bring it across the eye with lightning- 
like rapidity. In aquatic birds it invests the eye while submerged, 
and is then transparent, to allow vision without endangering the 
sensitive surface of the globe, 

We come now to a more interesting though more difficult prob- 
lem—that of color vision. If one accepts the Young-Helmholtz 
theory, it must be taken that white light consists of the combina- 
tion of three primary colors, namely, red, green, and violet. Later 
works seem to incline toward the older division according to New- 
ton—that the primary colors included red, orange, yellow, green. 
blue, indigo, and violet. In other words, the blue and yellow have 
as much right to be considered as primary colors as the other three. 
The existence of color vision in animals is, of course, very difficult to 
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determine, It appears, however, that with trained dogs and horses 
there is no difficulty at all in teaching them to distinguish between 
the saturated colors. The preference of some birds, notably the 
Bower Birds, for objects of a certain color and the general evolu- 
tion of color in the different species must point te an appreciation of 
different shades. Color sensation must be appreciated by the stimu- 
lation of waves of varying lengths. In man it varies from about 
770 p to 396 p, the latter being the extreme of light registered at the 
violet end of the spectrum. 

It would appear, if we adopt the Young-Helmholtz theory, that 
man has a trichromatic vision, and that all the shades appreciated 
are due to the degree in which the three classes of nerve fibers are 
stimulated. Yellow, for example, is caused by an equal stimulation 
of the sets of fibers for the red and green percipients. When red is 
seen the fibers percipient of red are strongly stimulated, the others 
only weakly. Color blindness is an interesting side study in this 
respect, particularly when we come to the color vision of birds, In 
min dichromatic vision appears most commonly with a blindness 
for red or green, the violet blind being rare, In red or green blind- 
ness the subject confuses reds and greens, and in a mixture of colors 
including these colors other than red or green are the only ones 
appreciated. 

Now, it has been shown by feeding experiments that birds are 
blind in the violet end of the spectrum. In other words, if we accept 
the Young*Helmholtz theory they have a dichromatie vision. Their 
eolor vision would be restricted to red and green and the mixtures 
of these colors, They would be blind to violet and to the spectral 
violet in blue, indigo, and yellow. Such a conclusion would be dis- 
astrous to our theory of selection in the coloration of birds, where 
many blues and shades of blue are seen. It would mean that the 
development of color in the evolution of the present-day bird was 
merely incidental and apparently without reason. The flaw in the 
reasoning probably lies in our acceptance of the Young-Helmholtz 
theory instead of recognizing the other colors as primary. Again, 
the conclusion obtained from the feeding experiments may be faulty. 
The birds are fed in spectral red light and in spectral green, where 
they pick up the grains readily; but when taken to spectral violet 
remain still, fail to see the grains, and are to all intents and purposes 
in darkness. 

A man color blind in red or in green, though not seeing these colors 
as a normal person would see them, still sees the objects, but is blind 
to the color only, His vision extends right to the red end of the 
epectrum, though not recognizing the red there, so that the waves 
stimulate the eye, though not giving the color sense, It is probable 
that in birds the sight is keyed to a higher pitch than in man, and 
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that the retina is not stimulated by wave lengths as short as that of 
the violet, while yet possessing the whole of the range of colors as 
far as the violet. In man we know that the eye is blind bevond the 
two limits of and violet, but we are able to ascertain the presence 
of ultra red and ultra violet rays that the retina does not register, 

There is still a great field for investigation into the function of 
sight. So far the work done is mainly comparative, and must be 
based on the lines found existent in the human subject, where the 
subjective assistance is of great value. But of the conditions in birds 
we can only theorize, while there may be present conditions outside 
our comprehension of the powers of the eye. There is still much 
to be learned concerning accommodation, monocular vision, color 
vision, and the function of the pecten, 
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PIRATES OF THE DEEP—STORIES OF THE SQUID AND 
OCTOPUS. 


By Pau. EBarrsca, 
Curator of Marine fnrertcbrates, 0. 8S. National Museum, 


[With 19 plates. | 
ISTRODUCTION. 


The largest, the most highly organized, as well as intelligent, and 
therefore, most interesting invertebrate creatures of the sea belong to 
the class of organisms known as Cephalopods, a group of marine 
mollusks embracing the Nautilus, Squid, Cuttlefish, Octopus, Argo- 
naut, as Well as the Nautiloids, Ammonites, and Belemnites of the 
ancient sens. 

The old forms, geologically speaking, as far as known, were all 
shell-bearing organisms. Their changing from the cramped eondi- 
tion of an inclosing and confining exoskeleton or shell to an endo- 
ekeleton or pen, or even no skeleton, came only in very recent times 
and carried in its trai of development not only possibilities of 
bodily expansion, as shown by the giant squid of our seas, but pro- 
duced even greater and far more important consequences, namely, 
the development of a highly specialized brain, which to-day easily 
places this group in the first rank of all the invertebrate dwellers of 
the sea when viewed from the standpoint of mentation. 

Compared with our squids, the chambered Nautilus, the relic of 
the most ancient stock, is an extremely stupid animal. 


PAST HISTORY. 


Tn order to follow the customary line of the biographer, we must 
first give a bit of attention to the ancestors of our subjects and to 
this alone one might well devote the entire space allotted to our 
sketch. Paleontology has taught us that these wonderful creatures 
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can boast of a long line of progenitors; indeed, there are few groups 
that can compare with them in this respect. For millions upon mil- 
lions of years ago, or to be more precise, in Upper Cambrian times, 
there existed a small noutiloid animal in the seas, whose deposits are 
known as the Chan-mi-tien limestone near Tsi-nan, Shantung, China. 
The shell of this little animal, which was christened Cyrtoceras cam- 
bria by Dr. Walcott in 1905; is only 7 millimeters in length and 3 
millimeters in diameter (fig. 1). 

Ever since that time, and probably long before this tiny, flexed, but 
noncoiled chambered nautiloid ancestor of the Cephalopoda existed, 
chambered nautili were living somewhere in our 
seas, The Ozarkian period ushered in a number 
of families, each. with its genera and species. 
The Canadian added materially to these, but the 
greatest differentiation of all took place in the 
Ordovician and Silurian, after which the decline 
of the order began, resulting finally in the rem- 
nunt of four closely allied species belonging to 
to- ame =the single now existing genus Nautilus. In all, 
* ag about 3,000 species have been named and to their 

if number new forms are constantly being added by 
the patient paleontologist. In all these forms we 
have the shell divided into chambers by trans- 
verse concave septa whose margins may be 

CC straight or undulate; a siphuncle or tube extends 
Fie, 1—Oprtoceras com- from chamber to chamber connecting them with 

peberdi Apt Gaui each other. The range of variation m shape and 

pada. Bide view, X 5. size is quite great. There are straight cones, as 

ore a in Orthocerns; flexed forms, as in Cyrtoceras; 
loosely coiled forms, as in Sphyradoceras; closely coiled forms, as in 
Nautilus; or even closely coiled and finally solute shells, as in 
Ophidioceras and Lituites. The sculpture, too, presents no end of 
variations, for some shells are smooth, others axially or spirally 
striate, or channeled; or lirate, or threaded, ribbed, or keeled, or 
marked by combinations of these elements, some even have tubercles 
and bosses, but whatever the sculpture or size, which varies from the 
7-millimeter ancestor to the 14-foot or more long cones of Endocerus. 
one word characterizes the entire group, and that is elegance (pl. 1). 

During the Upper Silurian period a new offshoot of the Cepha- 
lopod stock developed, a stalk which has far excelled the Nautiloids 
in numbers as well ns in diversity of structure. We refer to the order 
Ammonoidea, “the Ammon’s horns,” of which probably more than 
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6,000 species are known. Here form, complexity of septation, and 
external sculpture ran riot, or, may we say, attained an overspeciall- 
zation which soon spelled exit, for the group reached its highest 
development in the upper Trias and disappeared suddenly and com- 
pletely at the vlose of the Cretaceous. In size their shells vary from 
the dimension of a pea to more than 6 feet in diameter. Plate 2 : 
will give the reader a little more intimate view of the group. . 

The third order, Belemnoidea, of the Cephalopoda, 1s of consider- 
ably less antiquity, dating back only to the Triassic period with not 
a single living representative, for the little chambered Spirula has 
been definitely disposed among the modern 10-footed members, 
though the paleontologists still classify it with the Belemnoidea. It 
is among these Belemnoids that have to seek the ancestors of our 
stjuids and cuttlefishes for, like’ them, they have an internal shell, but 
of much greater complexity. ‘They also possessed the mk bag, 
character presgg@it'm fill our modern Cephalopods excepting the Nau- 
isg@ffuite possible that these members were as abundant in 
these latepfseas as their ancestors were in their time and us their 
descend:gnis are to-day, but they had little of fossilizable material to 
leave Wehind them at death, and thus have left a rather poor, scat 
tered/ and fragmentary record of their existence. Judging from 
suvfie of the pens, however, it is well to assume that the soft body 
_/ welosing them may have compared favorably in size with the mem- 
"bers of the now existing fauna. Some of these pens are called fossil 
“thunder bolts” by the uninitiated. Plate 3 shows a selection of 
these remains. 

We next come to the modern dwellers of the seas, our “ pirates 
of the deep.” In these we have either an internal skeleton or none 
at all. In the squids the shell is embedded in the dorsal part of the 
mantle and frequently reduced to a mere chitinoid remnant, called 
the pen (pl. 4, fig. 1) from its resemblance to the quill pens of old. 
At times this is decidedly reinforced by calcareous material, as shown 
by the cuttlebone (pl. 4, fig. 2) which we are accustomed to furnish 
our canaries, for this is the skeleton of our cuttlefish. The only coiled 
or chambered test is found in Spirula, but here it serves not as a 
container, but iscontained within the mantle, Theshell of the beauti- 
ful Paper Nautilus or Argonaut is not a skeletal shell at all, but a 
mere case used by the female for the protection of her eggs- 

In all these animals the body is enveloped in a soft mantle. ‘The 
head is strongly differentiated from the rest of the body and is sur 
rounded by a circle of 8 or 10 sucker-bearing arms or feet which, in 
reality, are modified elements of what corresponds to the anterior 
purt of the foot in other mollusks, It is the position of these feet 
about the head of these animals that has gained for them the name 


i 















Cephalopoda, head-footed.. The mouth is situated in the middle of 
the tentacular disk and is armed with a pair of formidable parrot- 
veuk-like jaws. Not least conspicuous are the two large, highly 


specialized eyes situated on the side of the head. Behind the head 
isa constricted neck. Here we find a cleft, the communicating orifice 
between the exterior and the mantle cavity; here also is inserted the 
tubular siphon which, in reality, is the modified posterior part of 
the foot and serves as the chief organ of locomotion, for much of the 
Cephalopod swimming is accomplished by the rapid expulsion of 
water through this organ by means of the sudden contraction: of 
the muscular mantle. 

The posterior portion of the body may be globular, conic, spindle, 
or lance shaped, or cylindric; it may or may not have lateral flukes, 
which may serve ns organs of locomotion; or may be modified to 
form a sucker, as in Spirula. The internal organization is also 
interesting, but we shall content ourselves with the simple statement 
that the sexes are distinct and that the rather complex brain is 
shielded in most of them by a cranial cartilage that protects the 
principal nerve centers, incloses the auditory organs, and supports 
the very highly developed eyes. An interesting structure found in 
all the living forms, except the Nautilus, is the ink bag, a glandular 
sic and a reservoir connected by a duct with the rectum near the 
anus, This organ produces a dark fluid which the animal is capable 
of discharging at will. It is usually ejected when the animal is 
pursued and effectively enwraps it in an impenetrable sinudge, thus 
aiding it to make good its escape. The secretion of the Cephalopod 
ink bag forms an important element of commerce and our arts, where 
it is better known under the name of sepia and india ink. 

|The living Cephalopods, excepting the Nautilus, are easily divided 
into two groups or orders. One of these, Decapoda, embraces all 
the members having 10 feet, while the members of the other order, 
Octopoda, have but eight (pl. 5). 

Beautifully preserved specimens of squids have been found in 
these remarkable reliquaries, the Solenhofen lithographic limestone 
deposits of Bavaria, the hardened ooze of an ancient sea, which has 
contributed so many chapters to our knowledge of the past. ‘These 
remains proclaim the presence of the order in the Lower Jurassic. 
Plate 6 is a photograph of a specimen, U. S. Nat. Mus. Cat. 
No, 28382, which comes from this formation at Eichstatt and shows 
the perfect manner in which the soft, enfolding ooze has preserved 
its record for us. 








FACTS AND FANCTES. 


Size, power, speed, beauty, and intelligence have ever been the 
elements that have elicited the admiration of man. Add to this the 
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mystery of the sea and the toothsomeness of our beasts, and you have 
a setting with possibilities that seek a rival. No wonder, then, that 
we find the ancient writers and bards and all those of years be- 
tween them and our modern penman singing songs and spinning 
yarns about our Cephalopods, for they possess all the qualifications 
denoted above. Passing through the literature of the ages, one finds 
myths and fancies so wonderfully intertwined with a basis of facts, 
that even the knowing, prosaic but incisive naturalist finds it difficult 

_ to pass judgment on what is fact or fiction. One thing, however, is 
certain, and that is that all the legends and myths appear as clumsy 
sailor yarns when compared with the facts which are being slowly 
revealed by the painstaking students of the group. 

The early writings frequently combine in their discussion of some 
one of these animals, characteristics that belong to widely different 
orders. Not only that, but the earlier authors even assigned to the 
Physalia or Portuguese Man-o'-War, and the beautiful little Velella, 
attributes belonging to the Argonauta and the Chambered Nautilus, 
for the fairy sails that were assigned to these animals are un- 
doubtedly the wonderfully colored floats of the lowky organized 
Hydrozoans (pl. 7). 

We quote from Pliny: 


THE NAUTILvs, of Sarina Pocyrvs. 


Among the most remarkable curiosities ts the animal which has the name of 
Nautilus, or, a8 some people call {t, the Pompllos. Lying with the head upward, 
it rises to the surface of the water, raising itself lttle by ttle, while, by 
mens of a certain conduit in its body, it discharges all the wuter, and this 
heing got rid of like so much bilge-water os it were, it finds no difficulty In 
sulling along. Then, extending backwanls its two front arms, It stretches out 
between them a membrane of marvelous thinness, which acts ns 9 sail spread 
aut to the wind, while with the rest of Its arms it puddles along below, steering 
itself with its tall In the middle, which acts as a rudder. Thus does it make 
Its way along the deep, mimicking the appearance of a light Liburnian bark: 
while if anything chances to cause it olarm In an instant it draws In the 
Water ool einks to the bottom. 


The Chambered Nautilus lives in the tropical western Pacific, 
usually at a depth of a hundred or more feet, and, all myths to the 
contrary, has never been known to sail the surface of the sea { pl 8). 

We quote more from the same authority, this time a story relating 
to a gigantic octopus: 

At Cartela, In the preserves there, a polypus was in the habit of coming from 
the sea to the plekling tubs, that were left open, and devouring the fish lal! In 
salt there—for it is quite astonishing how eagerly all sea unlmals follow even 
the very smell of salted comliments; so much so, that it ls for this reasop that 
the fishermen take care to rub the inside of the wicker fish kipes with them. 
At last by Its repeated thefts and Immoderate depredations tt drew down upon 
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itself the wrath of the keepers of the works, Palisades were placed! before 
them, but these the polypus mannged to get over by the ald of a tree, and it 


was only caught at last by colling In the assistance of trained dogs, which sur- 


rounded it at night es it was returning to its prey; upon which the keepers, 
mynkenat by the nolse, were struck with alarm at the novelty of the sight pre- 
sented. First of all, the size of the polypus was enormous beyond all concep 
tion: and then it was covered all over with dried brine and exhaled a most 
dreadful stench, Who could have expected to find a polypus there or could 





have recognized it as such under these circumstances? They really, thought 


that they were joining battle with some monster, for at one instant It would 
drive off the dogs by its horrible fumes and lash at them with the extremities 
of Its feelers, while at another it would strike them with its stronger arms, 
giving blows with so many clubs, as it were; and it was only with the erentest 
cinder that It could be dispatelua! with the ald of a considerable number of 
oe veil fish spears. The bead of this animal was shewn to Lucullus; it 
was in size as large as a cask of 135 xallons and had a beard (tentacles), to use 
expressions of Treblus himeelf, which could hardly be encircled with both 
aris, full of knots, like those upon a club, and 30 fect in length; the suckers, 
or calicules, as lurge as on urn, resembled o basin In shape, while the teeth 
again were of a corresponding largeness; its remains, which were carefully 
preserved as a curiosity, welghed 700 pounds, 

Denys Montfort, who spent many years In ardent study of Cephalo- 
pods and devoted a whole volume* to the publication of his results, 
cites numerous incidents of marvelous encounters between man and 
some of the larger members of this group. We shall quote a few 
selections: 


Au old captain nome! John Magnus Dens, who resided in Dunkirk, related 
that, sniling once between the isle of St, Helena and Africa, near the coast 
the ship was becalme), He took advantage of this calm to send men over the 
side to clean off the grass which necumulates near the water line on long 
voyages. The men were standing on stages suspended near the water's edge, 
scraping with Iran scrapers, when suddenly a huge cuttlefish appeired at the 
water's alge and, throwing one of his arma about two of the men, tore the 
unfertunates, with thelr stage, from the side of the vessel and dragged then 
Into the water, At the same thme it threw another arm about a man who was 
just mounting the main rigging; but bere [te arm becume entnngled with the 
shrouds and rutlines, and it wos unable to disentangle iteelf. The man, who 
was being severely squeezed, cried out for help, and the crew immediately ran 
to his assistance. Several threw harpoons into the body of the beust, which was 
now rising flong the ship's side; others with axes ‘ut in pleces the arm which 
‘heli! the man to the rigging and took the unfortunate down on deck. 

This done, the euttle sank down, but the captnin pared out on the lines which 
were fust to the hoarpaina, In the hope that presently he would be able to drag 
the beast up again am! recover the two men w ho bod been dragged down. In 
fact, at first he was able to drag the animal towurd the surface; but presently 
the huge benst aguln sank down, aml they were obliged to poy out line after line, 
till ot last, having but a little left, they were forced to hokl on: and now four of 
the harpoons drew out, while the fifth line broke, and thus all hope of saving 
the unfortunates or killing the monster was lost. 





a Histoire Naturelle Des Mollusques, Tome a, Paris, An. X. 
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/' ‘Phis should be followed by the illustration of the sailing vessel 
attacked by a huge octopus, also taken from Montfort, which is said 
ito be a facsimile of a painting that he saw in the Chapel of St. 
/ Thomas, in St. Malos, a French seaport, and of which he relates the 
following story, told by some of the crew of the vessel to which the 
adventure it depicts happened (pl. 9): 


The ship was on the west African coast. She had Just taken in her cargo of 
slaves, ivory, and gold dust, nnd the men were heaving up the anchor, when 
suddenly m monstrous cuttlefish appeared on top of the water and slung its 
arms about two of the masts, The tips of the arms reached to the masthenda, 
and the welcht of the cuttle dragged the ship over, so that she lay on her beam- 
ends nod was near belng capsized. The crew seized oxes and knives, and cot 
away at the arms of the monster; but, despairing of escape, called upon their 
patron saint, St. Thomas, to help them, Their prayers seemed to give them 
renewe! courage, for they persevered), and finally succeeded In cutting off the 
arms, when the animal sank and the vessel righted. 

Now, when the vessel returned to St. Malos the crew, grateful for thelr de- 
liveronce from so hideous a danger, marched In procession to the chapel of their 
patron saint, where they offered o solemn thanksgiving, and afterwards had a 
painting made representing the confllet with the cuttle, and which was hung 
in the chapel, 

But let Montfort, who was once painfully bitten in the side by an 
octopus, whose bite, he says, is not poisonous, relate one of his own 
experiences ; 


On one occasion a huge mastiff which accompanied me on my explorations 
drew my attention by his excited barking. When I came to the rocks I foun 
a cuttlefish, whose orms were 8 feet long. He was defending himself agninst 
the violent attacks of the deg, an animal of immense size and strength and un- 
daunted! cournge, which had already once saved my life when attncked by a 
wolf, The dog ran around the cuttle, valnly attempting to seize the arms, 
which followed! him with singular dexterity and Inshed him over the back like 
whips, 1 looked on a minute in great astonishment ot the dexterity of the 
cuttle, which seemed full of rage, and showed no desire to retreat, though the 
water was just behind It When it saw me It seemed for the first time some- 
what intimidated. ‘There was a chonge In its tactics, The arms struck out 
jess often, and jt endeavored to drug Itself to the shore, Seeing this, my brave 
dog scemel en¢ournged. Watching a chance, he leaped within the arms and 
fastene|] his teeth in one, quite near the body, 

Instuntiy four arms were drawn up and twined rigidly about the dog, who 
struggled yoalniy to free himself, and, for once losing his cournge, uttered pite- 
ous howla and cries for help. Meantime the cuttle, whose huge protruding 
eyes Seemed actunlly to flash fire, ond whose boly had turned many colors, from 
dark violet to bright scarlet, was drawing itself with considerable speed toward 
the water, dragging with lttle effort the heavy body of my struggling dog. 
The rough rocky ground helped bim to drag the weight along, by giving his 
arms secure holds, 

Alrendy the monster had reached the water side, when I could no longer 
bear the sicht, and rushed to the belp of my falthfal dog. IT sclzed two of the 
arms of the cuttle, and, bracing my feet Ormly against a solid rock, pulled 
with all my strength. I succeeded In tearing loose these orms. The animal 
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struggled, uttered cries of rage which resembled the growl of a fierce watch- 
dog, and finally nttachked me, too, throwing two of its arms nbout my Person, 
But my brave dog had not been Idle, Gathering cournge from my fidvance, he 
had succecded in quite tearing off with his strong teeth two of the arms of the 
euttle; and with another struggle he was free, ‘Then, with a fury which I never 
Baw equale!, be attacked the disabled monster, which we together soon over- 
powered, 

I determined never ngnin to attack an animal of thia kind Dharma), of to 
venture to cloge quarters with it, 


Beale, an English physician, who made a whaling voyage in 
1831-382, described an octopus adventure worth relating. 


While upon the Bonin Islands, searching for shells upon the rocks which 
liv! been left by the receding sea tide, I was much astonished at seeing nt my 
feet a most extraordinary looking nnlmal crawling toward the surf which had 
only just left it, I had never seen one like it under such circumatunces before = 
it therefore appeared the more remarkable, Tt was creeping on [ts elght legs, 
which, from their soft and flexible nature, bent considernbly under the welght 
of Ite body, so that it was Lifted by the effort of its tentaculne only a small 
distance from the rocks, It appeared niuch slarmed ot seeing mo, and made 
every effort to escape, while I was not much in the humor to endenvor to 
capture 20 wely a customer, whose appesrnnce excited a feeling of disgust not 
nomixed with fear. I, however, endeavored to prevent ite escape by pressing 





on one of its legs with my foot: but although IT made use of considerable forces 
for that purpuse, Ite strencth was so ereat thot it several times quickly liber- 


ated tts members, in spite of all the efforts I could employ In this way on wet, 
alippery rocks. I now lald hold of one of the tentucles with my hand and) held 
It firmly, so that the limb appeared ns if it would be torn asunder by our 
united strength. J soon gave it a powerful jerk, wishing to disengage it from 
the rocks to which it clung so forcibly by Its suckers. This it effectually 
resisted; bot the moment after the apparently enraged animal lifted its hend, 
With Its lurge eyes projecting from the midile of Its body, and letting go Its 
hold on the rocks suddenly Sprang upon my arm, which I had previously bared 
to my shoulder for the purpose of thrusting Into holes in the rocks to discover 
shells. It clung with (ts suckers with great power, enienvoring to get its benk, 
which I could now see between the roots of Its arms, ln a position to bite, <A 
sensation of horror pervaded my Whole frame when I found this monstrous 
animal had affixed itself so firmly to my orm. Its cold, slimy grasp was 
extremely sickening; and I immediately called aloud to the captain, who was 
nlxo searching for shells at some distance, to come to my release from my dis. 
fusting assallant. He quickly arrived, and taking me down to the boat. during 
which time T was employed In keeping the beak away from my hand, quickly 
released me by destroying my tormentor with the boat knife, when | disengaged 
it by portions ata time, This animal must have measured acrosy Its expanded 
arms about 4 feet, while its body was not larger than a large clenched hand. 
Tt was that species of sepia which Is called by whalers “ rock may tale.” 

And yet another narrative is taken from Caszell’s Natural History: 

The following account of 9 marine diver, attacked by an octopus, exhibits the 
behavior of these animals toward any being that (ntrudes upon them in 
thelr native element: On 4th November, 1879, Mr. J, Smate, Government 
diver, was at work ut the bottom of the tideway of the River Moune, Mel- 
bourne. Having placed a charge of dynamite between two Inrge stones. he 
came up and exploded it, and on descending again found one of the stones 
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NauTiLus POMMILUS L. SHOWING TRAP Usep By THE FILIPINGS FOR THEIR CAPTURE. 


from “Notes on Living Nautilus,” by Daahford Dean, 
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thrown out, which he sent up, and then hooked on to another, but could! not 


start it, and boving descended again, the current being pretty strong at the 


time, he stretched himself out on the stone, and reaching his right arm down 
to feel Uf he could get another small charge under [t, not belng able to do this 
In any other position, “My arm," he says, “was scarcely down, however, 
before I found that it was beld by something, and the action of the water was 
stirring up the loose clay, and therefore I could not see distinctly for a few 
minutes, but when it did clear awny I saw, to my horror, the arm of a large 
octopus entwined round mine like a boa constrictor, and just then he fixed 
some of his suckers on the back of my band, and the pain was intense. I felt 
ns if my hand was being pulled to pleces, and the more I trie to take it away 
the greater the paln beenme, anid, from past experience, IT knew this method 
would be useless, But what was I to do, lying In this pesition? I had the 
greatest difficulty In keeping my fect down, as the air rushed nlong the Interior 
of my dress and inflated It, and if my feet had got uppermost I should soon 
have become Insenstble, held In such a poeltion, and if I had given the siznal 
to be pulled up the brute would have held on and the chances would have 
been that TI should have had a broken arm. IT had a hammer down by me but 
eould not reach It to tee it on the brute, There was a small iron bar not for 
from me, and with my feet I drugged this along until I could reach it with 
my left hand. And now the ficht commence): the more 1 strock him the 
tighter he squeezed, until my arm got quite benumbed, but after awhile I 
found the grip began to relax o little, but he held on until I hail almost cut 
him to plecea, and then he relaxed his bok) from the rock and I pulled him wp. 
I can sssure you I was completely exhausted, having been In that position for 
over 20 minutes, T brought the animal up, or rather a part of it. We lald 
him out and he measured over § feet ocross, and I feel perfectly convinced 
that this fellow could have held down five or six men. It ls only when « person 
gets © grip from these brutes that one realizes their strength, and it was locky 
for me that I was not an amateur, for [ can assure you that I had the greatest 
strugele to get clear of it that I have ever had with any animal under water. 

Here is still another yarn by Aldrovandi, who speaks of the 
possum-playing of the octopus: 

An octopus, considered dead, was placed in a kettle and hung over the fie, 
betame revived, and gnined sufficlent strength to leave the kettle, climb 
through the chimney, and seat himeelf upon the roof, where, after considerable 
hunting, he was discovered. 

While Pennant states, on authority of a friend long resident in 
the East Indies, that— 
In these sens, the elght-armed cuttlefish has heen found of such size as to 
mensure 12 fect in breadth across the central part, while each arm was D4 
feet In length; thus making it extend, from polut to point, about 120 feet (pl. 
10). 

He further states that— 


the natives of the Indlan Isles, when salling in their canoes, always take care 
to be provided with hatchets, in order Immediately to cut off the arms of such 
of these animals as happen to fling them over the sides of the cnnoe, lest they 
should pull it under water and sink it 


Quite an excellent picture made by Gustave Doré showing 
Gilliatt’s fight with the devilfish in Victor Hugo's Toilers of the 
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Sea is here reproduced (pl.11), but we regret greatly that the au- 
thor’s powers of observation were not on a par with his wonderful 


‘pift of dramatic diction, for a trifle more knowledge would have 


ay 





Fro, 2—Modern conception of an octopus, From oewaspaper clipping, 








raised this chapter from the limbo of silly varns to a production 


worthy of Victor Hugo. The fol- 
lowing statement, which we quote 
from the above work, contains 
not a single atom of truth, al- 
though the author attempts to 
strengthen his case by referring 
to men of science, from whose . 
works he undoubtedly gleaned 
some of his rare information: 

The muscles swell, the fibers of the 
body are contorted, the skin crocks 
under the Iouthsome oppression, the 
blow! spurts out and mingles Lorribly 
With the lymph of the monster, which 
clings to {ts victim by innumerable 
hideous mouths. The hydra incorpo- 
Tates ttself with the man, the man be 
comes one with the hydra, The spectre 
lies upon you: the tieer can only de- 
vour you; the devilfish. borrible, sucks 
your lifeblood away. He draws you to 
him, and Into himself: while bound 
down, glued to the ground, powerless, 
you feel yourself gradually emptied 
Into this horrible pouch, which Is the 
Incnster. 

It would be unfair to leave the 
Octopoda without calling atten- 
tion to the efforts of some of the 
modern story tellers. We select 
for this purpose a clipping from 
the San Francisco Chronicle, re- 
produced in figure 2. This isa 
marvelous combination of crab 
and octopus; the artist has termi- 
nated not only every one of the 
eight arms in a pair of pincers, 
but he has even modified the body 
into » claw. 


An endless number of instances might be qnoted from the daily 
press. relating struggles between man and the octopus, not. all 
of which have terminated as favorably as those which we have 
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The octopus is carnivorous, and hence must seek his animal prey. 
He lives chiefly on mollusks and fish, and even Pliny, in the long 
ago, shows a remarkable knowledge of their habits, for he states: 

They feed upon the flesh of shellfish, the shells of which they con easliy 
break In the embrace of their arinms; hence [t ls that thelr retreat may be 
easily detected by the pleces of shell which Ile before [ft * * -* In ite own 
domestic matters it manifests considerable intelligence. It carries ita prey 
to its home, and after eating all the flesh, throws out the débris, and then 
pursies such small fish as may chance to swim toward them. It also changes 
ita color according to the aspect of the place where It Is, nm more especially 
when it is alarmed. 

The octopus, however, is not always the hunter, but frequently 
the hunted, Not least among his enemies is man, for since very 
ancient times he has been considered a choice morsel in many coun- 
tries. The Greeks and Romans considered them the finest fish in 
the sea. Pliny tells us that the gourmands of Rome ate every 
variety of octopus known in the Mediterranean. They were cooked 
in a pie, the arms being cut off, and the body filled with spices; and 
the Romans were so careful in their preparation that their cooks 
used pieces of bamboo for drawing the body, instead of knives of 
iron, which were supposed to communicate an ill flavor to the de- 
licious morsel. How highly the cuttle was esteemed by the Greeks 
is evident from o story told of Philoxenus of Syracuse, who, de- 
siring a delicious dinner, caused a polypus of three feet spread to 
be prepared for the principal dish. He ate it alone, all but the 
head, and was taken so sick in consequence of his surfeit that o 
physician was called. On being bluntly told that his ease was 
desperate, and that he had but a few hours to live, Philoxenus called 
for the head which had been left over from dinner, ate that, and 
resigned himself to his fate, saying that he left nothing on the earth 
which seemed to him worthy of regret. 

The methods employed in their capture vary with the people pur- 
suing them. Aristotle tells us that the cuttlefish and the octopus 
may be caught by bait. The octopus, in fact, clings so tightly to the 
rocks that it can not be pulled off, but remains attached even when 
the knife has been employed to sever it; and yet, if you apply fleabane 
to the creature, it drops off at the very smell of it, This procedure is 
still common on the Mediterranean shores, where either fleabane 
(Jnula coryza) or the even handier drug tobacco is used for this 
purpose. 

Simmonds, in his Commercial Products of the Sea, gives the fol- 
lowing quotation from Vice Consul Green's report on octopus fish- 
ing on the Tunisian coast in modern times: 

On the first arrival of the Octopodia In the shallows they keep In masses 
or shoals, but speedily separate in seorch of shelter among the rocks near the 
beach, covered by only 1 or 2 feet of water, and in the stony localities prepared 
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for them by the fishermen In order to frustrate the depositing of their spawn, 
Polypi are taken in deep water by means of then jars strung torether nel 
lowered to the bottom of the sea, where they are allowed to remain for a cer- 
tain number or hours, and In which the animals introduce themselves. Fre- 
quently from 8 to 10 polyp! ore taken from every jur at each visit of the 
fishermen, In less deep water earthenwnore irainplpes are placed side by slde 
for distances frequently exceeding half a mile in length, amd In these also they 
enter and are taken by the fishermen, As they are attracted by white and all 
smooth and bricht subsinunces, the natives deck Places In the creeks and 
hollows In the rocks with white rocks and shells, over which the polyp! spread 
themselves and are caught from four up to eight at a time. But the most sie. 
cessful manner of securing them is pursued by the inhabitants of Karkensh, 
who form long lanes and Inbyrinths In the shallows by planting the butt ends 
of palm branches at short distunces from each other, and these constructions 
extend over spices of two or more miles, On the ebb of the tlle (the foll here ts 
about 10 feet) the Octopodia are found In the pools Inside the Inclosures and are 
easily collected by the fishermen, whe string them in bunches of 50 each, andl 
from 8 to 10 of these bunches, enalled * rising,” are secured daily during the 
Beaton by every boat's crew of four men, 

The simplest method, probably, is that used by the Filipinos. Well 
do T recall my first octopus hunt with them in the southern islands. 
Tt was a dark night. The good ship Albatross lay peacefully at 
anchor some half mile off a Moro village, whose dim outline was 
faintly silhouetted against the sky, We had just finished our dinner, 
returned to the deck to take up submarine light fishing, when we 
noticed a torchlight procession proceeding from the village down the 
sand spit that fringed a reef. The orderliness of the procedure soon 
changed to what one at our distance might have considered some wild 
ceremonial dance. 

Our curiosity being thoroughly aroused, we lowered a boat and 
soon joined the party of men and boys, who were clad in the con- 
ventional G-string costume, each provided with a torch varying from 
about 4 to 6 inches in diameter and probably 10 to 12 feet in length, 
made of slender segments of dried, split bamboo, carried on the 
left shoulder, held by the left hand, and lighted in front. The 
right hand was reserved for the ever-present bolo or a spear. The 
light of these torches would show through the shallow water and 
thus reveal the luckless devil fish, which seemed to have forsaken 
the secure caverns of the reef and to have gone a-hunting on the 
shallow flats within. They are curious creatures, and their humped- 
up attitude and large eyes render them rather mirth provoking at 
such times, But there is little time given to contemplating, for a 
native bolo or spear brings him in and he js promptly strung on a 
rattan string, where he may continue to squirm with his fellow 
captives until dead. 

We secured enough specimens that night to enable us to spare 
some to the cook, for Ming assured us that they were “ vely good.” 
So they were—rather, I should say it was, for I chewed a single 
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tentacle the greater part of the following forenoon and relinquished 1t 
only, and that with regret, when my jaws, aching from overexertion, 


refused to operate more, : 
On the island of Guam we found an entirely different method in 





Se 


Here we 
watched the na- 
tives fishing for 
the octopus on 
the inside of the 
slender reef that 
stretched from 
Capra Island to- 
ward thesteamer 
entrance to the 
beautiful Pits 
rs Bay and Harbor. 
The natives here take a specimen of a large, 
repulsive-looking Holothurian and tie ittoa 
line with a sinker. This is lowered among 
the crevices of the reef. If it finds a cavity 
with an octopus the animal at once leaves 
the premises and is then easily speared by 
the man in the bow of the canoe. There 1s 
evidently something about the Holothurian 
that is so intensely distasteful tothe octupus 
that he at once forsakes his Inir. 

It is quite a picture to see these fishermen 
/ Tr. as they work in the very teeth of the pound- 
age! Ar =. ing surf with a craft so frail that one con- 
Fia, 3._Toreblight octopos  stantly wonders how they manage to keep it 

hunt In the Phillpplses, from being dashed to pieces. 

The following is a quotation taken from an article by Dr. H. M. 
Smith on “Japan, the Paramount Fishing Nation,"* which shows 
how the Japanese fishermen catch these animals: 

The octopus or devilfish ts abundant and ts an Important dood product in 
Japan, although my personal opinion fs that It does not appest! strongly to the 
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American palate, The octopus Is caught in various ways, one of the most. Inter- 
esting of which Is by the use of earthenware pots, which are lowered to the 
bottom by menns of corms; they are entered by the octopuses, which, having 
insinuated themselves, are reluctant to withdraw, so that the pots may be 
polled te the surface before the animals try to escape, IT bring up this fishery 
in order to refer to a very ingenious corollary, which was first mentloned to me 
by a professor In the imperial unlversity and later verified by myself, More 
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thin a century ago n vessel laden with a very valuable cargo 
of porcelains from i.orea destined for the imperial household 
waa wrecke! In the Inluml Sea; the coptaln amd other 
Officers did what seems to have been a favorite amusement of 
the ollen days; namely, they committed suleide just before 
the vessel sank in deep water. Recently the fishermen have 
been recovering pleces of this pottery, which now hos an nip 
precintel value, by tying string= to octopuses and lowering 
them in the vicinity of the wreck. The animals enter the 
vessels and retain their hold of them while being drawn to 
the surface. Several pleces of this porcelain which I saw 
were gems, seeming but tthe the worse for thelr prolonged 


submergence. 
To show how extensive the octopus fisheries | | 
j T; + . : Fio, 4,— Fishing 
are we agnin quote from Vice Consul Green's re- for ectepus on 


port in Simmonds’s Commercial Products of the oy ore at 
Sea, who furnishes some interesting particulars ‘eee 
as to the fishing and trade in cephalopods in the Tunis waters: 


Octopodin and polypl are the trade names under which these cephalopods are 
known In the Levant and Greek markets, where they are solely imported for 
consumption during Lent, the Orthodox Church net Including them in the pro- 
hibition against the use of flesh In sensons of relizious nbstinence. In a good 
season the severn! villages on the island of Karkennh supply about 3,000 hun- 
dredwelght, and the Jubah waters a third part of this quantity. In an average 
year the yleld will be onder 2.000 hondredweicht, and In one of eearcity 1,000 
hondredweight. On the shores from the villuge of Luesa to that of Chenles, In 
the Gulf of Khaba, the natives collect from 4 to 5 hondretwelcht of cuttlefish a 
day during the season, but this supply generally serves for the consumption of 
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the regency. The rematning const and Islands may be calculated to furnish a 
minimum of 650 to T00 hundredwelght of dried molluses, 
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Fic. 5.—Fishing for oct 







The Tunisinn Government claima a third of 
Hl the polvpl fished ppon ite const, The sell- 
Ing price varles considerably according to the 
size, supply, and demand, but at Sfax a palr 
of them may cost, as circumstances rule, from 
Gi. to 1s. 3d.; however, the preparatory mace 
tation, by beating on a stone slab or rock, 
require] before drying entalls a small adil- 
tional expense and brings the extremes of low 
and high prices to 25 or 00 shillings per hundredwelzht, To 


: the cost price must be added an export duty of Sa. id) and 

rea igel the purchaser ought to be curefnl to recelve his merchandise 

_ ye from the seller during dry weather, as a damp day will add 
Lait a} from 4 to 5 per cent to the weight of every hundrelwelglt, 
, Leet From two to three public sales of dried Pelypi take place 
rt In a season on the Island of Karkenah: these are regulated 
pee according to the abundance of the fish, The average price of 
Tee the Inst six years bas been: During the first sale. from 45 to 
ae ) shillings per hundralwelght; second sale, 85 to 45 shil- 
a lings; third sale, 25 to 30 shillings, A few first parcels, in 


order to secure an early market, have, however, occanlonally 
been sold for £5 the hundredweizht. 

Malta recelves the largest share of the Tunisian polrpl, 
but they are only sent to that Island for ultimate tranamis- 
Salon to Greece and other parts of the Levant, Portugal is one 
of the few countries that competes with Tunis in supplying 
the Gireek markets with polypi. In Greece they ure either 
Bol, after belng pickled, at from £12 16s. to £15 9s. the cantar 
of 176 pounds, or, In their original dried state, from £12 to 
£14; but these prices fuctonte according to the favorable or 
Dnfavornble results of the season's fishing. 


We must not forget that while we see little of dried 
or pickled octopi in our own country except in the 
Chinese, Greek, and Italian markets of New York. 
Boston, San Francisco, and Chicago, it would be 
difficult to find a food dealer in the oriental markets 
lacking in these choice dainties. 

So much, then, for the octopus, the 
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S————— animal that in modern times has become 
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the emblem of selfishness and iniquity. 

Let us next turn to the decapods, our 
. squids and cuttlefishes, for it is here 
opus to that we find the most wonderft] mem-= 


= 


i 4 


Fe 


























x Se — 





























Japan. bers of the group, Inch for inch, the 
squids will compete in swimming power with any other creature that 
lives in the sea, 

Well do I recall the rude awakening to which I was subjected when 
I tried to capture some slender Loligopsoid squids in the southern 
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Philippines. I had always been told that squids were old-fashioned, 
antiquated relics of the past, whose very method of backward pro- 
gression marked them as 
unfit competitors with 
other marine animals. 

It was on board the A/- 
batresa in the harbor of 
Jolo on a dark night, with 
the sea as smooth as glass. 
We were fishing with the 
submarine light, a mere 16- 
candlepower electric bulb inclosed in a glass globe 
connected to a water-tight cable. It should be 
stated that the sea about Jolo Harbor was found | 
to be one of the richest plankton-bearing pieces of | 
water that it has been my goal fortune to visit; 
and where you have an abundance of microscopic } 
life, there, too, will you find the larger forms that 
subsist upon it. A swish or two of the light and a 
raising and lowering of it at once attracted a cloud 
of minute forms, then larger elements came, in 
part attracted by the light and in part by the food. 
The protozoans accumulating about the globe were 
soon followed by worms and crustaceans, whose 
tangential course would soon have carried them 
beyond our light were it not that the fascination 
curves it more and more and apparently renders 
the animal unable to escape from the charm that 
draws, and bends its path to spin about the globe. 
Thus we soon found millions of creatures drawn 
into @ spinning vortex about our light—the 
“wheel of life,” as some one has aptly termed it. 
But new members were soon added; small fish of 
various kinds, a school of sardines dashing madly 
after the small crustaceans and worms, and still 
larger and larger fish at 
greater distances from the 
light, always preving upon 
the lesser circle within; 
now and then even the 
shadowy outline of a large —— 
shark injected itself into Fi, 0.—Plsbing with octopus in Japan. 
the distant reaches of our lamp. It was a mad dance, this whirling, 
circling host of creatures. Soon a new element entered: living 
































 ofily that, but they were able to divert their course into any dir 
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arrows, a school of Loligopsis shooting across our lighted field, 
apparently not so much attracted by the light as by the feast before 
them. They were wonderful creatures, unlike anything else; they 
shot forward or back like a shuttle, with hghtning rapicity. Not 
ction 
with equal speed, Shooting forward, their tentacles would seize a 
small fish, and instantly they would come to a full stop, only to dart 
badewand like a flash at the least sign of danger. Kill, kill, kill; 

they were bloodthirsty pirates. A bite in the neck, and the fish WAS 
done for; but the sport continued, and, likely as not, the fish would 
be dropped and another seized and dispatched. Never before nor 
since have I seen anything that appeared to me more beautifully 
equipped for an aquatic existence than these squids. Frequently— 
yes, very frequently—their impetuous darts would carry them away 
above the surface of the sea; flying squids, when the pumping of 
their siphons produced a popping sound. 

I tried to jig some of them, having heard that the Newfoundland 
fishermen employ a sinker with a series of hooks attached to it, which 
they bob up and down in the water, thereby attracting the squids 
and hooking them. Buy our Sulu squids refused to be hooked. 
They would dash up to the contrivance, follow it at a safe distance, 
but disdained to be caught. They would even snatch from the 
hooks the small fish used as a bait, and make good their escape. 
Even the expert jiggers aboard failed to eatch them. The bright 
idea to float a pocket net from the beam and have them enmesh 
themselves in it occurred to someone. This was tried, and we found 
that our squids possessed an intelligence equal to thei hiehtning 
movements. Did they enmesh themselves? Oh, no; not one of the 
thousand or more that composed the school, but they seamed to enjoy 
shooting through a hole in our seine and it was a comical as well as 
wonderful sight to see them dart through this opening not more than 
18 inches in diameter, like arrows fired from a rapid-fire machine 
fun. Now and then the whole school would come near the surface 
ind pause, then again it would sink to a depth beyond our range of 
vision. Then they would line up on the far side of our net, sink 
below it, and shoot up on our side, to make an assault upon the small 
fish fry which attempted to escape by breaking from the water. 

We finally did capture some by carefully watching the speedy 
flight of an individual near the surface and quickly casting our dip 
net ahead of him. But three nights’ efforts of a half a dozen fisher- 
men yielded only a couple of dozen specimens. 

These were wonderful nights in the Sulu Sea! Turn off the elec- 
trie current, and where a moment before you saw « mass of circling 
life, you now have a glowing whirlpool, each spark an atom of life, 
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while bright phosphorescent streaks mark the movement of the larger 
forms, themselves luminous or rendered so by exciting their smaller 
neighbors to flash as they come in contact. 

An endless array of species has been made known by our scien- 
tists—species large and small, slender and stout, long and short; 
species with wondrous eyes and blind species, many of the deep-sea 
forms bearing complex luminous organs, and all of them possessing 
wonderfully developed chromatophores which can be contracted or 
enlarged at the animal's will. The contraction may reduce them to 
a mere dot, or they may be expanded to 20 times that diameter, The 
changes in the contraction of thousands of these minute pigment 
cells, some of which are rosin colored, others yellow, blue-green, or 
brown, produce the flashes and changes of color that have gained 
the name of “ chameleons of the sea” for our squids. 

The literature of the past abounds in sea-serpent. myths, which in 
a large measure are traceable to giant squids, For these are the only 
known animal whose arms can, without distortion, be made to assume 
a serpentine form. This is clearly shown by our sketch which is 
proportioned, excepting partly the thickness of the tentacular arms, 
which has been slightly increased, after measurements of an actual 
specimen. The expanded end of these long arms, studded with 
suckers, might easily be mistaken for the bearded or maned head, 
usually assigned to the serpent. There would be enough basis in a 
short view of such a vision at long range to enable the untrained 
mind to supply more than enough detail from the imagination to 
create a kraken, kraxen, krabben, korven, ankertrold, soe-horven, a 
haf-gua, soe ormen, horven, aale-tust, or sea serpent. Another thing 
very suggestive in support of this explanation is the fact that the 
known distribution of the giant squids is coextensive with the re- 
fions from which the above-named beasts have been reported. It 
is also interesting to note that the size of these mystic animals has 
decreased with increased ocean travel and general education. While 
Sea serpents are annually reported in sea-serpent season, no one ex- 
cept the fearless sailors of old who braved the dangers of the deep 
in their small vessels, have been favored with such visions as one 
finds related by the Rt. Rey. Erich Pontoppidan, Bishop of Bergen 
in Norway, and member of the Royal Academy of Sciences at Copen- 
hagen, in his Natural History of Norway. We quote from a trans- 
lation published in London in 1755 (pp. 199-200) : 

Another drawing also, which appears more distinct with remind to the form 
of this crenture, was taken from the reverend Mr. Egede's journal of the Green- 
lon mission, where the account stands thus in page 6: “On the 6th of July, 
174, there appeared a very large and frightful seq monster, which raimed Itaelf 
Up 60 high out of the water that its head reached above our muilntop, It has a 
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sharp snout, and spouted water like a whale, and very broad paws. The body 
seemed to be covered with prales, and the skin was uneven and wrinkled, and 
the lower port was formed like a snake, 

Afwr some time the creature plunged backward into the water and then 
turned ite tall up above the surface a whole ship length from the bead. The 
following evening we had very bail weather. So far Mr. Egele. The drawing 
nnnexa! gives me the greatest reason to conclude (what by other accounts J 
have thought probable) that there ore sen snakes, like other fish, of different 
sorts. That which Mr. Egede saw, and probably all those who sailed with him, 
had under Its body two flaps, or perhaps two broad fins; the head was longer 
nod the baly thicker nol much shorter than those seq snnkes of which I have 
hid the most consistent accounts. Though one tan not have an opportunity 
of tanking the exact dimensions of this creature, yet oll that have seen It are 
nnanimous in affirming, as far as they can judge at a distance, [t appears to 
be of the length of o cable, |, @, 100 fathoms, or GOO English feet: that It Iles 
on the surface of the water (when it is very calm) In many folds, ond that 
there are, in a line with the head, some small parts of the back to be seen shove 





Pic, T.—Ulaot squid in rile of seq serpent. 


the surface of the water when it moves or bends. These at a distance appear 
like so many casks or hogehends flouting In a line, with a considerable distance 
between each of them. Mr. Tuchsen, of Herroe, whom I mentioned above, t& 
the only person, of the many correspondents I have, that Informa me he has 
observed the difference between the body and the tall of this creature ag to 
thickness, It appenrs thot this crenture does not, like the eel or land snake, 
taper gerudually to a pelnt, but the body, which looks to be as big as two 
hogsheads, grows remarkably small at once Just where the tall begins, The 
head in all the kinds has « high and broad forehead, but In some n pointed 
snout, though in others that ia flat, like that of a cow or o horse, with large 
nostrils, gil Severn) stiff! hairs standing ont on each side ke whiskers, 

Tt is supposed that the sen snakes hinve n very quick smell, which we may 
conclude from this, that they are observed to fly from the smell of castor, 
Upon this account, those that go out on Stor-Egeen to fish In the summer, 
always provide themselves with these animals, They sik, that the eves of this 
creature are very large, and of » blue color, and look Ike » couple of bright 
pewter plates. The whole animal ia of a dark-brown color, but It ts speckled 
tnd Vorlegated with light streakes or spots, that shine like tortolse shell. It is 
of a darker hue about the eyes and mouth than elsewhere, and appears in that 
part a go! deal like those horses, which we coll moors heads, 
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I do not find by any of my correspondents, that they spout the water out of 
thelr nostrils like the whale, only In that one instance reluted by Mr. Egede, as 
mnentioned above; but when it approaches, it puts the water In great Agitation, 
and makes it run like the current ot a mill. Those on our coast differ ke 
whee from the Greenland sea snakes, with regard to the skin, which is as smooth 
a8 gliss, aml hns not the least wrinkle, but about the neck, where there is a 
kind of a mane, which looks like o parcel of seaweeds hanging down to the 


The observer undoubtedly mistook the tail of a giant squid for the 
head of the serpent and the flukes for the limbs. 
We quote again (pp. 202-203): 


One of the aforesaid North traders, who says that he has been near enough 
to some of these seq snakes (allve) to feel their smooth skin, informs me, that 
sometimes they will roise up their frightful heads, ond Snip & man out of a 
boat, without hurting the rest; but I will not affirm this for a truth, because 
ft Is not certain that they area fish of prey, Yet this, and their enmity to man- 
kind, can be no more determined, than that of the land Atnke, by the words of 
the prophet Amos (chap, tr, v.tj: “ And though they be hid from my sight in 
the bottom of the sen, thence will I command the serpent, and be shall bite 
them," 


And again (p. 207) Magnus, in his Histor, Septentrion, Lib. 91. 
c, 24, speaks of a Norwegian sea snake 80 feet long, but not thicker 
than a child’s arm. He says: 


This creature, was put to such pain by the eraha fastening on it, that it 
writhed Itself into a hundred shapes, I have never heard of this sort from 
iny other person, and should hardly believe the good Olaus, if he did not BIL 
that he affirmed this from his own experlence, ©" *" * ‘The disproportion 
betwixt the thickness of a child's arm, and a length of 80 feet, makes me think 
there must be an error of the press In the place, for x1. perhaps should be xi. 
ells, or 22 feet; a more proportionable length, for the thickness. 


And yet good Olaus’s observation may not have been so very wrong, 
in fact much nearer the truth than the above listed yarns, in all prob- 
ability it represented the tentacular arms of a giant squid. 

To show the keenness of observation of early seamen, we quote 
the following from the same source (pp. 211-213): 


Our fishermen unanimously affirm, and without the least variation In their 
focounts, that when they row out several miles to sea, particularly in the 
hot summer days, and by thelr situation (which they know by taking a view 
of certain points of land) expect to find 80 or 100 fathoms water, it often 
happens that they do not find above 20 or 30, and sometimes lees, At these 
places they generally find the greatest plenty of fish, especially cod and line. 
Thelr lines, they say, are no sooner out than they may draw them up with 
the hooks all full of fish; by this they judge that the kraken is at the bottom. 
They say this creature causes those unnatural shallows mentioned above, and 
prevents thelr sounding. These the fishermen are always glad to find, looking 
upon them as 9 means of thelr taking abundance of fish. There are sometimes 
=) boats or more got together and throwing out their lines at a moderate dis- 
tance from each other; and the only thing they then have to observe is 
Whether the depth continues the same, which they know by thelr lines, or 
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whether it grows shallower by thelr seeming to have leas water. If this last 
be the case, they find that the kraken is raising himself nearer the surfuce, 
om then it is not time for them to stay any longer, They immediately lenve 
off fishing, take to their oars, and get away os fost os they can, When they 
have reached the usual depth of the place ond find themselves out of danger, 
they lle upon their oars, and In a few minutes after they see this enormous 
monster come up to the surface of the water. He there shows himself suffi- 
elentiy, though his whole body does not appear, which, in all Ikelihood, no 
human eve ever beheld, excepting the young of this species, which shail ufter- 
wanis be spoken of. Its back or upper part, which seems to be in oppearance 
about an English mile and a half in circumference—some say more, but I 
choose the least for greater certalnty—looks at first like a number of small 
islands surrounded with something that floats and fluctuates like senweals. 
Here and there a larger rising is observed like sand binks, on which varlous 
kinds of snimll fishes are seen continually leaping about till they roll off into 
the water from the sides of it. At last several bright points of horns appear, 
which grow thicker ond thicker the higher they rise above the surface of the 
water, and sometimes they stund up as high and as large as the masts of 
mlikie-sited vessels, 

It seems these are the creature's arms, and, It is sald, If they were to lay 
hold of the largest monof-wor they would pull it down to the bottom, After 
this monster has been on the surface of the water o short tloe it begins 
slowly to sink again, and then the danger is o3 great as before, because the 
motion of his sinking causes such a swell In the sen and such an eddy or 
whirlpool that it draws everything down with It, Uke the current of the river 
Male, which has been described In Its proper plice. As this enormous sea 
tinimal, in all probability, may be reckoned of the Polype, or of the starfish 
kind, as shall hereafter be more fully proved, It seems that the parts which 
ore seen rising at its pleasure, nnd are enlled arms, are properly the tentacula, 
or feeling Instruments, called horns as well as orms, With these they move 
themselves and likewise gather in their food. 

Besides these, for this lust purpose the great Crentor has also given this 
creature a strong and peculiar scent, which it con emit at certain thoes, and 
by means of which it beguiles and draws other fish to come In heaps about 
it, This animal has another strange property, known by the experience of a 
great many old fishermen, They observe that for some months the kraken, 
or krabben, Is continunlly eating and in other months he always volds his 
excrements, During this evacuation the surface of the water is colored with 
the excrement and appears quite thick and turbid. This muddiness Is sali) 
to be so very agreenble to the smell or taste of other fishes, or to both, 
thut they gather together from all parts to It and keep for that purpose 
directly over the kraken. He then opens his arms, or horns, selses sod 
swallows his welcome guests, and converts them, after the due time, by diges- 
tion, into bait for other fish of the same kind. I relate what is affirmed 
hy many, but I can not give too certain assurances of this particular as I 
can of the existence of this surprising creature, though I do not find anything 
In it absolutely contrary to nature. As we con hardly expect an opportunity 
to examine this enormous sea animal alive, | am the more concerned that 
nobody embraced that opportunity which, according to the following account, 
once did and perhaps never more may offer of seeing entire when dead, The 
Rev. Mr, Friis, consistorial assessor, minister of Bodoen, in Nordland, and 
vlear of the college for promoting Christian knowledge, genve me at the latter 
end of last year, when he waa at Bergen, this relation, which I deliver aguin 
on his credit. 
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In the year 1680 4 krake (perhaps a young and careless one) came into the 
water that runs between the rocks and cliffs In the parish of Alstuhoug, 
though the general custom of that creature is to keep always several leagues 
from land, and therefore of course they must die there. It happened that 
‘ft extended long arms, or antennae, which this cresture seems to use Ike 
the snaill—in turning about—caught hold of some trees standing near the 
water, which might easily have been torn up by the roots; but besides this, 
es it was found afterwards, he entangle! himeelf in some openings or clefts 
in the rock, and therein stuck so fost, ond hung so unfortunitely, that he 
could not work himself out, but perished and putrifiad on the spot. The 
carcniss, which was o long while decaying and filled a grent part of that 
narrow channel, made it almost Impassable by its intolerable stench, 


Let us now turn from these distorted and fanciful images to the 
animals that are responsible for them. Prof. A. E. Verrill, in his 








Pia. &.—Jawa of the giant squid. Half natural slze. 


report on the cephalopods of the northeastern coast of America, 
published in the annual report of the Commissioner of Fish and 
Fisheries for 1879, tells us many interesting things about the Ameri- 
can members of the group. Among other things he presents a table 
on page 22 which gives measurements of the various giant squids 
that he had examined to date. The largest of these had a total 
length of 55 feet. The length of the tentacular arms of this speci- 
men are cited as 35 feet, while the length of the body from tip of 
tail to the base of the arms is given as 20 feet. The greatest length 
of tentacular arms mentioned in the table is 37 and the greatest 
circumference of the body as 12 feet. The diameter of the largest 
sucker is given as about 2.25 inches, and the breadth of the eye 
opening is 7 by 9 inches, 
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A PIECE OF SPERM WHALE SKIN RELATING 4 BATTLE WITH 4 GiANT SQUID, IN 
SUCKER Scan Script. 


By permission, from “* The Depths of the Gowan,” by Murray aa Hjort. The Marmilian to, 
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A FiaHT BETWEEN A SPERM WHALE AND A GIANT Squip. 
By pertizaion, (rom “ The Cruise of the Cachelot,” by Frank T, Bullen, [5,4 ppleton d& Ca 
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In another place he states: 

“A specimen was found alive in shallow water at Coombs Cove and cap- 
tured. Concerning this one I have seen only newspaper accounts, It tn 
stati that its body measured 10 feet in length and was “nearly as large 
round aa a hogshead” (10 to 12 feet); its two long orms (of which only 
one remained!) were 42 feet In length and “as large as a man's wrist"; Ite 
short arms were 6 feet In length but about 9 Inches In diameter, “very stout 
and strong": the suckers had o serrated edge. | 





The tentacular arms of this specimen would have had a spread 
of 84 feet. But I have somewhere seen measurements cited of a 


specimen that carried the extension beyond the 100-foot mark. A 
splendid basis for sea-serpent yarns. We again quote frour Dr. 
Verril: 

I have been informed by many other fishermen that these “big squids,” as 
they call them, ure occasionally taken on the Grand Banks and used for halt. 
Others stute that they have seen them | 
In that region wiihout being able to 
capture them, Nearly all the specl- 
mens hitherto taken appear to bave 
been more of less disablel when frst 
obeervel; otherwise they probably 
would not appear ot the surface in 1 | 
the daytime, From the fact that they F's. 9.—Suckers of the giant squid. Half 
hive mostly come ashore in the night reldbicenaas 1. Fromlongarm. 2, From 
l infer that they inhabit chiefly the 
very deep and cold fords of Newfoundland and come up to the surface only 
in the night, 

That they may at times be a danger to man is shown by the 
following statement which we quote from Dr. Verrill’s paper: 

The following extract Is from m letter written by the Rev. M. Harvey to Dr, 
J. W. Dawson, and published in the Montreal Gazette, February 26, 1874: 
“Two fishermen were out in a small punt on October 2%, 1873, off Portugal 
Cove, Conception Bay, about miles from Saint John's, Obeerving some object 





flonting on the water at a short distance, they rowed toward it, supposing it to 


be a large anil or the débria of a wreck. On reaching it one of the men struck It 


with hie gaff, when immedintely it showed signs of life, reared a parrotike 


beak, which they declare was ‘ns big as a 6-gallon keg,’ with which It strack 
the bottom of the bout violently, It then shot out from about its head two 
huge livid arms and began to twine them arcund the bout, One of the men 
sefzed a sinall mx and severed both arms as they Iny over the gunwale of the 
bont: wherenpow the fish moved off and elected an immense quantity of inky 
fluid, which darkened the water for two or three hunired yards. The men 
saw it for s short time afterwards, and observed its tall In the air, which they 
declare was 10 feet ncrosa, They estimate the body to have been 6) feet In 
length, 5 feet in diameter, of the same shape and color ss the common squid, 
und they observed that It moved In the same way as the squid, both backward 
amd forward. 

“One of the arms which they brought ashore was unfortunately destroyed, 
as they were ignorant of its Importance; but the clergyman of the village as- 
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Bures me it was 10 inches in dlameter and @ feet in length. The other arm was 
brought to Saint John’s, but not before 6 feet of It were destroyed, For- 
tunately, T heard of it and took measures to have it preserved. Mr. Murray, 
of the geologien] survey, and I afterwards It carefully, had it pho- 
tographed, and immersed in alcohol: it Is now In Our museum. It measured 19 
feet, ls of a pale, pink color, entirely cartilaginous, tough, and plinnt os leather, 
and very strong.” 

In # letter dated Noveniber =f, 1877, Mr. Harvey gives an account of another 
specimen, which was stranded on the shore at Lance Cove, Smiths Sound, 
Trinity Bay, about 20 miles farther up the bay than the locality of the Catalina 
Boy specimen (No. 14), He received his information from Mr. John Dnuffet, a 
resident of the locality, who wns one of the persons who found and mensurel 
ft. His account is as follows: “On November “1, 1877, early In the morning, 
a “big squid" was seen on the beach, at Lance Cove, still alive and struggling 
desperately to escape. It had been borne In by a ‘spring thde’ and a high in- 
shore wind. In its struggles to Bet off it ploughed up a trench or furrow about 
0) feet long and of considerable depth by the stream of Waiter that it ejected 
with great force from its siphon, When the tide receded it dled. Mr, Doffet 
TAs OPeA! If carefully, and found that the body was nearly 11 feet long (prob- 
ably Including the head); the tentacular arms, 33 feet long. He did not 
Ineasire the short arms, but estimated them at 13 feet, and that they were 
much thicker than fi man's thigh at their bases, The people cut the body open 
ond it was left on the bench, Tt ts an out-of-the-way place, and no one knew 
that it was of any value, Otherwise, it could easily have been brought to St. 
John's, with only the eyes destroyed ani the body opened.” It was subse- 
quently curried off by the tide, and no Pertion was secured, 

From Capt. J. W. Collins, of the United States Fish Commission, I learn 
that In October, 1875, an unusual number of elant squids were found floating 
at the surface on the Grand Banks, but mostly entirely dead and more or 
less mutilated by birds and fishes. In very few cnsex they were not quite 
dead, but entirely disabled. These were seen chiefly between north latitude 
44° and 44° 30, and between west longitude 49° 80° and 49° 50’. He believes 


command of the schooner Howard, which secured five of these ginnt squids. 
These were mostly from 10 to 15 foet long, not including the arms, and aver- 
fiped about 18 inches in diameter. ‘The aris were almost always mutilated. 
The portion that was left wns usmally $ to 4 feet long, and nt the base about 
ns large is.9 man’s thigh. 

One specimen, when cut op, wns packed into i large hogshead-tub, having a 
capacity of about 75 enllons, which it filled. This thb was known to hold 700 
pounds of colfish The gravity of the Architenthis is Probably about the same 
a8 that of the fich. This would Indieate more nearly the actinl weleht of one 
of these crentures than any of the mere estimates that have been made, which 
ire usally much too crent, Allowing for the parts of the arms that had been 
destroyed this specimen would, probably, have weighed nearly 1,000 pounds. 

Among the numerous other vessels that were fortunate In securing this kind 
of balt Capt. Collins mentions the following: 
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The schooner Sarah P, Ayer, Capt. Oakly, took one or two. The EB. R. Nicker- 
gon, Capt. McDonald, secured one that had Its arms and was not entirely dead, 
60 that it was harpoone!, Its tentacular arms were 36 feet long. 

The schooner Tragabigzanda, Capt. Mallory, secured three in one afternoon. 
These were 8 to 12 feet long, not locluding the arma, 

These statements are confirmed by other fishermen, some of whom state that 
the “big squids” were also common during the same season at the “ Flemish 
Cop,” a bank situated some distance northeast from the Grand Banks. 

The cause of so great a mortality among these great Cephnlopods can only 
be conjectured. It may have been due to some disease epldemic among them, 
or to an unusual prevalence of deadly parasites or other enemies, It is worth 
while, however, to recall the fact thot these were observed at nbout the same 
time, in autumn, when most of the specimens have been found cast ashore in 
Newfoundland In different years, This time may, perhaps, be just subsequent 
to their senson for reproduction, when they would be so much wenkened as to 
be more ensily overpowered by parasites, disense, or other unfavorable conii- 


Aside from man the sperm whale is undoubtedly the greatest 
enemy possessed by these monstrous animals, for it is well known 
that parts of them are usually found in the stomach or are vomited 
by the sperm whale when the animal is eaptured by whalers. We 
quote from The Depths of the Ocean, by Sir John Murray and Dr. 
Johan Hjort (pp. 651-652) : 


On the 15th of August the Michael Sera arrived in Mofjord on the east 
coust of Iceland, and visited the locul whaling station. On the shore were two 
freshly cought whales, one o north-caper, the other a cachalot. Inspecting 
the enchalot T saw oround Its enormous jaws several long parallel stripes con- 
sisting, as closer serutiny revenled, of great numbers of circular scours or 
wounds about 27 mm. tn diameter. It occurred to me that these score must 
have been left by the suckers of a giant aquid, and following up this Wea I 
found in the while’s mouth a plece of a squid tentacle 1T cm. in maximum 
diameter. In the stomach of the whale many squid-benks of various sizes 
were found, the largest measuring 9 cm. in length, besides some fish bones, 
and the men who had shot the whale told me that In its denth flurry it dis- 
gorged the arm of a squid 6 meters long. 


Our illustration (pl. 15) shows the sucker scars in the skin. 

An encounter between a sperm whale and giant squid is described 
in Frank T. Bullen’s book on The Cruise of the Cachalot, from which 
we quote (pp. 145-144). 


At about 11 p. m, I was leaning over the lee rail, gazing stendily at the 
bright surface of the sea, where the Intense radiance of the tropical moon made 
a bron! path like a pavement of burnished silver. Eyes that saw not, mind 
only confusedly conscious of my surroundings, were mine; but suddenly I 
stirted to my feet with an exclamation, ond stare] with oll my might at 
the strangest sight IT ever saw. There was a violent commotion In the sea 
right where the moon's rays were concentrote!, so great that, remembering 
our position, I was at first Inclined to alarm all hands: for I had often heard 
of voleanic islands suddenly lifting their hends from the depths below, or dis- 
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eppearing In n moment, and, with Sumatru’s chain of uctive volcanoes ao near, 
T felt doubtful indeed of what was now happening. Getting the night glasses 
out of the cabin scuttle, where they were alwuys hung In readiness, I focussed 
them on the troubled spot, perfectly sutisied by a short examination that 
neither yoleano nor earthquake bad anything to do with what was going on; yet 
so vast were the forces engaged that I might well have been excused for my first 
supposition, A very large sperm whale was locked in deadly conflict with a 
cuttle-fleh, or squid, almost uf large os himself, whose interminable tentacles 
seemed to enlace the whole of his grent body. The hend of the whale espe 
cially seemed a perfect network of writhing arms—nnaturally, I suppose, for It 
appeared as if the whale had the tall purt of the molluse In his jaws, and, In 
a businesslike, methodical way, was sawing through It. By the slide of the 
hinek columnar head of the whale appeared the head of the great squid, as 
awful an object 16 one could well imagine even in a fevered dream. Judging 
os carefully as possible, I estimated it to be at lenst as large as one of our 
pipes, which contained 350 enllons; but it may have been, ond probably wae, 
na good deal larger. The eyes were very remarkable from thelr size and black- 
ness, which, contrasted with the livid whiteness of the heal, made their ap- 
pearance all the more striking. They were at least a foot In dlameter, ani 
seen under such conditions looke] decidedly eerie ond hobgoblin-like, All 
aroun the combatunts were numerous shiurks, like jackals around o lon, 
ready to shore the feast and apparently assisting in the destruction of the 

+ huge cephalopad. So the titanic struggle went on In perfect allence as far os 
we orere concerned, becnuse, even had there been any noise, our distance from 
the seene of conflict would not have permitted us to hear It. 


Tt is quite possible that the animal observed was an octopus, which 
would better fit the geographical position of the conflict than the 
squid. Such a fight is depicted in chapter 11, The Autobiography 
of a Sperm Whale, Frank T. Bullen’s “ Denizens of the Deep,” from 
which we have taken plate 17. 


It is probable, from various observations, that this and the other species of 
squids are partially nocturnal in their hablts, or at least are more active Ip 
the night than in the day. Those that are caught In the pounds and weirs 
mostly enter In the night, evidently while swimming along the shores In 
techools.”” They ire often found In the morning stranded on the beaches In 
dmmense numbers, especially when there is a full moon, and It ts thought by 
many of the fishermen that this Is because, ke many other nocturnal animals, 
they have the hablt of turning toward and gazing at a bright light, ond since 
they swim backwards they get ashore on the benches opposite the position 
‘of the moon. This habit ts also sometimes taken advantage of by the fisher- 
men, who capture them for balt for cod fish; they go out In dark nights with 
torches In thelr boats and by advancing slowly toward a beach drive them 
ashore. 


That Cephalopods furnished an attractive bait for fish was known 
to the ancients, for Aristotle tells us: 


for this reason fishermen ronst the fleshy ports of the cuttlefish and use ft 
na balt on account of its. smell, for fish are pecullarty attracted by It: they also 
bake the octupus and talt their fish baskets or weels with it entirely, as ther 
say, on account of its smell. 
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A BATTLE BETWEEN A SPERM WHALE AND A GIANT OcTorus. 


Hy permission, from “ Denizens of the Deep," by Frank T. Bullen, Fleming Ht, Revell Co, 
publishers. , 





Plate 18. 
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Our American cod fishermen will thoroughly agree with him, but 
they will say that baking or roasting is not essential, that salting 
even will do. Let us quote again from Simmonds’s Commercial 
Products of the Sea: 

The aquids form an important element in the North American fisheries, The 
oonmon Loligo is the favorite food of the cod, and is therefore itself fished 
for balt. One-half of all the cod taken on the banks of Newfoundland are said 
to be cought by ft. When the vast shoals of this mollusk approach the coast 
hundreds of vessels are rendy to capture them, forming un extensive cuttle 
fishery, engaging 500 sall of French, English, and American ships, During 
violent gales of wind hundreds of tons of them are often thrown up together 
in beds on the flat beaches, the decay of which spreads an Intolerable efluylam 
around, They must themselves be consumed in enormous numbers, for It has 
been estimated that a single squid will lay In one season 40,000 eggs, 

A recent inquiry at the Bureau of Fisheries yielded the statement 
that about 3,000,000 pounds were captured annually, estimated to 
have a value of about $43,500, Sixty-six per cent are caught in traps 
in moss chiefly about Cape Cod, though many are obtained in the 
same manner all the way from Maine to Maryland. Considerable 
quantities also are obtained by American fishing vessels on the coasts 
of Canada and Newfoundland. These are not noted in the above 
statistics. To a considerable extent in former times, but only to a 
limited extent recently, squids have been caught by means of jigs, 
a collection of hooks arranged in circular form along a central 
weight. Jigs are dangled in the water at the end of short lines and 
attract the squids which are caught when they attempt to seize them, 

On our west const squids are caught for food purposes, being 
chiefly used by the Oriental element of the population. All through 
the south seas, the Philippines, and Japan, as well as the adjacent 
mainland countries, one may see split and dried cuttlefish hung in 
the stores and offered for sale as an element of proteid food. In the 
Mediterranean countries, where they are also used as food, they are 
usually pickled. Nor is the flesh the only element of commercial 
value, for the cuttlefish bone forms quite an element of commerce. 
It is not only used as an adjunct to the canary’s cage, but in powdered 
form has served as a fine polishing powder, a fine dentifrice, and an 
ingredient of medicine, The ladies of ancient days knew it also, for 
they were accustomed to use the burned preduct, known to them 
as pearl powder, as an aid to complexion. In later days this was 
even improved upon by the addition of a bit of carmine to form the 
so-called French rouge. Sepia and India ink have been already 
referred to and need no further mention here. 

We will close our sketch with some extracts from a charming ar- 
ticle, “First Photographs Ever Made of a Paper Nautilus,” pub- 
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lished by Charles Frederick Holder, in Volume 15, No. 4, 1909, of 
- Country Life in America, which gives one a glimpse of the marvelous 
beauty of some of these pirates of the deep. 


The term paper nautilus suggests the dalnty structure In which the nnloul 
lives at tlues—a fragile, involuted, vase-llke object, deeply Muted and coiled, 
the keel or efige sharp, having double points, while all over the calcareous and 
pearly shell are deep graceful and branched radiations, The general color is 
n delicate gray, the opening In the slide of nacre, heavily coated, In sharp con- 
trast to the horny translucent shell paper, The keel Is tinted a rich brown 
thot often extends an inch or two up the side of the shell, which may be 2 
or 8 or 9 inches neross. The shell is not to be compared with the ordinary 
covering of mollusks, as it Is not eseentin] to the animal; It Is only a dainty 
object having the shape of a shell, formed by the animal for the protection of 
a its ees. It is, then, a nest ond in no way connected with the animal, as in 
> the case of the pearly nautilus, where the animal forms partitions os It grows 
rt - ond is connected with them all by a fleshy pedicle or cord. The paper nautilus 

‘ean dart out of its fairy ship at oa second’s notice. 
‘ay Ginocing into the shell we may see on yellow bunch of mininture grapes 

a hanging from the interior wall—the eggs—and perched In front of them Is 

the argonaut, looking very much like an octopus or devilish, From the number 
of empty shells found upon Saota Catalinn beaches in winter ood summer It 

might be assumed that the argonaut deserts the shell at times and lives a 
“a roving, octopuslike life. 

To appearnnce it Is one of the most benutifol of all animals as it rests In Its 
shell, trembling with color, as waves of rose, vellow, green, violet, ani! all tints 
of brown are coutinunily sweeping over it; now irised In the most dellcate shode 
of blue, now brown or green, changing to rose, vivid scarlet, or molten silver. 
So sensitive is lt that every convulsive movement of the mantle of my puper 
nautilus In taking water to breathe and forcing It out of the siphon caused a 
wave of color to pass over the entire body. When the water was taken In the 
color cells contracted, leaving it pale for a fraction of a second; when It was 
forced! out they evidently relaxed and the entire surface wos suffused with 
color to disappear os quickly, giving a continuous heat-lightning effect. 

Of the three living specimens that I have kept in confinement one wos 4 or 
§ tnoches long, another § of 0. The smoll one was extremely active, leaving 
its shell to crawl about its prison and darting back with great agility, directing 
hia funnel backward ot the cluster of eggs hanging in the interior of the shell, 
nlways qeying the most assiduous attention to them to prevent the Intrusion 
of any purasite or enemy. 

It would recline against the weed-covered rock watching me or eyelng my 
hand as it moved about, blushing, paling, displaying remarkable sensitiveness, 
nod when I touched the shell would protest by pumping violently, shooting 
the shell backward and, If I held on, aiming the siphon at my hand and pump 
ing water at it, on one occasion Gilling the water with on extraordinary volley 
or cloud of ink, But ordinarily this argonnut did not resent my friendly od- 
vances and when touched It would twine its tentacles about my fingers, hold 
them closely, and rise partly from the shell, the big black and silver staring 
eye evidently watching every movement. 

"The speed with which the argonnut could move backward, propelled by Its 
siphon, was remarkable when seen from the side, but when It was obecrveil: 
from behind it was seen to be a perfect racing machine; the sharp keel of 
the shell covered by the extraordinary velamentous arms Presented ns perfectly 
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1. THE ARGONAUT ANDO HER Eoo Case, 


From *' First Photographs Ever Made of a Paper Nontilos,” by Charles F. Holder, Country Life 
in America, Febrimry, |e), 


2. A Fish TRAP ON THE Care Cop Coast, IN WHICH Lance NUMBERS OF SQUID ARE 
CAUGHT. 
From“ hing Uerring: An Account of the World's Most Voltahble Fieh, ete,,” by Pugh AM. Sith. 


salloial Goographic Magazine, August, )0R, 
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THE ECONOMIC IMPORTANCE OF THE DIATOMS. 


By ALBERT Mann. 


[With 6 plates.) 


Scientific study is constantly giving emphasis to the fact that in 
nature there is little, if any, relationship between size and impor- 
tance. Charles Darwin long ago made it plain that among the myriad 
of living creatures the earthworm plays a very important role in the 
economy of nature, especially as applied to mankind, and is in fact 
a preater animal than the elephant. The lowly grass outweighs in 
importance the loftiest tree of the forest. A brilliant series of dis- 
coveries led by Pasteur has revealed to us that the most gigantic 
power, in some cases beneficent, in others baleful, is exercised by 
the minutest of al! living things, the bacteria. It is, therefore, not 
to be wondered at that the plants here under consideration, although 
as a class quite invisible to the naked eye, and many of them so 
minute that a hundred can be laid upon the head of a common pin, 
are at the same time of great economic importance. 

But for a long time the attention of mankind was diverted from 
the more practical values that we are here to consider by that most 
striking characteristic of these plants, their surprising beauty and 
the unequaled complexity of their ornamentation. Coupled with 
their minuteness there is a daintiness of structure and an artistic 
diversity of design among the six thousand and odd species which 
has doubtless been the cause why until recent times they have been 
objects of merely esthetic interest. They have never been neglected, 
for from the time of the invention of the microscope they have been 
the darlings of the microscopists; but only to-day are they begin- 
ning to be recognized as an important factor in the welfare of the 
human race, 

Each diatom plant secretes for itself an incasing box or invest- 
ment of pure silica, somewhat as a clam or oyster secretes its shell; 
and these crystalline walls, within which the tiny living plant is 
housed, are sculptured and carved with such bewildering complexity 
of design and yet with such perfection of finish that their attrac- 
tiveness has absorbed the attention of students to the detriment of 
their many less spectacular qualities. 

oie 
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Only one practical use has been developed from this esthetic study 
of the diatoms; they have been long recognized as the most accurate 
and satisfactory test objects for determining the perfection of micro- 
scopic lenses and accessories, the ability of any microscope to render 
visible the fine lace ornamentation which overspreads some of the 
species being the best index of its optical excellence. As a conse- 
quence of this, all microscopes are to-day tested’ with one or both of 
two species of diatoms, Plewrosigma angulatum, or Amphipleura 
pellucida, 

One of the oldest of the economic uses of diatoms has been that 
of employing fossil diatom earth as a polishing powder, especially 
in metal work. These organisms appeared geologically about the 
middle of the Cretaceous period, and although, therefore, among 
the later of the now existing forms of plant life, their prolific multi- 
plication has resulted, during former periods of time, in the forma- 
tion of enormous fossil beds composed of the silica remains of these 
minute aquatic plants. Such beds are found all over the world, 
famous deposits being located at Luneburg, Germany; Bilin, Bo- 
hemia; Sendai, Japan; Ananino, Russia; Oamaru, New Zealand: 
Moron, Spain; Keene, N, H.; Nottingham, Md.; the coast of Cali- 
fornia, and many other places of minor importance. The first con- 
siderable fossil deposit of diatomaceous earth used was confused 
with a polishing material called “ rottenstone,” mined at Tripoli, in 
Africa, and it was therefore referred to in commerce by the same 
name, “Tripoli powder,” and is in fact so sold in drug stores at the 
present time. Its high abrasive value comes from the fact that the 
material, silica, has a high degree of hardness and the crain of the 
diatom powder is so fine ns to produce as a polish the highest luster. 
Its extreme fineness of texture is shown by a computation made by 
Ehrenberg, that in 1 cubic inch of the Bilin diatom earth there are 
40,000,000 individuals. 

This abrasive quality of the diatoms has led to their use for other 
purposes than metal polishing, as for example, for tooth powder, 
One of the widely advertised tooth powder preparations upon the 
market is composed entirely of diatomaceous earth. It can not be 
suid that this is a good material for the purpose, as the cutting 
quality of this siliceous substance is too great to be used constantly . 
upon the thin layer of enamel of the teeth. It is, however, interest- 
ing‘to think that many of the users of this diatom dentifrice would 
be amazed if they could see the thousands of exquisite gem-like organ- 
isins lying I por their tooth brush and used as a toilet preparation. 

As a curious instance of perverted use, it might be well here to 
mention the fact that diatomaceous earth was at one time extensively 
eaten by the impoverished and half-starved tribes inhabiting the 
remoter portions of eastern Europe and Asia, Generally the diatom 
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earth was mixed with flour, and although the nutritive value of this 
added substance is practically nothing, the advantage of its use was 
an actual one; because; when the normal requirement of the human 
stomach for a “square meal” is a quart, and the available flour for 
that meal isa half pint, the unfortunate consumer gets at least the 
semblance of a full dinner by adding to his food supply three times 
its volume of harmless and inert matter. This is probably the ex- 
planation of the custom of those tribes known as the “ earth eaters.” 

A number of years ago and shortly after the invention of nitro- 
glycerine, the diatoms came into an economic use of great importance, 
namely, the manufacture of dynamite. This substance, so great 
a blessing and a curse to mankind, is essentially nothing but nitro- 
glycerine absorbed into the cavities of dried diatom earth. As each 
diatom plant is a microscopically small silica box, the walls of which 
are perforated with intensely minute openings, the diatom earth 
serves to isolate tiny particles of nitroglycerine in snch a way as to 
render the liquid practically a solid and at the same time to obviate 
the dangerous quality of free nitroglycerine of exploding by means 
of shock and at low temperatures. To-day, although diatomaceous 
earth is used to a considerable extent as an element in nitroglycerine 
explosives, it has been somewhat replaced by other substances, as for 
example, wood meal. 

If the meaning of the word economic is not too rigidly taken 
and may include our increased facility in:certain lines of research, it 
is proper to mention among the economic uses of these plants their 
value in the determination of certain problems of oceanography, 
especially in the determination of the direction and the extent of 
the great ocean currents. Those familiar with this phase of research 
are aware of the great difficulties attendant upon the accurate meas- 
urement of the extent and speed of an ocean current, due to the fact 
that the vessel from which such observations have to be made is itself 
a drifting object, acted upon by the current in question, as well as 
by the wind and other forces difficult to compute, Could the ship 
be anchored, this disadvantage would vanish; but inasmuch nos this 
phase of oceanographic research is carried on in the deep seas, 
anchoring is not practicable. These organisms, on account of their 
peculiar structure, composition, and size, lend themselves perfectly 
to studies of this kind. It is perhaps safe to say that they are the 
only organisms which meet fully the requirements. Being com- 
posed in part of an indestructible substance, they do not suffer the 
rapid decay of many of the microscopic organisms of the sea. This 
is equally true of other marine organisms incased in silica; but none 
of these have a second characteristic of the diatoms which is of equal 
importance, namely, a minuteness of size sufficient to enable them to 
be carried hundreds or thousands of miles by ocean currents. Such 
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animal denizens of the sea as the Radiolaria are as immortal as to 
their silica encasements as are the diatoms; but their larger bulk 
and more massive construction precipitates them to the bottom, while 
the diatoms are held in suspension like the finest dust for an indefi- 
nite distance. When we add to these two qualities a third one, the 
large number of well-defined species, differing in kind according to 
the parts of the world in which they are found, we see that the pres- 
ence of these organisms in an ocean current, even thousands of miles 
from land, will often indicate the direction, the extent, and to some 
degree the speed of the current by which they are borne along. It 
should be here stated as a factor in this problem that the diatom flora 
of any part of the world is always peculiar to that locality, just as 
the land flora varies at different latitudes and on the different con- 
tinents. Thus we have a north and south arctic, a north and south 
temperate, and a torrid diatom flora, which are in strong contrast to 
each other and which, wherever met with, indicate the place of their 
erigin. In the same way the fresh-water forms, which are poured 
in large quantities into the sea by the rivers, are still more distinctive, 
and each section of the coast of our continent has at least some of 
these plants to be found nowhere else upon the earth. 

The student of these minute plants is constantly made aware of 
this sharp distinction of the diatom flora of one part of the world 
from that of the rest. Let us take some examples: A recent study of 
come living material from the Hawaiian Islands yielded a large and 
elaborately ornamented diatom, Biddulphia imperialis, and search 
through diatom literature revealed this in an obscure monograph, 
where it was recorded that it also had been found “at the Sandwich 
Islands.” Doubtless the locality of the original specimen was prac- 
tically that of the one later found. Another species was named by a 
Philadelphia distomist as having been found in a gathering at Mag- 
dalena Bay, Lower California, and marked os “very rare.” The 
writer subsequently found it to be very plentiful in a dredging of 
the U. S. S. Albatross, and, by comparison with the record of the 
original discovery, it was shown that the two localities were within 
a mile of each other. The writer named a new species discovered jn 
the Arctic Sea, and subsequently, in a study of the dust collected in 
pockets on the ice floes of the Arctic, this diatom was rediscovered: 
and on comparison it was found that the latitude and longitude of 
the two were practically identical. Material secured by the Smith- 
sonian Institution adjacent to the openings of the Panama Canal and 
previous to its completion has yielded a great many remarkable 
forms. A rare species known as Pleurosigma spectabile occurs 
abundantly in one of the gatherings. This was previously reported 
by Prof, Grunow, of Vienna, as occurring along the const of Brazil; 
that is to say, it is a coastal, middle Atlantic diatom. An even more 
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rare form known as ('ampylostylus striatus was recently rediscovered 
in an irrigation ditch leading from the Everglades, in Florida. It 
was first found by Mr. Shadbolt, of England, on some mahogany logs 
shipped to London from the shores of Honduras; in other words, it 
isa Gulf of Mexico diatom. 
’ An argument, and doubtless a valid one, to support the theory of 
Prof. Nansen that a current passes northward from the Bering 
Strait across the north polar region and southward along the western 
shores of Norway 1s based upon the fact that the diatom flora of 
Bering Sea was found by Prof. Nansen to be singularly similar to 
that of Greenland and the Norwegian coast, thereby indicating a con- 
nection between these apparently remote localities, From such ex- 
amples as the foregoing it is reasonable to believe that when the nor- 
mal diatom floras of the different seas have been investigated and the 
local diatom floras of the shallower waters, and especially of the 
rivers of the land, shall be known, we can tell by samples taken at re- 
mote points of the ocean the parts of the earth traversed by the cur- 
rent in which are found the specimens in question. In this same way 
i problem of no little importance to ocean travel becomes one of easy 
and certain solution, namely, the area of contact between the cold 
Arctic water of the north and the warm waters of the Gulf Stream off 
the coast of Newfoundland, this contact being the cause of the dan- 
gerous fogs prevalent in that locality; for a sample of sea water 
taken anywhere in that neighborhood must reveal at once to a dintom 
expert whether the water came southward from the Arctic, or north- 
ward on the current of the Gulf Stream, or is a blending of the two. 

A consideration of the economic value of the diatoms requires 
mention of some minor uses. The large diatom beds of the western 
part of the United States, and especially those along the Pacific coast, 
where there are cliffs several hundred feet in height almost wholly 
made of this material, are coming to be of commercial value because 
of the use of this substance as a substitute for asbestos or in combi- 
nation with asbestos as a nonconducting coating for steam pipes, as 
a filler for refrigerators, and for many other uses where a noncom- 
bustible material is needed. Fossil diatom deposits are also of value 
to the art of pottery making, being combined with various other in- 
gredients in the composition of certain grades of porcelains and 
ginss. 

There has recently come into notice another use for diatomaceous 
earth which bids fair to become of considerable value to medical 
science. The material is compressed into filters in the shape of 
hollow cylinders or plates to be used for the filtration of serums, 
toxins, and other sterile liquids of service in the modern treatment 
of diseases. The porosity and extreme fineness of this material, 
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coupled with its resistance to the action of acids and most solvents, 
renders it peculiarly well suited for this purpose. 

A rather baleful use, at one time more extensive than at present, 
thanks to our pure-food laws, and reminding us of the “earth 
eaters” previously mentioned, was the employment of diatom earth 
fs an adulterant of candies. A large diatomaceous earth deposit 
in the eastern United States which formerly did a thriving business 
along this line has been practically abandoned at the present time, 
because certain candy manufacturers who used this substance have 
been compelled to resort to other means for cheapening their prod- 
uct. It is only to be hoped that the substitute, whatever it is, is as 
little harmful to the consumer as was the diatom material. 

Tt seems right to revert to the artistic beauty of these minute 
organisms, mentioned at the opening of this article, because their 
economic importance should not exclude their practical value to the 
arts in the matter of designs. Those who are familiar with these 
organisms find their great beauty consists not only in the delicate 
and complex tracery of their surfaces, surpassing in this respect the 
most ingenious arabesques of the Moor, but in the symmetry and 
great diversity of form and outline displayed by the members of this 
group. Nearly every symmetrical figure possible to curves and 
straight lines is represented in the diatoms. Elongated forms of 
graceful sigmoid structures, like Hogarth’s line of beanty; thin 
crescents, like the face of the new moon; triangles, rigidly exact or 
varied by all graduations in the curvature or undulations of their 
sides and by the blunted or keenly sharpened character of their 
angles; spindles and ellipses of every variety of breadth and con- 
yexity; squares; double squares; stars, from five to twenty pointed; 
circles, so accurate in their periphery as to correct the errors of the 
most perfect mathematical instruments; and combinations of these 
fundamental figures are to be seen in great abundance. Tt comes 
about from these qualities that the diatoms have a suggestiveness 
in the matter of design that should render them of great value to 
certain kinds of the mechanical arts. Jewelers, though they might 
well despair of copying the elaborate perfection of some of these 
forms, could doubtless obtain useful suggestions for new figures in 
ornamentation. Manufacturers of articles of artistic quality, such 
as laces, wall papers, printed fabrics, oilcloths, ete., have rendy- 
made in this gallery of art, the diatom flora, new and better ideas 
in designing; and, although the difficulty of obtaining and pre- 
paring diatom material for exammniation will limit their use in this 
field to some extent, the expense and toil of studying these objects 
would in many cases be well repaid. 

At the risk of stretching a little the legitimate meaning of the title 
of this article, I wish to mention on element of importance connected 
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| nisms, namely the value they have in throwing light 
upon a ocak of the differences between objects which are the product 
of mere mechanical construction and those the construction of which 
is coordinated with life. There are two things to be said in regard 
to the ornamentation of theze plants. First, there is a perfection at- 
tained that is essentially absolute, and vet not so servilely exact to the 
type as to preclude the marks of individuality in each separate plant. 
Take a dintom, upon the surface of which are found some hundreds 
of glittering hemispherical beads, and «a careful examination with 
the finest optical apparatus will discover no trace of crudity or 
irregularity in these hemispheres, cach one being polished with a 
perfection and curved with an accuracy that is absolute; and yet it 
would be hard to find two individuals with the same number of beads. 
Among the thousands of these organisms that can be found in a 
spoonful of ooze dredged from the bottom of the sea and extending 
for thousands of miles beneath its waters, each separate form will 
show the same adherence to its type, the same perfection in its work- 
manship, but the same unmistakable individuality. This is not 
mere mechanical accuracy, but an accuracy associated in some un- 
known way with the qualities of that master builder within each 
eell, cytoplasm. The distinction here insisted on is precisely that 
between the flight of a bullet and the flight of a bird. It is well illus- 
trated by the contrast to be seen in two of the accompanying illustra- 
tions; the sculpture of the living organism being shown in the figure 
of Suriretla baldjikit copied from a photograph of that diatom, while 
the sculpture represented in the figure of a very similar diatom, 
Surirella gracilis, is a mechanically drawn counterfeit. How this 
living, almost formless jelly, plays the role of a peerless artificer it 
still reniains for science to discover, 

The other point in a study of the structure of these organisms is 
that the principles of design are sui generis and not at all associated 
with the substance of which they are composed. Silica, like all other 
mineral matter, has its definite lines and angles of crystallization; so 
that a particle from one part of the world fits with infinite nicety 
into a particle from any other part of the world. But this silica is 
woven on the looms of the diatoms into fabrics the mesh of which 
may be one of many thousand patterns, and no principle of curves and 
no combination of lines known to geometry correspond in the slightest 
. degree to those found in the ornamentation of these plants. For ex- 
ample, a line may begin straight, bend gently into a curve, gradually 
or instantaneously be changed again and thus make up, with the 
thousands of other lines of the pattern, a variety of arrangement that 
has no relationship to the principles of mathematics. And yet there 
is 4 law within this apparent: lawlessness so rigid that the individual 
species hold their characteristics through thousands of years, and 
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‘a Nevicula lyra newly born in the Delaware River is a sister plant 
of a Navicula lyra born millions of years ago in the island of New 
Zealand. When, furthermore, it is borne in mind that we are 
here dealing with a unicellular organism the wonder becomes ac- 
centuated. Great complexity is also found in the flowers; but a 
flower consists of millions of cells and the complex of the whole is the 
sum total of the different parts. But here is one cell, with a single 
nucleus and microscopic droplet of cytoplasm, which builds for itself 
its own palace and is to itself its own architect. It is certainly not 
too much to say that here is a problem in the constructive resource- 
fulness of animate nature which must long woo and puzzle the ob- 
server. 
There is at present a growing interest in the theory that the di- 
atoms have contributed largely to the world’s stock of petroleum. 
The author does not consider the evidence for this at all conclusive: 
as, among other things, there is a significant lack of contiguity be- 
tween the world’s great oil fields and the chief diatom deposits. 
But the subject is here mentioned because certain curious facts do 
lend a strong plausibility, if not a probability, to this theory. ‘That 
these oils are of organic origin is generally recognized; and a physi- 
ological peculiarity of the diatoms, their enormous secretion of oil, 
explains why these tiny organisms suggest themselves to an explana- 
tion of the origin of petroleum. Most plants, during a part of their 
existence, manufacture more food-material, that is, building mate- 
rial, than is at the time required for growth; and this is temporarily 
stored up as a reserve supply. The chief reserve plant-food material 
is starch, with sugars, cellulose, inulin, asparagin, ete., as minor sub- 
stances. Dut, outside of seeds and nuts, only a few plants store up 
their reserve supply in the form of oil. The diatom is perhaps the 
most remarkable in this respect. Living diatom plants will always 
be found to contain from two to ten shining oil globules, deep 
orange-yellow in color, and with a high refractive index. The bulk 
of this oil, in proportion to the size of the diatom, rarely falls below 
§ per cent; and the author has samples of diatom material in which 
a careful measurement of the contained oil shows a proportion of 50 
percent. If we consider, therefore, the large extent of many of the 
known diatom deposits and their frequency in most parts of the 
world, it becomes evident that the potential volume of organic oil 
from this one source is very large. But, as above intimated, the 
application of cause and effect to the diatom-petroleum theory is at 
present very far from satisfactory. r 

In the diversified uses of the diatoms, if there be one that is of. 
supreme importance, it is the value of these organicms as the arent 
fundamental food supply of the marine world. In the sea as on the 
land, animal life is dependent upon plant life for the transformation 
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of the inorganic substances of the earth into organic materials that 
shall serve as food. The elements necessary to sustain life must be 
brought into certain chemical relationships, known as a class as or- 
ganic substances, before the animal can draw upon these to supply its 
life processes. In other words, carbon, oxygen, hydrogen, nitrogen, 
phosphorus, potash, ete., will not juggle themselves into edible com- 
pounds, It is only by the alchemy of the green, chlorophyl-bearing 
plants that these combinations are brought about. The diatom is 
the smallest of all the green, chlorophyl-bearing plants; but despite 
its insignificant size, these lilliputian workers are so numerous that 
the sum total of their activity is almost beyond calculation. Prof. 
Kofoid has estimated that the average number of diatoms in 1 cubic 
meter of water in the Illinois River is 35,558,462. Thriving abund- 
antly in all the waters of the earth, fresh and salt, from the north 
pole to the south, the countless myriads of these plants are turning 
the substances held in solution in the waters of the streams, lakes, 
and seas into living material and are doing this in that strange 
alembic where it always takes place, namely, the green, chlorophyl- 
grain. By harnessing in some way a sunbeam to its machinery it 
turns out from the erude material of mineral matter the vital mate- 
rial of plant tissue, and on this plant tissue there feeds directly or 
indirectly most of the animal life of the sea. Some of the minuter 
forms of economic value to mankind, like the smaller fishes (for 
example, the sardine) and the shellfish (clams and oysters) make 
these plants their principal if not their exclusive food. The teem- 
ing swarms of tiny animal creatures, of which the copepods may be 
citad as as an example, are the links between the diatoms and those 
other organisms which in turn prey upon them. 

And thus, as upon the land the carnivore feeds upon the herbivore 
and the herbivore feeds upon the plant, so in the sea its animal 
denizens may be referred back in their food supply to the final 
source, the diatoms. It may therefore be said, without stretching 
the truth, that these plants are the grass of the sea, because they 
eccupy the same important relationship toward the life of the 
sea that grass does toward the life of the land. It 1s not meant 
by this that other marine plants do not contribute to the store of 
animal food. Many of the brown and red seaweeds form the pas- 
tures of animal sea life; and one plant especially, the so-called eel 
prass, Zostera marina, is of great importance to those forms of life 
inhabiting the shallower waters along the shore and especially of 
the bays and estuaries indenting the coast. Although Zostera does 
not appear to be extensively preyed upon while it is growing, it 
becomes a highly nutritious feast for myriads of forms of animal 
life at the time of its decay. But its usefulness in this respect is 
greatly circumscribed because it is not available during the greater 
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portion of the year and is available only in those shallower waters 
in which it is fitted to flourish. Out upon the wide ocean, compris- 
ing roughly three-fourths of the surface of the globe, it is the diatom 
which is the plant par excellence as the supplier of animal food. It 
also shares this service with the other plants above mentioned in 
the shallower waters of the coast. 

The full value of the diatoms in this particular is only recently 
being appreciated. It seems strange that the study of this im- 
portant point has been so long deferred; as strange as if the stock 
raiser should have persistently neglected the study of those forage 
erops upon which the welfare of his stock depends. The enormous 
Value of the fisheries to the world, to the inhabitants of all lands, is 
the measure of the importance of the study of these minute organisms, 
because of their intimate relationship to the problem of fish food. 
When the diatom flora of our coasts and of the high seas is suffi- 
ciently investigated we shall be in a position to understand better such 
problems as the migration of fishes and the prevalence of certain 
kinds in certain waters: and it is not improbable that means will be 
devised for augmenting the fish food supply through the diatoms, 
just as the science of agrostology works toward the betterment of the 
cattle raising industry. 

__ Asasingle illustration of this point, let us take the teeming animal 
Jife of the Antarctic. Those who have seen illustrations of recent 
explorations near the South Pole were certainly impressed with the 
‘ehormous fecundity of animal life in that region. It is strange 
therefore to note that this life is confined almost entirely to its 
waters; to learn that there are no land birds, no land animals, nor 
‘insects, This is because there is no plant life upon the shore, All 
bird life, all animal life is marine, penguins, gulls, petrels, and 
a long list of strictly aquatic animals. Now, in these waters of the 
Antaretic the plant life that is most prominent is the diatom. This 
plant, more than all others, is the explanation of the teeming life 
that inhabits those remote seas, The writer in investigating the 
diatoms of the Shackleton Expedition to the South Pole, found in 
most of the samples collected a larger percentage of diatoms than in 
any other samples known. Some dredgings made at MeMurdo Bay 
were found to be at least 50 per cent edible diatomaceous material. 
No wonder therefore that the lower animal forms swarm in these 
waters and that the carnivorous animal forms of larger bulk are so 
prolific: for between them and extinction there stands the abundant 
and ever-present supply of plant food represented by the diatom 
flora. 
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By W. E. Sarrokp, 
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The use of narcotic plants and stimulants was widely spread in 
both North and South America long before the discovery, not only 
for the purpose of exhilaration or intoxication, but also in connection 
with the practice of necromancy and in religious rituals and cere- 
monies nceompanying the initiation of boys into the status of man- 
hood. The companions of Columbus on his first voyage observed 
the custom of smoking cigars made of bundles of tobacco leaves as 
practiced by the aborigines of Hispaniola, or Haiti, and the same 
custom was observed on the Isthmus of Panama. The use of this 
plant was found to be very widely spread on the mainland of both 
North and South America. In Mexico tobacco was used in religious 
rituals like incense, and its leaves were chewed with lime. Though 
of subtropical origin, its cultivation extended as far north as the 
St. Lawrence River. The antiquity of tobacco smoking in North 
America is attested by the discovery of ceremonial tobacco pipes 
in prehistoric mounds and graves. 

A narcotic snuff called cohoba, described by Ramon Pane, who 
accompanied Columbus on his second voyage, has been confused with 
tobacco. It was used by the natives of Hispaniola, who inhaled 
it through the nostrils by means of a bifurcated tube. Snuff simi- 
larly inhaled was afterwards found among several Indian tribes of 
South America. It proved to be a powder prepared from the seeds 
of a mimosalike tree, Piptadenia peregrina, to be described below. 

Among the Aztecs, in addition to tobacco, two other narcotic 
plants, a small, fleshy spineless cactus mistaken by early writers for 
a fungus from the appearance of its dried discoid sections and the 
seeds of a species of Datura called ololiuhqui, were used by priests 
and magicians in their incantations. So holy were these plants 
held that collectors sent in quest of the cactus (peyotl) were con- 
secrated with incense before starting on their journey, and it was 
Sh 





1 Published by the authority of the Secretary of Agriculture. 
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considered a pious task to sweep the ground where the ololinhqui 
grew. Among the Zufiis and the Indians of Arizona and Southern 
California the roots and other parts of a closely allied Datura were 
used in incantations and initiatory ceremonies. Among the Indians 
of Virginia the common Datura stramonium was used in a similar 
ceremony (huskinawing) to cause intoxication of candidates for 
initiation; and it is interesting to note that in the Andes of Peru 
a related tree datura, Brugmansia singuined, was used by the 
priests of the Temple of the Sun to induce exhilaration accompanied 
by supernatural visions. 

Other narcotic plants belonging to the Solanaceae, or Nightshade 
Family, allied to the Mandragora and Hyoscyamus of the Old World, 
were species of Solandra, resembling climbing daturas with long 
trumpet-shaped flowers; Himeranthus and Jaborosa of South 
America, used as aphrodisiacs and in religious ceremonies; Salpi- 
chroa and Acnistus, with properties like those of Atropa Belladonna; 
and, in addition to these, a South American forest climber belonging 
to the Malpighinceae described by Richard Spruce under the name 
Bunisteria Cuapi, 

Among nerve stimulants used by American aborigines must be 
mentioned first of all Erythrorylon Coca, now of great Importance 
as the source of cocaine; /lex paraguariensis, the yerba mate, or Para- 
guay tea, and its very close ally of our Southern States, Jlex vomi- 
toria, the basis of the celebrated “black drink”: Theobroma Cacao, 
from which chocolate is made; and Paullinia Cupana, the source of 
the cupana or curand, of South America, which acts, somewhat like 
tea, as a wholesome stimulant. 

Among alcoholic intoxicants were chicha or azua, prepared by 
fermenting gruel made from grains of maize or chenopodium, to 
which various fruit juices were sometimes added ; tizwin, or teshuino, 
made by our southwestern Indians from sprouting maize or other 
grains, and also from mezquit pods or cactus fruits; and a fermented 
drink prepared in South America from the roots of mandioca, From 
the sap of certain species of palms wine was made in various parts 
of tropical America, and from century plants, or agaves, and yuccas 
the Mexicans made their fermented octh, or pulque. The art of dis- 
tilling was unknown in ancient America, but with the fermented 
liquors above mentioned, often strengthened by narcotic herbs, roots, 
or seeds, many of the aboriginal tribes succeeded in & getting glori- 
ously drunk,” as one of the early Spanish writers declared. Some of 
them were addicted to most disgusting forms of debauchery long 
before they came under the degrading influence of civilization, so 
often deplored by travelers and missionaries. 


'See Splx and Martins, Relse in Brasilien, 2: 1073, 1831; and Robert Southey, 
History of Brasil, 3: 722-T23. 1819. 





(Plates 1 and 2.) 


Tobacco is first mentioned in the account of Columbus's discovery 
of the New World. In the narrative published by Navarrete, under 
the date of November 6, 1492, is the following entry: 


Last night, says the admiral, came the two men whom he had sent to observe 
the interlor of the island, and they told him bow they had walked 12 leagues 
toa village of 50 houses. * * * On the road the two Christinns encountered 
“many people proceeding to thelr villages, men and women, holding in thelr 
hands oa firebrand and herbs which they were accustomed to take in thelr Incense 
burners. 

In a footnote on the same page is added: 


In the Historia general de las Indiana which he wrote, Blshop Casas refers 
with greater detail to this occurrence, “These two Christinns met on the road 
(says he) many people who were proceeding to thelr villages, women and men, 
always the men with a firebrand in thelr hands and certain herbs to take in 
their incense burners, which are dry herbs wrapped In n certain lenf, also dry, 
after the manner of a musket made of paper which the boys make at the feast 
of Pascua del Espiritu Santo; and having lighted one end of it, at the other 
they suck or inhale, or receive within with the breath, that smoke, with which 
the body is soothe! and which almost intoxicates, so that they do not feel 
fatigue. These muskets, or whatever we shall call them, they call tabacos, 
I knew Spaniards on this island of Hispaniola who were accustomed to taking 
them, and, belng reproached for so doing because it was a vice, they replied 
that they could not stop the hablt. I know not what savor or benefit they found 
In them. Here may be seen the origin of our clzars. Who would have ventured 
to say at that time that thelr consumption and use would one day become so 
common and general and that tpon this new and strange vice there would be 
estnhlished one of the fattest revenues of the State?" * 

USE OF TOBACCO BY THE MEXICANS, 

"By the ancient Mexicans tobacco was regarded as a sacred or 
magic herb. It was used in their religious rites and in ceremonies 
of various kinds in the form of incense. They also inhaled its 
smoke and chewed its leaves together with lime. In the Nahuatl 
language it was called yetl, as prepared for their fumigations it 
was called piciet]; and the leaf of green tobacco together with lime, 
prepared for chewing was called tenexiet] (from tenextli, lime, and 
yetl, tobacco). The last name is often modified into other forms, 
varying even in the writings of a single author, as tenegiete, tene- 
chiete, etc., the Nahuatl X having the sound of the English SH 
(which is absent from the Spanish language), and the Spaniards 
having a tendency to drop the terminal L of Nahuatl words. 

_ The plant itself, Nicotiana tabacum, was described by Dr. Nicolas 
Monardes of Seville, in 1574, and highly recommended by him for its 


ae a aN ae 

‘Navarrete, Collecelon de lon Viages do Deseubrimienton, que bicleron por mar los 
Espafioles desde fines del siglo XV. Tomo, 1. Viages de Colon: Almirantazgo de Cas- 
tills, pp. 60-61, 1825. 
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supposed medicinal virtues. After enumerating a long list of 
maladies which might be cured by it, and relating specific instances 
in which he had known it to be efficacious (very much after the 
manner of the testimonials published at the present day in connec- 
tion with patent medicines), he describes its ceremonial use by the 
Indian priests, or necromancers. In this connection, however, since 
he speaks of its intoxicating effects, it is very probable that other 
narcotics were mixed with it. The custom of chewing it, as prac- 
ticed by the aa he describes as follows: 7 


The Indians make use of tobacco to ald them to endure thirst os well as 
hunger, and to enable ‘iste to pass days without having necessity to eat or 
drink. When they hove to journey across some desert or wilderness where 
neither water nor food is to be found, they use little pellets made of this 
tobueco, They take the lenves of It, and chew them, and as they go chewing 
them they ¢o mixing with them «© certain powder made of burot clam shells, 
and go mixing them together In their mouth until they make a kind of paste, 
out of which they ake little pellets a little larger than garbanzos and place 
them in the shade to dry, after which they keep them and use them in the 
following miummer : 

When they are obliged to journey in regions where they do not expect to 
find water or food, they take one of those pellets and place it between the 
Jower lip and the teeth, and they go along sucking it all the time that they 
are walking, amd what they suck they swallow, and after this fashion they 
poss and journey three or four days without having necessity for foul or 
drink: becnuse they feel neither hunger nor thirst nor falntness which might 
hinder their journey.’ 

Padre de Ja Serna, who prepared a manual for instructing the 
missionaries sent to the Indians concerning witchcraft, necromancy, 
and idolatry, as practiced by the payni and titzit] of the Mexicans, 
speaks repeatedly of the use of tobacco (picietl) and lime-and-tobacco 
(tenexiet!) in their various conjurations. ‘This plant, to which the 
Mexicans ascribed divine honors, was invoked like the sacred ololiuh- 
que and peyotl, which will be described later. In all cases the spirits 
of the plants, designated as brown or green or white, were called 
upon to cast ont various maladies, also distinguished by colors, with 
threats if they failed and promises if they succeeded. In classifying 
these narcotics Padre Serna observes: 

They enlied by the name of “green spirit” the teneglete [tenexiet!] which 
they prepared with lime, In ordér to give strength to the mouth, venerating 
jt ae though it were the guardian angel of travelers. Tobacoo, since it did not 
cause hallucinations, was not held to possess the virtues of divination like those 
of the narcotic ololiuhqal [Datura] aod peyot!l [Lophophora]. ‘The latter were 
held in such reverence by certuln persons “forsaken by God” that they were 
carried nbout to serve as charms against all injuries.' | 





ee 
IMonardes, “ Historia medicinal de|las Comms que se traen de nucstran Indias Ocel- 
deniales que sirven ef Medicina.” £80. 1574, 
#See Jacinto de la Berna, “ Manual de Ministros para ef conocimiento de Sdolatrina y 
extirpacion de cling.” In Documentos [nlitos para in Historia de Espafia, rol, 1M, 
p. 166. 
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USE OF TOBACCO IN NORTH AMENICA, 


The antiquity of the custom of tobacco smoking in North America 
is indicated by the discovery of tobacco pipes in graves and burial 
mounds in various parts of the United States. Two of these pipes 
are shown in the accompanying illustrations (figs. 1,2). They are 
but a sample of many, often fashioned in the shape of mammals, 
birds, or reptiles, and sometimes of human beings, found in the 
Scioto Valley, where the writer was born. 
It was the discovery of objects like these 
in the mounds near Chillicothe, Ohio, that 
first instilled in him an interest in study 
of the origin and history of the aboriginal 
inhabitants of America. 

So widely spread was tobacco at the ges 7 
time of the discovery that, although a pyc. 1.—stone pipe frank ingiad 

lant of subtropical origin, it was found Mound, near Chillicothe, Ohio, 
‘n cultivation as far bs an the Sk Law: Fo oe my 
rence River. Indeed, one of the great tribes of North American 
Indians, known as the “Tobacco Nation,” inhabited nine villages 
lying just south of Lake Huron. They took their name from the 
fact that they cultivated tobacco on a large seale and sold it to other 
tribes. * 

The important part played by tobacco in many ceremonies of the 
North American Indians is too well known to need description in 
this place. In the South tobacco smoking often accompanied the 
ceremonial of the “black drink.” At meetings of ambassadors, 
councils of nations, treaties of peace, and the 
reception of visitors, the calumet or pipe of 
peace was invariably circulated. The aceom- 
panying illustration (fig. 3) represents the 
stem of a ceremonial calumet, like that carried 
by Marquette during his travels among the 
ian: In Virginia its cultivation was taken 

up on a large scale by the colonists. 
Ona a= Atow Sgellte ‘tobacco 2 andonbtedlc the most, important 

Lancet > = the same lo- gift which America has presented to the 

world: 








No other visible and tangible product of Columbus's discovery has been so 
universally diffused among nll kinds and conditions of men, even to the remotest 
nooks and corners of the habitable earth. Its serene ond pincld charm hos 
everywhere proved Irresistible, although from the onteet Its use has been 
frowned] upon with an acerbity such as no other affair of hyclene has ever culled 
forth. The first recorded mention of tobacco is In Columbns's diary for Novem- 
ber 20, 1402 [Nov, 6, according to Navarrete]. The use of it was soon introduced 
oS Ee ee Se ee a eee ee 


'7t ts interesting to note that in 1914 10,000,000 pounda of tobacco were prodoced {n 
the Provinces of Quebec and Ontario. 
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into the Spanish Peninsula, and abont 1560 the French ambassador at Lisbon, 
Jean Nicot, sent some of the fragrant herb into France, where it was named 
in honor of him Nicotina, Tt seems to have been first brought to England by 
Lane's returning colonists In 1586, and early In the seventeenth century It was 
foshionable to smoke, in spite of the bull of Pope Urban VIII and 
King James's “Counterblast to Tobaceo,” Everyone will remember how that 
royal author charncterized smoking os “a custom loathsome to the eye, hate- 
ful to the noee, harmful to the brain, dangerous to the Jungs, and in the 
biack stinking fume thereof nearest resembling the horrible Stygian smoke of 
the plt that 1s bottomless.” ' 
Tn spite of all efforts to discourage its use and cultivation, tobacco 
soon became the principal staple of the New World, and was even 


Fie. 3.—Ceremonial pipe of peace, or caolumet. 


used instead of gold and silver for currency. In 1619, owing to the 
scarcity of wives in Virginia a shipload of young women— 

spinsters carefully selected and matronized (says Fiske) were sent to the 
eolony., They had no difficulty in finding suitors, but no accepted sultor could 
claim his bride until he should pay the London Company 120 pounds of tobacen 
to defray the expenses of her voyage.’ 

Fiske calls attention to the important role which tobacco has played 
in the history of our country by repeating a remark of Moncure 
Conway: “A true history of tobacco would be the history of English 
and American liberty.” Fiske continues: 


It was tobacco that planted an English nation In Virginia, It was the 
desire to monopolize the tobacco trade that induced Charles I to recognize the 
House of Burgesses; discontent with the Navigation Act and its effect upon the 
tobacco trade wos potent among the causes of Bacon's Rebellion: and so on 
a SSA any age 1 a 


i Fiske, John. od Virginia and her Neighbors, 1: 174-175, 


® Fiske, op. cit, 1: 163-189, 1808. 
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down to the eve of Independence, when Patrick Henry won his first triumph 
in the famous Parson's Couse, In which the price of tobacco furnished the 
bone of contention, the Indian weed has been strangely implicated with the 
history of political freedom.' 

Such a certain and steady demand was there for it that, like choc- 
olate in Mexico, it became the currency of the colony. 

The prices of all articles of merchandise were quoted In pounds of tobacco, 
In tobacco tnxes were assessed and all wages and salartes were paid. ‘This 
use of tobacco as a circulating medium and as a standard of values was 
begun In the earllest days of the colony, when coln was senrce, and the structure 
of soclety was simple enough to permit a temporary return toward the priml- 
tive practice of barter, Under such circumstances tobacco was obviously the 
article most sure to be used as money” It was exchangeable for whatever any- 
body wanted In the shape of service or merchandise, and it wos easily pro- 
cured from the bountiful earth," 

COHOBA SNUFF OF THE ANCIENT HAITLANS. 
(Plate 3.) 


In addition to tobacco the companions of Columbus encountered 
another narcotic in Haiti, or Hispaniola, called cohoba. It was 
taken in the form of snuff, inhaled through the nostrils by means 
of a bifurcated tube. It was correctly described by Ramon Pane, 
appointed by the great admiral to report upon the superstitious be- 
liefs of the islanders, and also by Las Casas, who was an eyewitness 
to the ceremonies accompanying its use. Subsequent writers, mis- 
led by Oviedo’s incorrect statement that this substance was ignited 
and its smoke inhaled through the nostrils by the bifurcated tube, 
confused it with tobacco. It was in reality derived from the seeds 
of a mimosa-like tree, known botanically as Piptadenia peregrina. 
That it could not have been tobacco is apparent from the descrip- 
tion of the physiological effects caused by it. All writers united in 
declaring that it induced a kind of intoxication or hypnotic state, 
accompanied by visions which were regarded by the natives as super- 
natural. While under its influence the necromancers, or priests, were 
supposed to hold communication with unseen powers, and their in- 
coherent mutterings were regarded as prophesies or revelations of 
hidden things. In treating the sick the physicians made use of it 
to discover the cause of the malady or the person or spirit by whom 
the patient was bewitched. The snuff was called coxoba in the 
language of the islanders. This was rendered in the Italian or- 
thography of the translation of Pane’s description, “cogioba,” and 
incorrectly transcribed as “cogiba,” or “cojiba." In Spanish or- 
thography it is written “ cojoba.” 








1Piske, Old Virginla and. her Neighbors, 2: 174., 1608, 

Fit ts interesting to note that at o later epoch whisky distilled from malse was 
used In certain parts of the United States as currency, even for paylog the salarles of 
school teuchers and clergy tien, 

© Fiske, op, clt. p. 210 
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In deseribing the idols of the islanders Pane gives the following 


‘Those of wood are made In this fashion: When someone is golng along on a 
journey he suys he sees o tree which Is moving its roots; and the man in a great 
fright stops and asks: * Who is it?" And he replies: “My name is Buhoitihu, 
and it will indicate who I am.”)) And the man goea to the physicinn and tella 
him what be has seen, and the enchanter or wizard runs limmediately to see 
the tree which the man has told him of and sits down by it, and he makes cogloba 
as we have descatbed [above In the story of the four), And when the cogloba 
is made be stands up on his feet and gives it all its titles os if It were some 
great lord, and he asks lt: “Tell me who you are, and what you are doing here, 
and what you want of me, and why you have had me called, Tell me if you 
want me to cut you or if you want to come with me, and how you want me to 
carry you, and I will bulld you a cabin and add a property to it." Then that 
tree or ceml, become an idol or devil, replies to him, telling him the shape in 
which it wants to be made, And he cuts and makes It In the shape it has al- 
rected; bullds its bouse for it, and gives the property, and many thmes in the 
year mukes cogioba for It, This cogiobn is to pray to It and to please it and to 
nek and to learn some things from the cemi, elther evil or good, and In addition 
to-ask It for wealth, And when. they want to know If they will be victorious 
over their enemies they go Inte « cabin into which no one else goes except the 
principal men, and their chief ts the first who begins to make cogioba and to 
make a nolke; nnd while he ls making cogioha no one of them who 1s in the com- 
Piny says nnything till the chief has finished; tut when he has finished hia 
prayer he stands a while with his head inclined and his arms on his knees ¢ 
then he lifts his head up and looks toward the sky and speaks; Then they. all 
answer him with a lond volee, and when they have all spoken, giving thanks, 
he tells the vision that be has seen, Intoxicated with the cogioba which he has 
Iohisled through his nose, which goes up into hia head, And he auys that he 
has talked with the cemi and thet they are to bave n vietory: or that his enemlpa 
will fy; or that there shall be na great loss of Ilfe, or wars, or famine, or some 
other such thinga which occur to him who is intoxicated: to say. Consider 
what o state thelr brains are In, because they say the cabins seem to them to be 
torned upside down and that men ure walking with their fect in the alr, And 
this coglobn they make for cemls of stone and of wood as well na for the dead, 
oe we have describe) above.” 


Peter Martyr's account of the inhabitants of Hispaniola, in his 
De Orbe Novo, is simply a paraphrase of Fra Ramon’s paper, in 
Latin. It adds nothing to his description of cohoba, but on the 
other hand it is misleading, since it refers to it as “an herh which 
they pound up and drink”; and though it states that the natives 
“absorb the intoxicating herb called cchobba, which is the same as 
that used by the bovites to excite their frenzy,” it fails to specify 
that they breathed it through their nostrils by means of a forked 
tube, Nothing is said of the apparatus by which the snuff is taken, 
and indeed Ramon Pane himself neglects to give a description of 
it. Fernando Colombo, however, in his Historie ( 1571) states that 
for holding the snuff the natives had a finely wrought table of a 
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1BRamon Pine (140%), in appendix to Fernando Columbo's Historte, cap. XIX, p 187s, 
1571. a 
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yound form, resembling a trencher (come un tagliere), and that they 
took it by means of a bifurcated tube, “con una canna di due rami, 
che si mettono al naso.” 

The description. of Las Casas is even more precise. The snuff tray 
he describes as “a plate, not flat but slightly concavish or deep, made 
of wood, so handsome, smooth, and pretty that it could not be very 
much more so were it made of gold or silver; it was almost. pings 
and polished like jet” (cuasi negro y lucio como de azabache). 
describing the tube he says: 


The tube wns foshione! the size of a flute and was quite hollow, like a 
flute. From two-thirds of its length onward it divided by means of two 
hollow canes, Just as we open the two middle fingers, leaving out the thumb, 
with the hand extended. The ends of these two canes Inserted Into the 
windows of the nostrils and the base of the flute, let us say, Into the powder 
on the plate, they would draw in thelr breath and snufling up, would recelve 
through the nostrils as much of the powder as they wished to take, which, 
when tuken, would go at once to the braln, almost as though they had dronk 
strong wine: for they would become drunk or almost drunk * * © It 
was their custom, in coming together to decide dificult matters, such as the 
maneuvers of one of thelr war parties, or the performance of other things 
which they deemed important, to make thelr cohobn and with it intoxicate 
themselves or nearly so to do * * *. T saw these people on several oc- 
easions celebrate thelr cohoba, and it was an Interesting spectacle to witness 
how they took tt and what they spake, The chlef began the ceremony, and 
while he was engnged all remained silent. When he had taken his cohoba 
(that ia, when he bod snuffed up the powder through his nostrils, as I have 
described), they being seated on certaln handsomely carved low. benches which 
they called duohoes (the first syllable Jong), he remained silent for a while 
with his head Inclined to one side and his arms placed on his knees, Then he 
rhised his face henvenward, uttering certain words which must have been his 
prayer to the true God, or to him whom he held as God; after which all 
responded, almost os we do when we say amen; and this they did with a loud 
voice or sound. Then they gnve thanks and said to him certaln complimentary 
things, entreating his benevolence and begging him to reveal to them what 
he hod seen. He describe) to them his vision, saying that the Cem! had 
spoken to him and had predicted good times or the contrary, or that children 
were to be born or to die, or that there was to be some dispute with thelr 
nelghbors, ond other things which might come to his Imagination, all ais- 
turbed with that intoxication: or If perhaps without it, what the devil, to 
deceive them and win them to his worship, had brought to them." 


The snuff itself was described by Las Casas as “ finely ground and 
of the color of cinnamon or powdered henna” (de color de canela 6 
de alhefia molida).* 


fn SS TMB OOO 

Las Casas. Apol, Hist, de las Indias, Chap, 160, pp. 445-446, ed. Serrano y Saenz, 
Madrid. 1000. 

2 Ajhefie ia the name of the socalled Egyptian privet, Laweonia inermis, the powdered 
leaves of which, called henna, were used by the Egyptians for coloring thelr flnger-nalls, 
The fragrant flowers of this plant ore the principal source of the perfome wafted by 
the breemes of “ Araby the Blest." 
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COHOBA TREE STILL PERSISTS IN HAITI. 


That a substance with the intoxicating effects of cohoba should 
have been identified with tobacco seems strange; but if not tobacco, 
what could have been its origin? Is the custom of taking a narcotic 
snuff by means of bifurcated tube still in existence in any part of 
America? If so, from what plant is the snuff prepared, and is this 
plant to be found growing on the island of Haiti? These questions 
may be answered as follows: The custom of taking a narcotic snuff 
still prevails in various localities of South America, showing that 
at one time it must have been widely spread. In inhaling it some 
tribes used bifurcated tubes which correspond very closely with the 
descriptions of those used in Hispaniola (fig. 4). The plant from 
which the snuff is derived is Piptadenia peregrina, a tree which 
grows both spontaneously and in cultivation on the banks of the 
Orinoco and Amazon Rivers and their tributaries, This tree does 
grow on the island of Hispaniola, or Haiti, as well as upon the neigh- 
boring island of Porto 
Rico and several other of 

: 13 the Antilles, and —most 

| ~~ ‘Interesting and convine- 

Pio, Rie Raner ane fcc Mptadenta ing of all facts connected 

with it—it still bears the 

name cohoba, which was applied in ancient times both to the snuff 
itself and to the ceremonial practice of using it. 

In connection with his studies of the plants used by the aborigines 
of America, the writer encountered various narratives of travelers in 
South America in which ceremonial snuff taking by savage tribes by 
means of bifurcated tubes was described. In all cases the snuff was 
made from the seeds of Piptadenia peregrina, the tree called Cohoba 
in Haiti, Among the writers who bear testimony to this practice 
are Padre Gumilla, in his Orinoco Tlustrado (1741); M. de la Con- 
damine in his interesting Relation, published in the Memoires de 
Academie Royale des Sciences, Année 1745; Humboldt and Bon- 
pland in their Voyage aux Régions Equinoxiales (1819), and Spix 
und Martius, Reise in Brasilien (1831). One of the most interesting 
features in connection with the use of the seeds of Piptadenia is 
described by Spix and Martius—the use of an infusion made from 
them asanenema, This was accomplished by means of pear-shaped 
rubber syringes, which, according to M. de la Condamine, were passed 
around to guests at ceremonial feasts. In various parts of South 
America the snuff was called niopa, fiupa, curupa, curuba, and 
paricé; and a similar or identical snuff, also made from Piptadenia 
seeds, was called cebil or sebil in Argentina and vilea, huillea, or 
Willca in Peru. 
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For a full account of this interesting narcotic the reader is referred 
to the author's recent paper, “ Identity of Cohoba, the narcotic snuff 
of ancient Haiti,” published in the Journal of the Washington Acad- 
emy of Sciences, volume 6, pages 547 to 562. It is remarkable that 
the identity of cohoba, mentioned in the very first account of the 
ethnology of the aboriginal inhabitants of the New World, should 
have remained unknown for three centuries, and more remarkable 
still that the seeds of Piptadenia peregrina, known to possess violent 
narcotic properties, should never have been studied by chemists, 
Humboldt was so mueh surprised on finding that the source of the 
snuff was a leguminous seed that he suggested the possi nility of its 
intoxicating effects being due to the admixture of lime with it, but 
Richard Spruce, who saw the snuff prepared without lime, showed 
that this supposition was erroneous. It is not so strange, as Hum- 
baldt would indicate, that seeds of Leguminose should POSSESS nar- 
cotic properties, The searlet seeds of SopAora secundiflora, or Brous- 
sonetia secundiflora, of Texas and northern Mexico, are also very 
narcotic and are still used by certain Indian tribes for ceremonial 
purposes, as described below. 

THE RED BEAN OF NORTHERN MEXICO AND TEXAS. 
(Plate 8.) 

Broussonetia secundiflora, described and figured by Ortega in 1798 
from a plant growing in the Royal Garden at Madrid, but more com- 
monly known by the name Sephora seeundifora, is a beautiful ever- 
green shrub or small tree with pinnately compound glossy leaves, 
racemes of violet-colored flowers, and indehiscent pods containing 
starlet bean-like seeds. The latter have been studied chemically and 
are known to contain a narcotic poisonous alkaloid allied to cytisin, 
having a physiological effect very much like that of tobacco. From 
Texas, reports have been received that the seeds have poisoned chil- 
dren. The plant, though usually avoided by animals, is eaten by 
deer and goats, and the hard, glossy beans when swallowed whole are 
apparently harmless, In early days they were much used by certain 
tribes of Indians for making a narcotic decoction, and when ground 
to a powder were put in meseal, or Agave brandy, to make it more 
intoxicating; hence the name “ mescal bean,” which was formerly 
apphed to them. 

_In-early days these beans were so highly valued by the Indians of 
the Mexican border region that a string of them 6 feet long would 
be accepted in barter for a pony. According to Dr. Rothrock, who 
quotes Mr, Bellanger, of Texas, “ the Indians near San Antonio used 
this bean as an intoxicant, half a bean producing delirious exhilara- 
tion followed by a sleep that lasts two or three days; and it is asserted 
that a whole bean would kill a man.72 


‘See Havard, V,, Proc, U. S. Nat. Mus. 8: G00, 1885. 
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Mr. Alanson Skinner, in describing the Red Bean Dance of the 
Towa Indians, says that among them this ancient rite far antedates 
the practice of eating peyote (Lephophora Williamsii) which they 
have more recently adopted. According to their traditions the society 
of red-bean dancers was founded by an Indian who while fasting 
dreamed that he received the secret from the deer: “for red beans 
(mescal) are sometimes found in deer’s stomachs.” The beans were 
prepared by first placing them before the fire until they turned 
yellow, Then they were taken and pounded wp fine and made into a 
medicine brew. The members then danced all night. <A little after 
midnight they began to drink the narcotic decoction, and continued 
to drink it until daybreak, when its effects became apparent in caus- 
ing them to vomit, After vomiting and praying repeatedly they 
believed themselves ceremonially cleansed, the evil being having been 
expelled from their bodies. Members of the society, when they went 
to war, tied some of these red beans around their belts, deeming them 
efficacious as a charm to protect them from injury. The mancicutzi 
warthawe, or “ red-bean war- bundle,” was regarded by the society AS 
a sacred charm, the possession of which brought success in war, 
hunting, especially for the buffalo, and in horse racing. 

These beans are often confused with those of certain species of 
Erythrina, which are sometimes sold in their place in the markets of 
Mexico, but which are not at all narcotic. Sometimes both kinds are 
found mixed together in the same package, Both are known alike 
under the names colorin, frijolillo, and coral bean, on account of 
their similarity; but in southern Texas the seed of Broussonetia is 
known as Indian Bean, or meseal bean, The plants of Broussonetia 
and Erythrina do not in the least resemble each other, and there is no 
possibility of confusing either the flowers or the legumes of the two 
genera; so that when adulteration of the narcotic beans occurs it is 
undoubtedly intentional, 


MEXICAN PLANT WORSHIP. 


From the accounts of early writers it appears that the ancient 
Mexicans attributed to all plants a spirit not unlike that of animals 
or even of man himself. To certain plants special honors were paid; 
others were avoided with dread; while others, with no pronounced 
virtues or evil properties, were little noticed. An example is given 
by a Mexican writer of the homage paid to a certain tree cut down 
in order to form a bridge over a stream in Michoacan. The people 
of the village were called together by the governor and a religious 
service was, held about a cross erected for the special ceremony; 
with candles burning before it and choristers assisting. A pro- 


Skinner, Alanson. Anthrop, Papers, Amer, Maw Nat. Filet. 11: Tis. 1018, 
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cession was formed which climbed the mountain where the tree 
was growing. When it fell there came an aged Indian woman 
who, taking a few of its branches, laid them on the trunk where 
it had been cut, and, consoling it with loving words, begged that 
it might not feel humiliated or angry; for they had chosen it on 
account of its magnificent stature and great strength, and it was 
destined to span a mighty river, so that all the people of the land 
of Michoacan might cross over upon it, And before dragging 
it away they placed upon the place where it had fallen a piece of 
lighted candle which had been left over from Holy Thursday, 
and they repeated in its honor a very solemn litany, sprinkling it 
with holy water and much pulque.t On the next day, having pro- 
pitinted the spirit of the tree, they bore away the hewn beam to 
the bridge with much shouting and jubilation, * 

The same author speaks of the veneration paid by the Mexicans to 
certain medicinal plants and to the narcotic ololiuhqui, the sacred 
nanacatl, the peyotl, and, the piciet] (tobacco), “to which they 
ascribe deity and with which they practice superstitions,” 


LOPHOPHORA WILLIAMSII, THE SO-CALLED SACRED MUSHROOM. 


Bancroft, in referring to the narcotics used by the ancient Mexi- 
cans, mentions one which was believed by the early Spaniards to be 
a fungus. In writing of their ceremonial feasts, he SAYS: 

Among the Ingredients used to make their drinks more Intoxteating the most 
powerful was the teonnnacatl,.“flesh of God," «a kind of mushroom whiel 
excited the passions anid caused the partaker to see snakes and divers other 
visions.” " 

This information was undoubtedly derived from accounts of the 
Spanish padres, one of whom, Bernardino Sahagun, writing before 
the year 1569, states that it was-the Chichimeca Indians of the north 
who first discovered the properties and made use of these “evil 
mushroom which intoxicate like wine.”4 

They were gathered in the territory now northern Mexico and 
southern Texas, preserved by drying, and carried southward. The 
inhabitants of the Valley of Mexico knew them only in. their dry 
state. It is also very probable that the early. writers who recorded 
their use had seen them only when dry and never knew them as 
living plants, Francisco Hernandez, the physician sent by Philip IT 
in 1570 to study the resources of Mexico, or New Spain, describes 


_* Fermented snp of the century plant (Apare americana), which also yields the strong 
Gistiied wplrit called mesecal, 

*Jacinto de la Serna, “Manual de Ministros par el conoclmlento de idolatrins y extir- 
pacion de elias.” In Documentos Infditos para la Historia de Blpafia, vol. 1M, pp. 
15f—1 00, 


* Bancroft, A. H,, Native Races, 2: 960, 187TH, 
‘Sabagun, Ternardino (1499-1590), [Hist Moeva Espafia (ed. Bostamante), 8: 118, 
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them under the heading “ De nanacatl seu Fungorum genere.” From 
the harmless white mushrooms (iztacnanacame), red mushrooms 
(tlapalnanacame), and yellow orbicular mushrooms (chimalnana- 
came), used for food, he distinguished them as teyhuinti, which 
signifies “intoxicating.”? 

In this connection it 1s interesting to note that this Nahuatl word, 
teyhuinti, or ‘teyuinti (from yuinti, to be drunk), survives in the 
form of tejuino or tehuino in the State of Jaliseo, Mexico, and 
tesuino or tizwin in the southwestern United States as the name of 
certain intoxicating drinks, the principal of which is a kind of beer 
brewed from malted maize. 


DETERAMN ATION OF THE DRUG. 


Three centuries of investigation have failed to reveal an endemic 
fungus sed as an intoxicant in Mexico, nor is such a fungus men- 
tioned either in works on mycology or pharmacography, yet the 
belief prevails even now that there is a narcotic Mexican fungus, and 
it is supported by Siméon in his monumental dictionary of the 
Nahuatl language, in which the following definitions occur: 

Teonanacatl, espéce de petit champignon qui a mauvais gout, 
enivre et cause des hallucinations; il est médicinal contre les fiévres 
et la goutte. ? 

Teyuinti, qui enivre quelqu’un, enivrant; teyuinti nanacatl, cham- 
pignon enivrant.* 

In connection with his study of the economic plants of the Mexi- 
cans and the Indians of the southwestern United States the writer 
has sought diligently for a fungus having the properties attributed 
to the teonanacatl. As this narcotic was used by various tribes of 
Chichimecas, and the Chichimecas inhabited the territory situated 
in what is now northern Mexico and the southwestern United States, 
it was natural to look for the plant i in this region. No such fungus, 
however, was discovered, but in its place a narcotic plant having 
properties exactly like those attributed to the teonanacat! was en- 
countered; moreover, one form of this plant, when prepared as a 
drug, resembles a dried mushroom so remarkably that at first glance 
it will even deceive a mycologist (pl. 5). It is discoid in form and 
apparently peltate when seen from below; but the upper surface 
bears tufts of silky hairs, and a close inspection reveals the fact that 
it is the crown of a small fleshy spineless cactus which has been cut 
off and dried. The cactus in question, Lophophora Williamsii, when 


2“ Quonlam tnebrare solent, Teyhuintl nomine onncupatl sunt, et e fulyo In fascum 
vergant colorem, rleum Inoppertunum concitent, Imagloemque citra rizum inebriantlam 
yer ses nal Hernandes, Franelsco (1514-1578), Hist. Pl. Nov, Hiap, (ed, Rom.) 
a: dof, TVp0, 

®Stméon, Rémi, Dict, de la langue Nahuatl, p. 436, 1885, 

*Op. cit., p. 412. 
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entire, resembles a carrot or radish rather than a mushroom, and 
when cut into longitudinal slices or irregular pieces, would never be 
mistaken for a fungus. Its chemical properties were investigated 
first by Dr. Lewin of Berlin, in 1888; afterward by Dr. Hefiter of 
Leipzig. It was also studied by Drs. D, W. Prentiss and Francis 
P. Morgan of Washington. Alkaloids derived from it have been 
named lophophorine, anhalonine, and mezcaline. | 
IDEXTITY WITH XARCOTIC PEYOTL. 


Sahagun, who described the drugs of the ancient Mexicans from 
specimens brought to him by Indian herb doctors, failed to recognize 
the identity of the teonanacatl and peyotl of the Chichimecas, al- 
though he attributes similar narcotic properties to each. The latter 
he describes as follows: 


There is another herb, like tunna* of the earth; {t is called pelotl: it Is white; 
it is produced In the north country; those who eat or drink It sce vistons either 
frightful or laughable; this intoxicotion lasts two or three days and then 
centes; it is a common food of the Chichimecas, for It sustains them and gives 
them courage to fight ond not feel fear nor hunger nor thirst; and they say 
that it protects them from all danger.” 


The plant itself was described by Hernandez as follows, under the 
heading De Peyotl Zacatecensi, seu radice molli et lanuginosa: 


The root is of nearly medium size, sending forth no branches nor leaves 
above ground, but with a certain woolllness adhering to It on account of which it 
could not be aptly figured by me. Both men and women are sald to be harmed 
by it. It appears to be of a sweetish taste and moderately hot, Ground up 
and applied to palnful joints It is sald to give relief, Wonderful properties 
are attributed to this root (if any falth can be given to what Is commonly sald 
among them on this point). It causes those devouring {t to be able to foresee 
and to predict things; such, for Instance, as whether on the following day the 
enemy will make ap attack upon them; or whether the weather will continue 
favorable; or to discern who has stolen from them some utensils or anything 
else; and other things of like nature which the Chichimecas really belleve they 
have found ont. On which account this root scarcely issues forth but conceals 
ltself in the ground, as If it did not wish to harm those who discover it and 
ent it.* 

From the above description, which applies perfectly to the plant 
from Zacatecas shown in plate 6, it follows that the peyotl zacate- 
censis of Hernandez is identical with Lophophora Williamsii. Speci- 
mens of the drug collected in northern Zacatecas by Dr. Francis E. 
Lloyd are shown in plate 7. They bear little resemblance to the 
mushroom-like buttons shown in plate 5, and it is not surprising that 
they should have been supposed to be distinct from the teonanacatl 
by the early Spanish writers. 

Tuna, the Spanish name for the fruit of the Opuntin, or prickly pear. 

* Hernandes (1415~1578). De Hist. plant, Nov, Hiap. 2:70, 1790. 





RAIZ DIABOLICA, OR DEVIL'S Roor, 


(Plntes 6 and 7.) 


_ By this term it was designated by Padre José Ortega, who tells of 
its use by the Cora Indians in his Historia del Nayarit, published 
anonymously at Garcelona in 1754, and republished under his own 
name in 1887. In deseribing their nocturnal dances he writes as fol- 
lows: 

Close to the omsicinn was. seated the leader of the singing whose business 
it was to mark the time. Each of these had his assistants to take his place 
when he should become fatigued. Nearby was placed a tray filled with peyote 
which Is a diabolical root (ralx diaboliea) that is ground up and drunk by 
them go that they may not become weakened by the exhausting effects of so 
long a function, which they began by forming as large a circle of men and 
women 28 could occupy the space of ground that had been swept off for this 
purpese. One after the other went dancing In n ring or murking time with 
their feet, keeping in the middle the musician and the choirmaster whom they 
: Invited, and elnging in the same unmusical tune (¢] mismo descompasado tone) 
that he set them, They would dance all night, from 5 o'clock in the evening to 
7 O'clock In the morning, without stopping nor leaving the circle, When the 
dance was ended nll stood who could hol? themselves on their feet: for the 
majority from the peyote and the wine which they drank were unable to 
atitize thelr legs to hold them#elves upright. ! 

The early missionaries were opposed to the drug not so much on 
account of its physiological effects upon the Indians but because of 
its connection with certain superstitious rites connected with their 
primitive religion, Eating the teonanacatl, or peyotl, was declared 
by the padres to be almost as grave a sin as eating human flesh. Ina 
little religious manual published. by Fray Bartholomé Garcia in 
1760, for the use of the missionaries to the Indians of San Antonio, 
Tex., the following questions, to be used in the confessional, are 
printed : 

“Has comido carne de gente?” (Hast thou eaten flesh of man?) 

“Has comido el peyote!” (Hast eaten the peyote?) * 

The name teonanacat] is now obsolete, The drug is called by 
various names among the Indians using it—xicori by the Huicholes 
of Jaliseo: hikori, or hikuli, by the Tarahumaris of Chihuahna . 
huatari by the Cora Indians of the Tepic Mountains; kamaba by the 
Tepehuanes of Durango; ho by the Mescalero Apaches, of New 
Mexico, who formerly ranged as far south as Coahuila; seni by the 
Kiowas; and wokowi by the Comanches, some of whom formerly 
lived in the State of Chihuahua. The name peyote has survived as 
a general commercial term; and the mushroomlike disks from the 
Rio Grande region are now widely spread among the northern In- 

' Ortega, Padre Joo# (d. 1700). Plat. del Nayarit, Pp. 22-23 (new ei}, SST, 


‘Garcia, Fr. Bartholomt. Manual para odministrar los Santon Sacramentow, ete. p. 15. 
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dians of the United States under the misleading names of “meseal 
buttons” or “meseal beans,” as well as under the Nahuatl name 
peyote. 





CEREMONIAL USE BY THE UNDIANS, 


In a paper by the present writer published in the Journal of 
Heredity (vol. 6, No. 7, 1915) under the title, “An Aztec Narcotic,” 
the author gives an account of the ceremonial use of this plant by 
various tribes of Indians. The first to bring to public notice its 
ceremonial use by existing tribes of Indians was James Mooney, of 
the Bureau of American Ethnology (1891). His attention had been 
directed to it while making investigation among the Kiowas, who 
are descendants of one of the tribes called Chichimecas by the Az- ~ 
tecs; and it Is from the Chichimecas that they declared they had re- 
ceived the knowledge of this plant. Like the Aztecs, the Kiowas 
ascribed divine attributes to the drug, and their ceremony in connec- 
tion with it was essentially religious. Not only the Kiowas, but 
other tribes now living in Oklahoma receive supplies of the narcotic 
from traders who bring it from the vicinity of Laredo, Tex., in 
olden times the land of the Chichimecas. Mr, Mooney's account was 
published in the Therapeutic Gazette of September 16, 1895. Other 
observers who mention the use of the narcotic Lophophora are Lum- 
holtz, who describes the ceremonies of the Tarahumari Indians con- 
nected with it, and Leon Diguet, who tells of its use by the Huichol 
Indians of the mountains of Jalisco and 'Tepic. 

Efforts have been made to prevent its spread among the Indians 
of the United States. An account of the recent prosecution of an 
Indian named Nah-qua-tah-tuck, of the Menominee Indian Reserva- 
tion, Wis., for furnishing this drug to Indians of his tribe is 
given in the author’s paper above cited. It developed in the trial 
that there is a regularly organized association among the Indians, 
called the Peyote Society, holding weekly services in which it is ad- 
ministered as a sort of communion; and it was claimed that its use 
put an end to the habit of drinking alcoholic beverages. Dr. Mo regan, 
of the Bureau of Chemistry, gave to the court an account of his 
experiments bearing upon the physiological action of the narcotic, 

At a meeting of the Lake Mohonk Conference in October, 1914, 
several papers relating to the effects of this drug upon the Indians 
were read and affidavits from two Omaha Indions were quoted. 
From one of the latter I take the following extracts: 


AMONG THE OMAHA INDIANS, 
At the meetings of the society “ before they sing they pass the rerote mrcund, 


They begin taking this medicine along about dark, and when they poss It, ask 
you how many you want, and they often try to persunde you to take more 
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than you want. The medicine does not work right away, but after it beging 
to tuke effect nlong toward midnight they begin to. cry and sing and pray and 
Stand and shake all over, and some of them Just silt and stare. I used to sit 
in their range right along, and ate some of thelr medicine, but after I ate It 
the first time I was kind of ufraid of tt. It made me feel kind of dizzy and my 
heart was kind of thumping and I felt Ike crying. Some of them told me 
that this was because of my sing. It makes me nervous, and when I shut my 
eyes I kind of see something like an image or visions, and when my eyes ore 
open'T can't see it so plain, One of these fellows took 12 benns, or 12 peyote, 
sitting with some girls, 

“After I hnve take 12 peyote I saw a mountaln with ronda leading to the 
top and people dressed in white golng up these rounds. I got very dizzy, and I 
began to see all kinds of colors, and arrows began to fly all uround me, I 
began to perspire very freely. I asked to be taken out of doors, At that time 
it was 20° below zero, I felt better when I got out of doors. When I went 
in agiin I began to hear voices, just like they came from all over the ceiling, 
‘and I looked around in the other room and thought I heard women singing in 
there; but the women were not allowed to sing in the meetings usually, and so 
this was kind of strange. After eating 36 of these peyote I got Just like drunk, 
only more so, and I felt kind of good, but more good than when I drink whisky: 
and then after that I began to see a big bunch of snnkes crawling all around In 
front of me, and it was o feeling like as if 1 wae cold came over me. The tress- 
urer of the Sacred Peyote Society wag altting near ne, and I nsked him if he 
heard young kittens, It sounded aa if they were right close to me: and then I 
sat still for on long time and I saw a big black cat coming townrd me, nnd I felt 
him just like a tiger walking up on my legs toward me: and when I felt his 
Claws I Jumped back and kind of made a sound ns if 1 was afrald, and he asked 
me to tell him what was the matter, so I told him after a while, I did not core 
to tell at first; bot I made up my mind then, after what I saw, that I would not 
like another one of these peyotes if they genve me a $10 bill. In this Sacred 
Peyote Society they have o form.of baptism and they baptize with the tea made 
from stewing the peyote, and they baptize ‘In the name of the Father, and the 
Son, and the Holy Ghost,’ the Holy Ghost being the peyote, Then you drink 
some of the tea, and they make signs on your forehead with the tea, and then 
take nn engle’s wing and fan you with it, I heard an educated Indlan, and he 
Bild in a meeting on Sunday morning, ‘My friends, I am glad I con be bere 
and worship this medicine with you; and we must organize a new church and 
hare it run ike the Mormon Church,"™* 


USE IN ANCIENT MEXICO, 


From the preceding description of a meeting of the Sacred Peyote 
Society held by the Winnebagos and Omahas in 1914, I turn back to 
the first account we have of the Teonanacat! feasts of the Aztecs, 
written by Padre Bernardino Sahagun in the sixteenth century—he- 
fore Sir Francis Drake set out upon his voyage round the world— 
before tobaceo, which the Mexicans also worshipped, was first 
brought to England: 


The first thing eaten at the party was certain black mushrooms, which they 
call nanacatl, which intoxicate nnd cause visions to be seen, and even provoke 
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sensnousness, These they ate before the brenk of day, and they also drank 
cacao (chocolate) before dawn, The mushrooms they ate with sirup (of 
maguey sap), and when they began to feel the effect they began to dance; some 
Bing; others wept becnuse they were already Intoxicated by the mushrooms ; 
and some did not wish to sing, but seated themselves In their rooms nmi re. 
Milne! there ns though meditating. Some had vistons that they were dying 
and she) teurs; others imagined that some wild beast was devouring them: 
others that they were capturing prisoners in Warfare; others that they were 
rich; others that they had many slaves; others that they had committed adul- 
tery and were to have their heads broken as a penalty: others that they had been 
gullty of a theft, for which they were to be executed: and many other visions 
were seen by them. After the Intoxicntion of the mushrooms had Passed off 
they conversed with one another about the visions which they had seen, ! 








NARCOTIC DATURAS. 


In early accounts of the aborigines of America, both north and 
south of the Equator, we find repeated references to the use of 
various daturas as narcotics. The Quichuas of Peru put the seeds 
of a datura into their azua, or fermented corn beer, to make it more 
intoxicating. They believed that the visions thus produced were 
supernatural and, like the remote Zuiis of New Mexico, they resorted 
to datura seeds in order to divine the hiding place of some precious 
object or to detect the thief who had stolen it, The professional 
Indian hechiceros of Spanish America were prosecuted by the church 
authorities for using narcotics in their practices of idolatry and 
witchcraft, very much as were the dhatura doctors of India for 
dispensing datura to criminals; and in the New World, as in the Old 
World, datura seeds were administered in various ways as a love 
potion or aphrodisiac. Another remarkable parallel may be seen 
in the religious use of the drug. Among the Aztecs the seeds of a 
certain datura were held sacred and the spirit of the plant was 
invoked to expel evil spirits, recalling the exhortations of the priests, 
or physicians, of ancient Babylon and the necromancers of medinval 
Europe. In the Andes of South America Indian priests used datura 
seeds to produce delirium, recalling the use of intoxicants to induce 
frenzy by the Pythiwe in consulting the famous oracle of Apollo at 
Delphi, 

M. de la Condamine, while exploring the Rio Marafion in 
1743, found the Omagua Indians inhabiting the banks of that 
river addicted to narcotics, one of which was referred by him to 
Datura arborea, the plant “called by the Spaniards floripondio, 
with flowers shaped like a drooping bell, which has been described 
by Pére Feuillée.”* Miss Alice Eastwood, while exploring south- 
eastern Utah, came upon an abundance of 7. meteloides, and she 





' Sabagun, Bernardino, Hist. Nueva Espafia (ed. Furvtnmants) 2: See. 1520, 
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calls attention to the occurrence of its seed-pods “ in the ruins of the 
ancient people who once filled this land and guarded every spring 
with towers of stone.”? Stephen Powers found this same plant in 
use as an intoxicant and hypnotic by the priests and wizards of the 
eT Yokuts Indians inhabiting the banks of the Tule 
Agee ‘River and Lake Tulare in California. Dr. Ed- 
oes ty «ward Palmer states that a decoction of the plant 
is given by certain California Indians to their 
young women to stimulate them in dancing, and 
Sica =©6tthat an extract of its root 1s used as an intoxicant 
syie. &—Stone mortar, DY the Pah-Utes.* Other authorities state that 
used by the Call the Mariposan Indians of California, including 
yore a iotat aa. the Noches, or Yokuts, already mentioned, use a 
tura meteloides for decoction of Patura meteloides in the ceremonial 
_ Seremoniai purpesss- initiation of their youths into the status of man- 
hood; and the medicine men of the Hualpais, or Walapais, belonging 
to the Yuman stock, indulge in a sacred intoxication by breaking up 
the leaves, twigs, and root of this plant to make a beverage which 
induces an exhilaration accompanied by prophetic utterances, * 


THE SACRED OLOLIVHQUI OF THE AZTECS. 
(Plate 8.) 

This narcotic, beyond all doubt the seeds of a datura, or possibly 
two species of datura, played an important part in the religion of 
the ancient Mexicans and in the practices of their medicine men or 
necromancers. 

Sahagun, about 1569, called attention to this plant in the following 
words: 

There is an herb which is called coatixoxonhkqul [green snake weed). It 
prodnces a seed called ololinhqul which intoxicates and causes madness (en- 
loquéce), Tt is administered In petions In order to cause harm to those who 
are objects of hatred. Those who ent ft have visions of fearful things. Magt- 
clans or those who wish to harm some one administer it in food or drink. 
This herb Is medicinal, and its seed Is used as a remedy for gout, ground up 
and applied to the part affected.’ 

In other accounts it is stated that in Mexico it was believed that 
this plant, like the peyot! would give to those who ate it the power 
of second sight and prophecy, by means of which they could discover 
the identity of a thief, if an object had been stolen, or could predict 
the outcome of a war or the intended attack of a hostile tribe. 

In the descriptions of ololiuhqui there are many discrepancies, 
owing possibly to the fact that the same name was applied to two or 
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more plants with flowers resembling morning-glories. Hernandez 
(1514-1578) in all probability never saw it growing, and figured it 
as an Ipomoea, but he indicates its relationship by suggesting that 
it may be the same as the Solanum. maniacum of Dioscorides, and 
Padre Serna, who likewise never noticed the plant itself, described 
the seeds as resembling lentils (semilla a modo de lantejas que Ilaman 
olohuhqm). It is interesting to note that Acosta makes the same 
comparisons in his description of the East Indian Datura metel, 
saying that it has flowers like the plant called in Spain correguela 
mayor (greater convolvulis) and that its fruit is filled with seed of 
the size of lentils (todo leno de una simiénte del tamafio de lentejas). 
Great veneration was paid by the Mexicans to the ololiuhqui as well 
as to tobacco (picietl) and to the narcotic teonanacatl, or peyot] 
(Lophophora Williamsit).* To these plants according to Padre 
Serna, the Mexicans ascribed divine powers, with which they prac- 
ticed magic. 

The methods of the Aztec titzitl, or herb-doctors, in casting out the 
evil spirits causing sickness, are remarkably like those employed by 
the priests of ancient Babylon and of the island of Haiti. The 
spirit of the powerful Ololiuhqui was invoked in the following 
words: 

Come now, come hither, Green Woman; behold the green heat [fever] and 
the brown heat; remove thou the flaming or scarlet heat, the yellow heat, or 
by this token I send thee to the seven caves, And, I do command thee, put it 
not off till tomorrow or another day; for sooner or later thou wilt be compelled 
to do It. Who ts the god—the so powerful and superior one—who can destroy 
the work of thy hands? It ls I who command it, I the prince of enchantment. 

THE USE OF DATURA METELOIDES BY THE ZUNIs. 
(Plate 9.) 

It seems strange that the property of giving the power of second 
sight and prophecy, attributed to the ololiuhqui by the Mexicans, 
should be similarly attributed by the ancient Peruvians to Datura 
sanguinea and by the Zuiiis of New Mexico, so far remote from them, 
to 2, meteloides, with which the ololiuhqui is undoubtedly identical, 
Mrs. Matilda Coxe Stevenson in her Ethnobotany of the Zuii Indians 
relates a pretty legend connected with “this precious plant, which is 
believed to have once been a boy and a girl,” resembling a story from 
Ovid's Metamorphoses, Plate > is the photograph of flowers and 
fruit of a specimen of Patura meteloides, two-thirds natural BLze, 
made at Sacaton, Arizona, by Mr. Harold Murphy. Tt was secured 
by the writer through the courtesy of Mr. Thomas H. Kearney, of 
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the Bureau of Plant Industry. The plant is identical in all respects 
with similar plants previously collected in various parts of Mexico 
and the southwestern United States by the late Dr. Edward Palmer, 
who called attention to the use of the plant at the present day by 
several tribes of Indians as a ceremonial and narcotic. 
ORTODN OF THE NAME JIMSON, OF JAMESTOWN WEED, 
(Plate 10.) 

The narcotic properties of Datura stramonium were known to our 
own southern Indians as well as to the Mexicans.* Hernandez calls 
attention to the fact that its fruit causes insanity if eaten incau- 
tiously, That this is true is shown by the following anecdote taken 
from Robert Beverly’s History and Present State of Virginia, in his 
account “Of the Wild Fruits of the Country.” It appears that the 
soldiers sent to Jamestown to quell the uprising known as Bacon’s 
Rebellion (1676) gathered young plants of this species and cooked 
it as a potherb. 

The Jomes-Toicn Weed (which resembles the Thorny Apple of Perw, aml I 
tnke to be the Plant so call'd) Is supposed to be one of the greatest Coolers in 
the World. This belong an early Plant, was gather'd very young for a boll'd 
sulad, by some of the Soldiers sent thither, to pacific the Troubles of Bacon: 
and some of them eat plentifully of it, the Effect of which was a very pleasant 
Comedy; for they turn’) natural Fools upon It for several Days: One would 
blow up a Feather in the Air; another woul'd dart Straws at it with much 
Pury; amd another stark naked! was sitting up in a Corner, ilke a Monkey, 
grinning amd making Mows at them; a Fourth would fondly kiss, and paw his 
Commnions, im] snear in thelr Faces, with a Countennnce more antick, than 
any Ina Patch Dro, In this frantick Condition they were confined, lest they 
shoul! in thelr Folly destroy themselves; though it was observed, that all thetr 
Actions were full of Innocence and good Nature. Indeed, they were not very. 
cleanly; for they would have wallow'd in their own Excrements, if they hod 
not been prevented. A Thousand such simple Tricks they play'd, and after 
Pcven: 2875, return’ themselves again, not remembring any thing that had 
pase'd, 





THE HUACA-CACHU OF PERU. 
(Plate 11.) 

The narcotic effects of Datura sanguinea, known in Peru as Hua- 
eacachu, or Yerba de Huaca, have been described by several travelers, 
Tschudi, who found it growing on the declivities of the Andes above 
the village of Matucanas, repeats the statement of Humboldt that 
from its fruit the Indians prepare a very powerful intoxieant which 
they call tonga, on which account the Spaniards named the plant 
borrachero. His account is as follows: 


The Indians belleve that by drinking the tonga they are brought Into com- 
munication with the spirits of their forefathers, I once had an opportunity 
= 8). 0 Ses Sw ie ce ae ee eee ee 2 ae 
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of observing an Indian under the influence of this drink. Shortly after having 
‘swallowed the beverage he fell Into a heavy stupor; he sat with his eyes 
Wwocantly fixed on the ground, his mouth convulsively closed, and his nostrils 
dilatel, In the course of about a quarter of un hour his eves bern to roll, 
foam Issied from his half-opened Ips, and his whole body was agitated by 
frightful convulsions, These violent symptoms having subsided, a profound 
sleep of several hours succeeded. In the evening I again saw this Indian. He 
was relating to a circle of attentive listeners the particulars of his vision, dur. 
Ing Which he alleged he had held communication with the spirits of his fore 
fathers, He appeared very weak and exhausted, 

In former times the Indian sorcerers, when they pretended to transport 
themselves into the presence of their deities, drank the julce of the thorn- 
apple in order to work themselves into n state of ecstasy. Though the estnb- 
lishment of Christianity has wenned the Indians from. their idolniry, yet it 
has not banished their old superstitions. They still belleve that they can hold 
communications with the spirits of their ancestors, and that they can obtain 
from them a clue to the treasures concealed in the huncas, or graves: hence 
the Indian name of the thorn-apple—huacaeachu, or grave plant. 

Humboldt and Bonpland, who collected Datura sanguinea on the 
banks of the Rio Mayo, in New Granada, state that the natives be- 
lieve that the tonga prepared from this species to be more efficacious 
as a narcotic than that made from the white-flowered Datura arborea 
mentioned above, It is from the account of these travelers that the 
story of the Peruvian prophets is taken. The Temple of the Sun in 
which they officiated was at Sagamoza, in the interior of what is now 
Colombia. Dr. Santiago Cortés, in his account of the medicinal 
plants of the province of Cauca, Colombia, says that there are many 
stories and fables relating to this plant told by the natives, | 

OOCA, THE SOURCE OF COCAINE, 
(Plates 12 and 13.) 

The most. important stimulant of the ancient Peruyians was Ery- 
throrylon Coca. Specimens of its 3-ribbed leaves were found by the 
writer in many prehistoric graves along the Peruvian coast, usually 
in bags suspended from the necks of mummies, or in bundles wrapped 
in cloth. Some of the coca bags, or pouches, were woven in beautiful 
and intricate designs (pl. 12), often representing conventional figures 
of birds, mammals, or fishes, All were accompanied by small gourds 
(a variety of Cucurbita lagenaria) containing lime, and a spatula by 
means of which the lime was dipped out. In place of lime, wood- 
ashes were sometimes used. The use of lime or ashes to set free the 
alkaloid contained in the leaves recalls the same custom in connec- 
tion with the betel of Asia, the piptadenia snuif already mentioned, 
and the “ green tobacco” of the Mexicans. That its efficacy should 
have been independently discovered by the primitive inhabitants of 
such widely separated regions is remarkable. The lime gourds were not 
infrequently ornamented, and in those discovered in some localities, 
especially at Arica, on the coast of northern Chile, the spatulm were 





NARCOTIC PLANTS AND STI 


410 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916, 


of carved bone, many of them of beautiful designs, and the gourds 
were suspended by carved bone toggles resembling Japanese netsukes. 
Specimens of the latter may be seen in the Field Museum at Chicago. 
Two packages of leaves from Peruvian graves sent to the Smithsonian 
Institution by the late Henry Meigs, the builder of the great trans- 
Andine railway from Callao to Oroya, were found by the writer, one 
bearing the label “ tobacco,” the other “ Paraguay tea.” The contents 
of both of these packages proved to be coca leaves, easily identified 
by the pseudo-rib, extending on each side of the midrib from the 
base to the apex. 

In the accompanying illustrations plate 13 is a photograph by Mr. 
Grover Bruce Gilbert of a specimen collected by Mr. O. F. Cook at 
Santa Ana, Peru, during his recent mission to South America," 

The leaves of Erythrorylon Coca, which from remote ages have 
been used by South American Indians as a stimulant, are the source 
of cocaine, now so widely used in surgery to deaden pain and also as 
a narcotic. Like other narcotic alkaloids, although it is a great 
blessing to the human race when wisely used, yet when abused it is a 
terrible curse. In Peru the use of coca by miners and cargueros is 
stillcommon. There the entire leafis used. In North Brazil, where 
it is also extensively used under the name ipadi, the leaves are pround 
to a fine powder. Spruce, who saw the process of preparing the 
leaves near the mouth of the Rio Negro in 1851, gives the following 
account of it in Hooker's Journal of Botany for July, 1853 : 


The leaves of ipadd are pulled off the branches one by one and roasted an 
the mandiocea-oven, then pounded in a cylindrical mortar, 5 or 6 feet in belght, 
made of the lower part of the trunk of the Pupunha or Peach Palm ((fwiletmea 
apccioaa), the hard root forming the hase and the soft inside belng scooped out. 
Tt is made of this excessive length because of the impalpable nature of the 
powder, which would otherwise fy up and choke the operator; and it Is buried 
n suilicient depth in the ground to allow of its being easily worked. The pestle 
is of proportionate length and is made of any hard wool, When the leaves are 
sufficiently pounded the powder is tuken out with a small cuya fastened to the 
end of an arrow. <A small quantity of tuploca, in powder, ls mixed with it to 
give lt consistency, and it is usual to add pounded ashes of Imba-tba or Dram 
tree (Cecropla peltata), which ore saline and antiseptic. With a chew of Ipadd 
in his cheek, renewed at intervals of a few hours, an Indian will go for days 
without food and sleep. 

In April, 1852, I nssisted, much ngninst my will, at an Indian feast In o 
little rocky Island at the foot of the falls of the Rio Negro; for I had gone 
down the falls to have three or four days’ herborising, and I found my host— 
the pilot of the cataracta—engnaged In the festivities, which neither he nor 
my man would Jeave until the Inst drop of caulm (course cane or plantain 
spirit) was consumed, During the two days the feast lasted I was nearly 
famished, for, although there was fool, nobody would cook it, and the guests 
sustained) themselves entirely on caulm and Ipadd. At short Intervals ipadd 
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was handed around in a large calabash with a tablespoon for each to help 
himself, the customary dose belng a couple of spoonfuls, After each dose 
they passed some minutes without opening their mouths, adjusting the Ipadd 
in the recesses of their cheeks and inhaling its delightful influences. I could 
scarcely resist laughing at thelr swollen cheeks and grove looks during these 
intervals of sllence, which, however, had two or three times the excellent 
effect of checking an inciplent quarrel. The ipadt is not sucked, but allowed 
to find its way insensibly into the stomach along with the saliva. I tried 
a spoonful twice, but It had little effect on me and assuredly did not render 
me fnsensible to the calls of hunger, although It did in some measure to those 
of sleep. It had very little of either smell or taste, and in both reminded 
me of weak tincture of henbane, I could never make out that the habitual 
nse of ipaddi had any fl results on the Rlo Negro; bot in Peru Its excessive 
use is sald to seriously injure the coats of the stomach, an effect probably 
owlng to the ime taken along with It. 


AYA-HUASCA, OR DEAD MAN’S VINE, BANISTERIA CAAPT. 


Richard Spruce, in his Notes of a Botanist on the Amazon and 
Andes, describes a remarkable narcotic plant, the botanical identity 
of which he was the first to discover. It proved to belong to the 
genus Banisteria, and it is the only member of the family Malpighia- 
ceae thus far known to possess narcotic properties. For its specific 
name he adopted the common name by which it was known in 
Brazil and Venezuela, caapi, signifying in the Tupi language “ thin 
leaf.” 

anisteria Caapi Spruce has a twining habit of growth. It has 
thinnish opposite leaves with oval-acuminate blades 6.4 by 3.3 inches 
in size with petioles scarcely an inch long. Its inflorescence is in 
the form of 4-flowered umbels. The flowers are composed of a 
5-parted calyx and 5-clawed petals, 10 stamens, and 3 styles, The 
capsules are “muricato-cristate, prolonged on one side into a green- 
ish white semi-obovate wing.” 

The lower part of the stem is beaten in a mortar with water, some- 
times with the addition of a few slender roots of the caapi-pindma, 
an Apocynaceous twiner with red-veined leaves belonging to the 
gents Haemadictyon. When sufficiently triturated it is strained and 
enough water is added to it to make it drinkable. It forms a brown- 
ish-green infusion with a disagreeable bitter taste. 

Mr. Spruce describes the ceremonial drinking of caapi at a feast 
held at a village above the first falls of the Rio Vaupés. It is accom- 
panied by the greatest solemnity, and is preceded by the sound of 
the botutos, or sacred trumpets. On hearing these every woman 
seeks seclusion in a house with all possible haste; for merely to see 
one of these sacred instruments would be to her a sentence of death. 
The night was spent in dancing. Between the dances the young 
men partook of the drink, a few at a time. The formality attending 
the dispensing of it recalls that of the “black drink” ceremony of 
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our southeastern Indians, and the same is true of the taboos imposed 
upon the women, who were not permitted to touch or taste either the 
caapi here described or the black drink of our southeastern Indians, 
which will be described below. 

In presenting the caapi the cupbearer runs quickly from the oppo- 
site end of the house with a small calabash containing about a tea- 
cupful in each hand, muttering “ Mo-mo-mo-mo-mo” as he runs, and 
eradually sinking down until his chin nearly touches his knees, he 
presents one of the cups and then the other to the man for whom it 
1s Intended. 

In two minutes or lesa ofter drinking It, its effecta begin to be apparent. 
The Indian turna deadly pale, trembles in every limb, and horror is In his 
aspect. Suddenly contrary symptoms succeed; he bursts into a perspiration, 
ond seems possessed with a reckless fury, seizes whatever arms are at hand, 
his murocd, bow and arrows, or cutlass, and rushes to the doorway, where he 
inflicts viclent blows on the ground or the doorposts, calling out all the while, 
“Thus woul) I do to mine enemy (naming him by his name) were this he!" 
Tn about 10 minutes the excitement hus passed off and the Indian grows calm, 
but appears exhausted. Were he at home in his hut he would sleep off the 
remaining fumes, but now he must shuke off his drowsiness by renewing the 
canee," 

Spruce afterwards witnessed the use of this plant by the Indians 
inhabitating the northeastern Andes of Peru, and saw the plant 
itself growing in the villages of Canelos and Puca-yacu, inhabited 
chiefly by the Zaparos. Here it was called by the Quichua name Aya- 
huasea, which signifies “ Dead man’s vine.” The following is a sum- 
mary of what he learned concerning it at Puca-yacu: 


Aya-hussen is used by the Anparos, Angutfros, Maines, and other tribes 
precisely as T saw conpl used on the Uaupés, viz, 28 a oarcotic stimulant at 
their feasta, It is also drunk by the medicine man, when called on to adjudl- 
cote In a dispute or quarrel, to ¢lve the proper answer to an embassy, to dis- 
cover the plants of on enemy, to tell If strangers are coming, to ascertnin if 
wives are unfnithful, in the case of a sick man to tell who has bewltched 
him, ete, 

All who have partnken of |t feel first vertigo, then as if they rose up Into 
oir and were floating about. The Indians say they see beautiful inkes, woods 
laden with frult, birds of brilliant plumage, ete. Soon the scene changes: 
they see suvage beasts preparing to selze them; they can no longer hold 
themselves up, but fall to the ground. At this crisis the Indian wakes up 
from his trance, and if be were not held down In hls hammock by force, he 
would spring to his feet, selze his arms, and attack the first person who 
stood in his way. Then he becomes drowsy, and finally sleeps, If he be a 
medicine man who has taken it, when he has slept off the fumes he recalls 
all he saw In his trance, and thereupon deduces the prophecy, divination, 
or what not required of him. Boys are not allowed to taste aya-hunsea before 
they reach puberty, nor women at any age, precisely as on the Uaupés. 
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Villavicencio says (in his Geografia de la Republica del Ecuador, 
p- d78, 1858): 

When I have partaken of oya-hussea, my head has immediately begun to 
swim; then I have seemed to enter on an serial voyage, wherein I thowght I 
saw the most charming landscapes, great citles, lofty towers, beautiful parks, 
nm other delightful things Then all at once I found myself deserted) In a 
forest anid attncked by beasts of prey, against which I tried to defemd myself, 
Lastly, I began to come round, but with a feeling of excessive drowsiness, 
heidache, ond sometimes general malalse. 

This is all T have seen amd! learned of cuapl or aya-hunsea. I regret belng 
unible to tell what ts the peculiar narcotic principle that produces such ex- 
tracrdinary effects, Opium und hemp are its most obvious annlogves, but canpl 
would seem te operate on the nervous system far more rapidly and violently 
than either, Some traveler who may follow my steps with grenter resources 
at his command will, it Is to be hoped, be able to bring away materials 
adequate for the complete analysis of this curious plant." 

Tn the above account the description of the hallucinations caused 
by the narcotic caapi, or aya-huasea, a remarkable parallel will be 
found with similar effects of Lophophora Williamsii, the narcotic 
cactus of the Aztecs already described, 


ILEX 'TEAS, 


Among the important stimulants, or restoratives, of ancient America 
were tea-like infusions and decoctions prepared from several species 
of holly, or ilex—in southern Brazil and Paraguay, from /lex para- 
vuariensis, commonly known as yerba mate; in Eueador, an ilex with 
much larger leaves, called guayusa; and in Florida, the Carolinas, 
and Texas, /Zeex vomitoria, called cassine or yaupon, the scource of the 
celebrated ceremonial “black drink.” All of these owe their stimu- 
lating virtues to an alkaloid, which has been identified with eaffein. 
Prepared as a simple infusion by pouring hot water on the leaves, 
as in brewing the yerba mate, the effect is very much like tea itself. 
When boiled for a long time, as is the custom with the fuayusa and 
cassine, the decoction has the effect of an emetic. It is interesting 
to note that in localities so widely remote as Ecuador and Florida 
the aboriginal inhabitants habitually used decoctions of ilex as an 
emetic and believed themselves benefited by vomiting. That the 
stimulating properties of two very closely allied plants like /7ex 
poraguariensis and J. vomitoria should have been independently dis- 
covered by tribes so widely separated as the Guaranis of South 
America and the Creeks of Florida is also remarkable, and especially 
in view of the fact that the leaves of the plants in question were 
subjected by the natives to a similar preliminary process of scorching 
before they were used. Another noteworthy feature connected with 
the black drink is the taboo imposed upon women by various tribes 
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of the southern United States in connection with its ritual, which 
has remarkable parallels in the customs of various South American 
tribes in connection with their rituals accompanying the preparation 
and use of certain narcotics. 


ILEX PARAGUARIENSIA, THE YERBA MATE OF PARAGUAY, 


The use of the leaves of [lex paraguariensia by the Guarani Indians 
and their neighbors must have begun centuries before the discovery. 
In pre-Columbian times the plant was known only in its wild state, 
but after the arrival of the Jesuits its cultivation was successfully 
undertaken in their missions in Paraguay and Brazil. When they 
were expelled the plantations went to ruin, but the industry was 
resumed at a later date and is now of great commercial Importance. 
According to a bulletin of the Pan American Union issued in May, 
1916, the value of the prepared leaves exported from Brazil amounts 
ainually to about, $8,727,000. In 1915 Argentina received from 
Brazil about 45,000 tons and 3,500 tons from Paraguay. The plan- 
tations of Paraguay were formerly guarded with jealous care, Bon- 
pland, the companion of Humboldt, was imprisoned for many years 
by the Paraguayan Government for attempting to export living 
plants and seeds from Paraguay to Europe. For the methods of 
propagating, cultivating, gathering, curing, and packing yerba mate 
the render is referred to the Pan American bulletin cited above. 

The writer first encountered the custom of drinking Paraguay Tea 
in Uruguay, on an expedition with the eminent botanist, Don José 
Arechavaleta and his botany class of the National College of Medi- 
cine, October 1, 1856. The locality visited was an estancia, or cattle 
ranch, not far from the railway station of Santa Lucia. He recalls 
with pleasure the band of young students, many of them wearing the 
picturesque costume of the gauchos, or cowboys of the pampas— 
ponchos of guanaco wool, broad-brimmed hats, knives thrust in em- 
boseed silver scabbards, and silver spurs. At the station horses were 
awaiting many of them with silver-mounted bridles and saddles with 
heavy silver stirrups. After filling portfolios of drying paper with 
the beautiful spring flowers of the pampa (there were acres and 
acres of scarlet verbenas) yerba mate was served in gourds ((weur- 
bita lagenaria). These gourds, called mate, or mati in the Quichua 
language, give to the plant its name. The infusion was sucked up 
sealding hot through a bombilla, a silver tube terminating at the 
lower end in « hollow perforated bulb, which served as a strainer. 
A single gourd was passed around a circle composed of gauchos and 
students, each taking a suck at the bombilla in turn. To have hesi- 
tated to follow their example would have caused resentment. ‘The 
infusion was not unlike tea, but more astringent, and too bitter for 
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the taste of a novice. Its effects were undoubtedly stimulating, very 
much like strong tea. During a» continuation of his cruise the writer 
encountered yerba mate at Punta Arenas, on the Strait of Magellan, 
and at various ports along the coast of Chile; and later he found it 
offered for sale in the markets of Bolivia.* 

llex paraguariensis is an evergreen shrub or small tree with short, 
petioled, glossy, oblong leaves 15 to 20 cm. long, acute or rounded at 
the apex and wedge shaped at the base, with the margin remotely 
toothed. ‘The inflorescence consists of clusters of small flowers 
growing from the leaf axils. The small globose fruits usually con- 
tain four hard nutlets. The plant grows in Paraguay, especially at 
Villa Real, above Asuncion, and at Villa San Xavier, between the 
Rivers Uruguay and Parana. In Brazil the principal localities in 
which it is cultivated are in the State of Parana, Santa Catharina, 
and Rio Grande do Sul. The prepared yerba differs in quality. 
The more common kind, called guazu, is produced by pounding the 
scorched leaves in mortars in the earth. In preparing a finer grade, 
called caa mirim, the leaves ore carefully chosen and deprived of 
their midrib before roasting, and the cas-cuys of Paraguay, the 
finest of all, is prepared from the scarcely expanded buds and young 
leaves, 

THE GUAYUSA ILEX OF ECUADOR. 


An Tlex resembling the yerba mate, but having much larger 
leaves, was found by Richard Spruce in Ecuador, where it was used 
by the Zaparo and Jibaro Indians inhabiting the eastern side of the 
equatorin] Andes. It was called by them guayusa. Spruce could 
not satisfy himeelf as to its specific identity, for he was unable to 
secure either flowers or fruits for comparison with herbarium ma- 
terial, Botanists have not all agreed as to the delimitations of the 
various species of South American [lex. Some have treated various 
forms, distinguished by the size of the leaves and other differences, 
as varieties of a single species; others have regarded them as 
botanically distinct. According to Miers several distinct species are 
used as a source of tea, including /lex curitibensis, J, gigantea, J. 
ovalifolia, I. humboldtiana, and J. nigropwnetata. The genus needs 
further critical study. 

Spruce found the guayusa planted near villages and on the sites 
of abandoned settlements, at elevations as great as 5,000 feet above 
sea-level. In 1857 he observed a group of these trees in the gorge of 
the Rio Pastaza, below the town of Bafios, which were supposed to 
have been planted before the conquest. He deseribes them as “ not 
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unlike old holly trees in England, except that the shining leaves were 
much larger, thinner, and unarmed.” During his travels he found 
guayusa leaves to be » good substitute for tea or coffee. As pre- 
pared by the Jibaros Indians, however, the infusion is so strong that, 
like the black drink of our own Indians, it acts as an emetic, The 
guayusa pot, carefully covered up (like the pots in which the black 
drink was brewed), was kept simmering on the fire throughout the 
night. On awakening in the morning the Indian would drink 
enough of the guayusa to make him vomit, his notion being he would 
be benefited by the operation.’ It is interesting to note that many 
Indian tribes both of North and South America practiced certain 
ceremonies attended by purging or vomiting, believing that thereby 
they would be freed from evil. 


THE BLACK DRINK OF FLORIDA AND THE CAROLIN AS, 
(Plates 14 and 15.) 


flex vomitoria takes its specific name from the emetic effect of its 
concentrated infusion, which under the common name of “black 
drink” was used ceremonially by several tribes of our southern In- 
dians. Mark Catesby, in his Hortus americanus (1763) speaks of it 
as follows: 


The esteem the American Indians have for this Shrub, from the great use 
they make of It, renders it most worthy of notice, They say its virtues have 
been known among them from the earllest times, and they have long weed {it 
in the same manner as they do at present. They prepare the leaves for keeping 
by drying or rather parching them In a Pottige pot over a slow fire, and a 
strong decoction of the lenves thus cured is their beloved quer, of which 
they drink lorge quantities, both for health and Pleasure, without sugar or 
other mixture. They drink it down anid disgorge it with ease, repeating It very 
often ath! awallowing many qunrts. They say {t restores lost Appetite, 
strengthens the stomach, and confirma thelr health, glving them ngility and 
coursge in war. It grows chiefly in the maritime parts of the’ country, but 
not farther north than the capes of Virginin. The Indians of the seacoast 
supply those of the mountains therewith and carry on a considerable trade 
with It In Florida, Just os the Spaniards do with their South Sea tea from 
Paraguay to Buenos Alres. Now, Florida being in the same latitude north gs 
Paraguay is south, and no apparent difference belng found on comparing the 
leaves of these two plants together, it is not improbable they may both he 
the same, 

In South Carolina it Is called cassena, In Virginian ond North Carolina it 4 
known by the name of yopon; In the Intter of which places it is as much in 
use among the white people as among the Indians, and especially among 
those who Inhabit the seacoust. 

‘The earliest written account of the ceremonial use of Tlex vomi- 
toria is contained in the narrative of the expedition of Cabeza de 
Vaca, who found it in use among the Cultachiches (1536), west of 
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the mouth of the Mississippi River. He described the plant as having 
leaves resembling those of an encina, or live oak. Its leaves, after 
having been toasted over the fire in an earthenware vessel were boiled 
for a long time, and the decoction poured into o vessel made of a 
half-gourd and stirred so as to make it foam. It was drunk boiling 
hot. While on the fire the vessel in which it was boiling was kept 
carefully covered ; 

and if by chance it should be uncovered, and a woman should come by in the 
meantime, they would drink none of ft but Ming it all away. Likewise while 
it was cooling and belng poured out to drink, no woman was ollowed to stir or 
moke a motion, or they would pour it all ont on the ground ond spew up any 
which they might have drunk, while she would be severely benten, All this 
time they would continue bawling out: “Who will drink?” whereupon the 
women, on hearing this call, became motionless, and were they sitting or 
standing, even on tip-toe, or with one leg raised and the other down, they 
dared not chance thelr position until the men had cooled the Hguor and made 
it ready to drink, The renson they gave for this Is quite os foolish and unrea- 
sonable as the custom Itself: for they said that if the women did not stand still 
on hearing the call some evil wopld be imparted to the liquor which they 
believed would make them die. 

René de Laudonniére, the leader of the ill-fated Huguenot expedi- 
tion to Florida (1564), noticed the use of the “black drink” as prac- 
ticed by the Indians living at the mouth of the St. Johns River, 
Florida. Le Moine, his historian, wrote a narrative of the expedi- 
tion, In which he mentions cassine leaves among the presents be- 
stowed by the Indians upon the Frenchmen. Of the ceremonies 
necompanying its preparation and dispensing he gives the following 
account, accompanied by an illustration which is here reproduced 
(pl. 14). Unlike the Indians observed by Cabeza de Vaca, the 
Florida Indians did not exclude women from the ceremonies con- 
nected with its preparation, although neither they nor youths unini- 
tiated into the dignity of manhood were permitted to partake of it. 

The chief and his nobles are accustomel! during certain days of the year 
to meet early every morning for this express purpose In a public place, lo which 
n long bench Is constructed, having at the middle of it a projecting part laid 
with nine round trunks of trees for the chief's sent. On this he efts by him- 
eelf for distinction sake; and the rest come to aelute him, one at a time, the 
oldest first, by lifting both hands twice to the helght of the head anid! saying, 
“Ha, he, ya, ha, ha.” To this the rest answer, “Hao, ha.” Ench as be com- 
pletes his salutation takes his seat on the bench, If any question of im- 
portance Is to be discussed the chlef calls upon his louns (that is, his priests), 
and upon the elders, one at o time, to deliver their opinions, They declije 
open nothing until they have held a number of councils over ft, and they 
deliberate very sagely before deciding. Meanwhile the chief orders the women 
to boil some cassine, which is a drink prepared from the leaves from a cer- 
taln root and which they afterwards pass through 2 strainer, 

The chief and his councilors being now sented in their places, one stands 
before him, and spreading forth his hands wide open, asks a blessing upon 
the chief and the others who wre to drink. Then the cupbearer brings the 
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hot drink in a capacious shell, first to the chief, nod then, a8 the chief directs, 
to the rest in their order in the sume shell, They esteem this drink so highly 
that no one is allowed to drink it in council unless he hos proved himself oa 
brave warrior. Moreover, this drink has the quality of at once throwing 
into a sweat whoever drinks it. On this account those who can not keep It 
down, but whose stomnchs reject it are not intrusted with any difficult com- 
Mission or any military responsibility, belng considered unfit, for they often 
have to go three or four days without fool; but one who can drink this liquor 
can go for 24 hours afterward without eating or drinking. In military ex- 
peditions also the only supplies which they carry consist of gourd bottles or 
woolen vessels full of this drink. It strengthens and nourishes the body and 
yet does not fy to the head as we have observed on occasion of these fensts 
of thelrs. 

Accounts of the Black Drink ceremony are given by many other 
writers, including John Lawson, in his History of Carolina (1714); 
James Adair, in his History of the American Indians (1775) ; Bossu, 
in his account of the Allibama Indians; Bernard Romans, in fia 
Natural History of Florida (1775); and William Bartram, in his 
Travels in Florida (1791).? . 

By the Catawba Indians this plant was called yaupon; by the 
Creeks it was known as assi-luputski, or “small leaves,’ which liter- 
ally corresponds to the Guarani name (caa-mirim) of the finer form 
of flex paraquariensis, a most interesting coincidence, 

The custom of drinking tea made of /ler vomiteria was adopted by 
many of the white settlers of Florida, the Carolinas and Georgia, 
but it has not persisted. Similar drinks are still used by certain 
tribes of Oklahoma, in the ceremonies connected with their feast 
commonly called the busk. According to the statements of various 
authors Ilex leaves alone were used along the southeastern seacoast, 
but in other localities it is quite probable that other plants were added 
to or substituted for the infusion, especially the so-called Indian 
tobacco, Lobelia inflata, and the button snake root, Eryngium aquat- 
icum, both of which were held in high esteem by many tribes of North 
American Indians. 

flex vomitoria (pl. 15) is an evergreen shrub or small tree. Its 
small glossy leaves, likened by Cabeza de Vace to those of an encina 
or live oak, and by Lawson to box lenves, are deep green above and 
pale beneath, oblong, oval, or elliptical in form, and obtuse at the 
apex, with the margins crériate-serrate: Those of the upper branches 
are 1 to 2.5 cm. long, while those on the vegetative shoots are often 
larger and oblong-lanceolate in shape. Though this species hag been 
confused with /lee Cassine L. by several botanists the two species are 
easily distinguished by their leaves. Those of /lex Cassine are 
usually much larger, more nearly resembling those of /, ; 
guariensis, but with the margins entire or few toothed. The small 
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white flowers of /lex vométoria are borne in axillary clusters having 
short smooth peduncles, and its flowers are distinguished from those 
of the allied species in having obtuse instead of acute calyx-teeth. 
In the pistillate flowers the 4 stamens are shorter than the petals, 
while in the staminate they are longer. The fruit is in the form of 
red globose drupes 5 or 6 mm. in diameter, usually containing 4 
slightly ribbed nutlets. Plate 15 is the photograph of a specimen 
collected near Austin, Tex., May 27, 1904, by Mr. F. V. Coville, 
Botanist of the Bureau of Plant Industry. 


GUARANA. 


Guarana is a substance somewhat resembling chocolate prepared 
from the bitter seeds of « Sapindaceous climber by certain tribes of 
Indians of Brazil and Venezuela. It owes its stimulating virtue to an 
alkaloid (guaranin) chemically allied to caffein, Like chocolate it is 
reputed to have aphrodisiac properties. In Venezuela it is known by 
the name of cupana. Although the plant from which it is derived is 
known as Pauilinia sorbilis, a name applied to it by Martins, 
Spruce has shown that it is identical with the previously described 
Paullinia cupana of Humboldt, Bonpland and Kunth and that ac- 
cording to the rules of priority the latter name takes precedence. 

Though normally a twining plant it is kept pruned in cultivation 
to the size of a currant bush. It has pinnate alternate leaves com- 
posed of 5 coarsely serrate leaflets, with the apical tooth retuse. The 
inflorescence consists of clusters of small white flowers growing in 
racemes from the axils of the leaves. The fruiting capsules are 
obovate to pyriform tapering at the base to a long neck or stipe and 
shortly beaked at the apex. When fresh they are yellow and tinged 
with red near the apex, with the thin pericarp smooth on the outside 
and woolly on the inner surface, 3-valved, but dehiscing only along 
two of the sutures. The solitary black glossy seed is nearly half 
covered by a white cup-shaped aril. 

Martius gives a description of the process of making guaran’ from 
the seeds of this plant by the Indians of the Rio Mauhé, Brazil. As 
prepared by them it is a very hard paste of a chocolate brown color 
almost devoid of odor. For use this paste is reduced to a fine powder 
and mixed with sugar and water to make a stimulating drink. The 
seeds, which mature in October and November, are removed from the 
capsules and dried in the sun until the fleshy white cups are in such 
a state as to be easily rubbed off with the fingers. They are then 
poured into a heated stone mortar, where they undergo a process of 
parching and are ground to a fine powder, which is mixed with water 
or exposed to the night dew and kneaded into a paste. When the 
process is finished a few seeds either whole or broken into fragments 
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are introduced and the whole is made up into sticks or cakes, usually 
cylindrical or spindle-shaped, about 5 to 8 inches long and weigh- 
ing about 12 to 15 ounces, These sticks are then dried in the sun or 
by the fire and become so hard and resistant that it requires an axe 
to break them. They are then packed in broad leaves of banana-like 
plants and put into baskets or bags. If protected from moisture this 
paste will keep in good condition for several years. In the Province 
of Pari the jawbone of a fish called Piracuri, covered with sharp 
processes, is used as a rasp for grating it. 

Humboldt and Bonpland state that in southern Venezuela the 
powdered seeds are mixed with mandioca flour, wrapped in plantain 
leaves, and allowed to ferment until it acquires a saffron-yellow 
color, This yellow paste, dried in the sun and diluted with water, 
is taken as a morning drink like tea or coffee. It is bitter, stimu- 
lating and tonic in its effects. Humboldt did not like its flavor, but 
Spruce, who drank it in the form of a cooling beverage prepared 
from the pure paste with cold water and sugar, liked its flavor and 
found that its effects were very much like those of tea. At Cuyaba 
it was served in taverns as a refreshing drink, and in various parts 
of South America Spruce found it to be a popular remedy for sick 
headache (hemicrania).! 





CHOCOLATE. 
(Plates 16 and 17.) 


Chocolate, made from the seeds of Theobroma cacao, is undoubt- 
edly of Central American origin. It was known to the inhabitants 
of Mexico and Central America long before the Discovery, and after 
the Conquest it soon found its way to Europe and to the most remote 
parts of the earth. No vestiges of the seeds or pods of cacao or any 
representation of them on funeral vases have been found in the 
prehistoric graves of the Peruvian coast region: and so rich are 
these graves in remains of fruits and vegetables as well as in repre- 
sentations of such objects in terra cotta that the inference is that 
cacao was unknown to the aboriginal inhabitants of that part of the 
world. Preseott’s imaginary picture of the Peruvian coast. adorned 
with plantations of cacao is wholly without foundation in fact. 

Padre Cobo, in his Historia del Nuevo Mundo, tells of the high 
esteem in which cacao was held in Mexico: 

This fruit ts so highly prized by the Indinns of Nueva Espafin that it serves 
for money in that kingdom, abd with it they buy in the markets and from trav- 
eling venders «mall objecta, such as tortillas of Mile, fruits, sani vegetables « 
and Ton the roads of that kingdom bought such things many times with cacao, 
Even In the city of Mexico they give as alms to the poor Indinns two or three 
cicaos, a8 though they were money, 

But the reason why these cacac-almonds are Principally esteemed Is for 
o drink called chocolate, which the Indians made of them ani which now the 
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Spaniards prepare with greater neatness, care, and expetise. It ls of a dark- 
red color, with a foam which rises like scum ond which ts distasteful to 
newly arrived colonists and to those unaccustomed to drink It; but the people 
of the country are crazy for it. They regard chocolate os a delicacy, and 
Indians and Spaniards entertain with It the friends who come to thelr houses. 
In addition te the toasted and ground cncno seeds chocolate muy contain many 
other ingredients, every one mixing with it those things which they fancy 
will improve its quality or favor. But everybody usually puts in these five 
constituents: cacao, achiote (ira orellang), vanilla [the fruiting pod of an 
orchid called tillxochitl, or “black flower,” by the Aztecs], cinnamon [brought 
from the East Indles after the Discovery], and sugar [also an introduced 
product]. To these they add some other kinds of dried flowers [orejuela, or 
ear-flower, called xochinacaztli by the Aztecs], sesame, anise, chilli of ajl 
(Capsicum pepper), acd other things more or less according to thelr taste. 
In some ports of Central America (especially in Nicaragua) they make use of 
& preparation of ground cacao mixed with toasted and ground maize, which 
when mixed with water yields a delightful and nutritious drink called 
tiste * * * The most highly prized cacao In New Spain is that which & 
grown In the Province of Soconosco aml! in the diocese of Guatemala; and 
the lnrgest Is that of the diocese of Venezuela, or Carncos * * *, Just os 
the almonds of Chachapoyas have bats for enemies, so the cacno hos monkeys, 
which are bred in the larce trees which shelter it, and they devour os much 
as they can." 


Plate 16 is the photograph of a trunk of cacao growing near the 
vere of Coahuila, in the State of Chiapas, southern Mexico, taken 

in January, 1907, by Mr. Guy N. Collins of the United States Depart- 
ment of Agriculture, showing the peculiar habit of fruiting of the 
tree. In this region the cultivation of cacao is more successful and 
lucrative than in any other part of tropical America visited by Mr. 
Collins. Plate 17, which shows a slightly reduced pod from the same 
tree, will give some idea of the enormous size of the pods. The seeds 
are seen enveloped in their soft fleshy white aril. At this locality 
the trees produce almost continuously from November to June, and 
during this interval the pods are gathered three times. 


As soon as the seeds are removed from the pods they ore washed by placing 
them in shallow baskets partly submerged in water and rubbing them saguinst 
the bottom and sides of the baskets, forcing the pulp through the meshes. The 
are then gun dried, the quicker the better, it ia thought, This unfer- 
mented product would not command a high price in the European or American 
markets, but it Is said that the Mexicons do not demand o fermented bean. 
7 * * From a few miles below Pichucaleo to within a few miles of San 
Juan the banks of the river are almost continuously lined with cacao plantn- 
tions, a great part of which is shaded with rubber. * * © About 1,500 
tons of cacao poss through San Juan annually, value at about $1,250,000. In 
spite of the enormous amount of cacao produced In Mexico and an import duty 
of 30 cents per kilo, cacao is still imported from Guayaquil. In the fine cacao 
lands above San Juan the growing of this commodity is the most lucrative 
agricultural operation with which we are familiar. 
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The primitive custom of using cacao for currency still prevails in 
the State of Chiapas, Peet Ly in the city of Tuxtla and its Vicinity. 
A common expression for cheap articles in the market here is that they 
sell for so many a cinco, This originally meant 6 cacno beans; but to allow. 
for the fluctunting vnlue of the cacao, a cinco actually consists of from 2 to 5 
seeds, but the ratio of exchange will be uniform throughout the market. 
Mr. Collins found three distinct types of cacao at Tuxtla: Small 
plump beans from Tabasco; flatter beans that had been rolled in ashes 





from Quechula; and cacao pataxte, the seeds of Theobroma bicolor, — 


The latter parched and ground are used together with maize for 
making a drink called “ posol” (from pozolli, foaming). Another 
drink called “tascalate” (from tezcalli, one who grinds maize or 


some other substance on a stone metlatl) was composed of ground 7 
cacao mixed with ground parched corn and almonds. It was carried 


in the form of powder by travelers on long trips when there was little 
opportunity of obtaining food, and made into an agreeable and 
nourishing drink by the addition of sugar and water. 


BOTANICAL DESCRIPTION, 


Theobroma cacao is a small tree with a bare stem which generally 
rises to a height of about 2 meters before branching and reaches a 
height of 5 or 6 meters. Sometimes, however, under gol condi- 
tions of moisture, soil, and situation it grows higher. The tree is 
cauliflorous; that is, the flowers spring forth from the trunk and 
older branches, Leaves large, undivided, smooth, broad, pointed, 
and of a thin texture, of a reddish color and hanging limp from the 
branches when young, but soon turning green and becoming firm; 
flowers produced from adventitious buds under the bark, usually at 
the “eyes,” or points marked by the scars of fallen leaves, small, 
frowing in clusters or solitary; usually only one of a cluster develop- 
ing into fruit; calyx 5-parted, often of a pinkish color; petals 
5, yellowish, concave at the base and having a straplike appendage 
at the tip; stamens 10, united at the base into a cup, 5 without 
anthers and the other 5 alternating with them bearing 2 double- 
celled anthers each; style threadlike, terminating in a 5-cleft stigma ; 
frivit somewhat like a eneumber in shape, 15 to 25 em. long, yellow 
or reddish, longitudinally ribbed, the rind thick and warty, leathery 
and tough, not splitting when ripe, 5-celled, and containing many 
seeds in « soft butterlike pulp of a plessant sweetish-acid flavor; 
seeds compressed, somewhat almond shaped, with a thin, pale, 
reddizh brown, fragile skin or shell covering an oily, aromatic, bitter 
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kernel, which consists mostly of the crumpled cotyledons, If taken 
from the pod the seed soon loses its vitality. It is consequently 
difficult to transport it to distant countries unless in a germinating 
condition or in ripe pods, which, if kept cool, will last 10 days or 
perhaps 2 weeks. | 

In gathering the pods care is taken to cut the stalks neatly half 
way between the pod and the tree, so as not to tear the bark, as is 
often done if the pod is removed by twisting; for it is im the bark at 
the base of the old stalk that adventitious buds issue which produce 
the ensuing crop. As a rule only one or two of the flowers in each 
cluster develop pods. In many countries seeds are usually subjected 
toa process of sweating or fermenting, by means of which the flavor 
is developed. Sometimes this process takes place in holes or trenches 
in the ground, after which the seeds are dried. Plantations of cacao 
were visited by the writer in the French Antilles, on the island of 
Trinidad, in the vicinity of Caracas, and near Guayaquil. From — 
the latter place great quantities of cacao are exported. In Mexico 
he witnessed the preparation of chocolate by grinding the beans into 
a paste on a stone metlatl just as maize is ground for making tor- 
tillas; and on the Pacific coast of Central America he was regaled 
with delicious tiste made of ground cacao and parched maize and 
served in gourds (the fruit of Crescentia eujefe). On the island 
of Guam, where cacao culture was introduced from Mexico, the 
Mexican metlatl is used. Here the beans, after having been care- 
fully cleaned, are usually dried without fermentation and kept until 
required for use. They are then toasted like coffee, ground on the 
family metlatl, and made at once into chocolate, Chocolate maile 
from newly toasted and ground beans is especially rich and aromatic. 
Sometimes more than is required for immediate use is prepared with 
the addition of a little flour or arrowroot, but without spices, and 
made into balls or lozenge-shaped disks large enough for a single 
cup of chocolate, Thus prepared it has a fine flavor and since none 
of the oil is removed it is very rich. The natives of the island scorn 
imported chocolate, declaring that it tastes like medicine. 

It is interesting to note that the alkaloid theobromine, which 1s 
the active principle of cacao, is also found in cola, which plays almost 
as important a réle in certain parts of Africa as cacao in tropical 
America. More interesting still is the fact that this is almost iden- 
tical with the alkaloids found in Paullinia cupana and the American 
ilexes described in this paper, and in tea and coffee. But while 
the ilexes and tea and coffee are only stimulants, chocolate is both 
stimulant and food. Theobromine is now valued in medicine, es- 
pecially for use as a diuretic, Its physiological effects are very 
similar to those of caffein. 


“NARCOTIC PLANTS AND STIMULA! 
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1. The principal narcotic plants and stimulants of ancient America 
were tobacco, cohoba, the red bean, peyotl, ololiuhqui, jimson weed, 
huaca-cachu (a tree Datura), coca, aya-huasca, yerba-mate, cassine, 
muarani, and cacao. Divine attributes were ascribed to them. They 
were used in divination, in medicine, and in ceremonials, and in 
many cases were carried by the Indians as safeguards or amulets 
to insure success in warfare and the chase, 

2, Tobacco, the most important of these plants, is now extensively 
cultivated in both hemispheres and its use is world wide. The jimson 
weed (Datura stramonitim) is now important as a source of atropine, 
and coca (Erythrorylon Coca) as the source of cocaine. The most 


important stimulants are the yerba-mate (/er peraquariensis) the _ 
leaves of which are known as Paraguay tea, and cacao (Theobrom. ~ 


Cacao), the seeds of which are made into chocolate and cocon. 

3. Of less importance but of possible medicinal value are peyotl 
(Lophophora Williamsii) identified as the “ divine flesh ° or teonana- 
cat] of the Mexicans; and the ololiuhqui (Datura meteloides), still 
extensively used by Indians of Mexico and the United States; huaca- 
cachu (Brugmansia sanguinea) of Peru; and aya-huasca (#anisteria 
eaapi) of Brazil and Venezuela. Cassine (/lew vomitoria) of the 
southern United States, which has the same properties as its Para- 
guayan congener, may prove to be valuable as a refreshing tea, and 
guarani (Peudlinia eupana) as the source of a drink resembling 
chocolate. The red bean, or frijolillo, of Texas (#reussenetia se- 
cundiffora), though possessing a narcotic alkaloid, 1s not used com- 
mercially and its use among our Indians is now very limited. Cohoba 
(Piptadenia peregrina), the seeds of which were used by the aborigt- 
nal Haitians and are still used by many Indians of the tributaries 
of the great rivers of South America as the source of a narcotic 
snuff, remains chemically unknown, though known and reported by 
the companions of Columbus. 

4. In view of the shortage of medicinal alkaloids resulting from 
the present war it is suggested that investigations be mace to deter- 
mine the nature of the properties of these less-known narcotics, 
with a view to their utilization ss substitutes for others now recog- 
nized in the standard pharmacopoias, | 
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INFLORESCENCE OF NICOTIANA TABACUM, THE PICIETL OF MEXICO, THE PeTUN oF BRAZIL. 





Smithsonlan Report, 1916.—Saherd_ PLATE 2. 





NICOTIANA TABACUM: LEAF CHEWED BY THE ANCIENT MEXICANS TOGETHER WITH LIME, 
ANO CALLED BY THEM TENEXIETL, 


Smithsonian Report, 1916 —Salfond 





PIPTADENIA PEREGRINA, THE Source of THE Narcotic CoH0e4 SNUFF OF THE ANCIENT 
HarTians, NATURAL SIZE. 


Smithsonian Report, 1916.—Saltend. PLATE 4, 





BROUSSONETIA SECUNDIFLORA ORTEGA (SOPHORA SECUNDIFLORA Lag.); THE PLANT 
YIELDING THE NarcoTIG MESCAL BEAN OF NORTHERN Mexico ano SouTHwesT- 
EAN UNITED STATES. 
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DISKS OF LOFHOPHORA WILLIAMS, CaLLen “Sackeo MUSHROOMS” (TEONANACATL) BY 
THE ANGIENT MEXICANS. 
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A CEREMONIAL NARCOTIC OF 1E ANCIENT Mexicans, ZURIE 
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DATURA METELOIDES, Narcotic PLanT Use0 GY THE ANCIENT AZTECS, ZUAIG, AND 
CALIFORNIA INDIANS AS AN INTOXICGANT AND AYPNOTIC. NATURAL SIZE 


Seithuanian Report, 1916 —Sahtoed. PLATE 10. 






THE JAMESTOWN WEED, DATURA STRAMONIUM L., WHICH INTOXICATED THE BRITISH 
SOLDIERS SENT TO QUELL BACON'S RESELLION. NATURAL Size. 


Smithsonian Report, 1916.—-Sehoad PLATE 11, 
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THE TEMPLE OF THE SUN, 
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EAYTHROXYLON COCA, THE SOURCE oF CocAINE. PHOTOGRAPH OF SpeciMEeN CoL- 
LECTED AT SANTA ANA, PERU, BY O. F. CooK, 
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Biack Dank CEREMONY AS PERFORMED in NORTHERN FLORIDA, AFTER Le Moywe (1564), 
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THEOBROMA CACAO, THE PLANT FROM WHICH CACAO S OBTAINED, SPECIMEN GrRow- 
ING IN THE STATE oF CHIAPAS, Mexico. PHOTOGRAPHED sy COLLING AND DOYLE. 
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NEW ARCHEOLOGICAL LIGHTS ON THE ORIGINS OF 
CIVILIZATION IN EUROPE. 


By Sir Agtuva Evans, D. Litt. LL. D., P. 5. A, FP. TL 8. 


When I was asked on behalf of the council of the British Associa- 
tion to occupy the responsible post of president at the meeting in 
this great city—the fourth that has taken place here—I was certainly 
taken by surprise; the more so as my own subject of research seemed 
somewhat removed from what may be described as the central in- 
terests of your body. The turn of archeology, however, I was told, 
had come round again on the rota of the sciences represented; nor 
could I be indifferent to the fact that the last presidential address on 
this theme had been delivered by my father at the Toronto meeting 
of 1897. 

Still, it was not till after considerable hesitation that I accepted 
the honor. Engaged as I have been through a series of years in the 
work of excavation in Crete—a work which involved not only the 
quarrying but the building up of wholly new materials and has en- 
tailed the endeavor to classify the successive phases of » long, con- 
tinuous story—absorbed and fascinated by my own investigation, I 
am oppressed with the consciousness of having been less able to keep 
pace with the progress of fellow explorers in other departments or 
to do sufficient justice to their results, * * * The ecience of an- 
tiquity in its purest form depends, indeed, on evidence and rests on 
principles indistinguishable from those of the sister science of geol- 
ogy. Its methods are stratigraphic. As in that case the successive 
deposits and the characteristic contents—often of the most frag- 
mentary kind—enable -the geologist to reconstruct the fauna and 
flora, and climate and physical conditions of the past ages of the 
world, and to follow out their gradual transitions or distocations, sn 
it is with the archeologist in dealing with unwritten history. | 

In recent years—not to speak of the revelations of late quaternary 
eulture on which I shall presently have occasion to dwell—in Egypt, 
in Babylonia, in ancient Persia, in the central Asian deserts, or, 
coming nearer home, in the %gean lands, the patient exploration 

tAddreas of the president of the ftritish Association for the Advancement of Sclener, 
Newcastle-on-Tyne, 1910. Reprinted by permisslon from authors pamphlet edition, 
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of early sites, in many cases of huge stratified mounds, the unearth- 
ing of buried buildings, the opening of tombs, and the research of 
minor relics, has reconstituted the successive stages of whole fabrics 
of former civilization, the very existence of which was formerly 
unsuspected. Even in later periods archeology, as a dispassionate 
witness, has been continually checking, supplementing, and illustrat- 
ing written history, It has called back to our upper air, as with a 
magician’s wand, shapes and conditions that seemed to have been 
irrevocably lost in the night of time. 

Thus evoked, moreover, the past is often seen to hold a mirror to 
the future, correcting wrong impressions—the result of some tempo- 
rary revolution in the whirligig of time—by the more permanent 
standard of abiding conditions, and affording in the solid evidence 
of past well-being the “substance of things hoped for.” Nowhere, 
indeed, has this been more in evidence than in that vexed region 
between the Danube and the Adriatic, to-day the home of the 
Serbian race, to the antiquarian exploration of which many of the 
earlier years of my own life were devoted. 

What visions, indeed, do those investigations not recall! Impe- 
rial cities, once the seats of wide administration and of prolific 
mints, sunk to neglected villages, vestiges of great engineering 
works, bridges, aqueducts, or here a main line of ancient highway 
hardly traceable even as a track across the wilderness! Or, again, 
the signs of medieval revival above the Roman ruins—remains of 
once populous mining centers scattered along the lone hillside, the 
shells of stately churches with the effigies, bullet-scarred now, of 
royal founders, once champions of Christendom against the Paynim— 
nay, the actual relics of great rulers, lawgivers, national heroes, still 
secreted in half-ruined monastic retreats! Sunt lacrimm rerum et 
mentom mortalia tangunt. Even the archeologist incurs more 
human debts, and the evocation of the past carries with it living 
responsibilities * * * 

Whole provinces of ancient history would lie beyond our ken— 
often through the mere loss of the works of classical authors—were 
it not for the results of archeological research. At other times again 
it has redressed the balance where certain aspects of the ancient 
world have been brought into unequal prominence, it may be, by 
mere accidents of literary style. Even if we take the Greel world, 
generally so rich in its literary sources, how comparatively little 
should we know of its brilliant civilization og illustrated by the great 
civic foundations of Magna Graecia and Sicily if we had to depend 
on its written sources alone. But the noble monuments of those 
regione, the results of excavation, the magnificent eoinage—a sum of 
evidence illustrative in turn of public and private life, of art and 
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religion, of politics and of economic conditions—have gone far to 
supply the lacuna. 

Look, too, at the history of the Roman Empire—how defective and 
misleading in many departments are the literary records. Tt has 
been by methodical researches into evidence such as the above, nota- 
bly in the epigraphic field, that the most trustworthy results have 
been worked out. 

Take the case of Roman Britain. Had the lost books of Ammianus 
relating to Britain been preserved we might have had, itt his rugged 
style, some partial sketch of the Province as it exited i in the age of 
its most complete Romanization. As it is, so far as historians are 
concerned, we are left in almost complete darkness. Here, again, it is 
through archeological research that light has penetrated, and thanks 

to the thoroughness and persistence of our own investigators, town 
sites such as Silchester in Roman Britain have been more completely 
uncovered than those of any other Province. Nor has any part of 
Britain supplied more important contributions in this field than the 
region of the Roman wall, that great limitary work between the Sol- 
way and the mouth of the Tyne that once marked the northernmost 
European barrier of civilized dominion. 

Speaking here, on the site of Hadrinn’s bridge-head station that 
formed its eastern key, it would be impossible for me not to pay a 
passing tribute, however inadequate, to the continuous work of ex- 
ploration and research carried out by the Society of Antiquaries of 
Newcastle, now for over a hundred years in existence, worthily sec- 
onded by its sister society on the Cumbrian side, and of which the 
volumes of the respective Proceedings and Transactions, Archmolo- 
gia, liana, and last but not least the Lapidarium Septentrionale, 
are abiding records. The basis of methodical study was here the 
survey of the wall carried out, together with that of its main mili- 
tary approach, the Watling Street, by MacLauchlan, under the anspi- 
ces of Alpernon, fourth Duke of Northumberland. And who, how- 
ever lightly touching on such a theme, can overlook the services of 
the late Dr. Collingwood Bruce, the“ Grand old man,” not only of the 
wall itself, but of all pertaining to border antiquities, distinguished 
us an investigator for his scholarship and learning, whose lifelong 
devotion to his subject and contagious enthusiasm made the Roman 
wall, as it had never been before, a household word?! 

New points of view have arisen, a stricter method and a greater 
subdivision of Inbor have become imperative in this as in other de- 
partments of research. We must, therefore, rejoice that local ex- 
plorers have more and more availed themselves of the cooperation, and 
welcomed the guidance of those equipped with comparative knowl- 


. See Haverfield, * ‘Roman Britels in 1918," p. aa, 


428 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916, 


edge drawn from other spheres. The British Vallum, it is now real- 
ized, must be looked at with perpetual reference to other frontier 
lines, such us the Germanic or the Rhetian lines; local remains of 
every kind have to be correlated with similar discoveries throughout 
the length and breadth of the Roman Empire. 

This attitude in the investigation of the remains of Eon 
Britain—the promotion of which owes so much to the energy nil 
experience of Prof. Havertield—has in recent years conducted exca- 
vation to specially valuable results. The work at Corbridge, the 
ancient Corstopitum, begun in 1906, and continued down to the 
autumn of 1914, has already uncovered throughout a great part of 
its area the largest urban center—civil as well us military in charac- 
ter—on the line of the wall, and the principal store base of its sta- 
tions. Here, together with well-built granaries, workshops, and bar- 
racks, and such records of civic life as are supplied by sculptured 
stones and inscriptions, and the double discovery of hoards of gold 
coins, has come to light a spacious and massively constructed stone 
building, apparently a military storehouse, worthy to rank beside the 
bridge piers of the North Tyne, among the .most imposing monu- 
ments of Roman Britain. There is much here, indeed, to carry our 
thoughts far beyond our insular limits. On this, as on so many 
other sites along the wall, the inseriptions and reliefs take us very 
far afield. We mark the gravestone of a man of Palmyra, an altar 
of the Tyrian Hercules—its Phoenician Baal—a dedication to a 
pantheistic goddess of Syrian religion and the rayed effigy of the 
Persian Mithra. So, too, in the neighborhood of Newcastle itself, as 
elsewhere on the wall, there was found an altar of Jupiter Dolichenus, 
the old Anatolian God of the Double Axe, the male form of the 
divinity once worshipped in the prehistoric Labyrinth of Crete. 
Nowhere are we more struck than in this remote extremity of the 
Empire with the heterogeneous religious elements, often drawn from 
its far eastern borders, that before the days of the final advent of 
Christianity, Roman dominion had been instrumental in diffusing. 
The Orontes may be said to have flowed into the Tyne as well as the 
Tiber, 

I have no pretension to follow up the various aflluents merged in 
the later course of Greco-Roman civilization, as illustrated by these 
und similar discoveries throughout the Roman world. My own 
recent researches haye been particularly concerned with the much 
more ancient cultural stage—that of prehistoric Crete—which leads 
up to the Greco-Roman, and which might seem to present the prob- 
lem of origins at any rate in a less complex shape. The marvelous 
Minoan civilization that has there come to light shows that Crete of 
4,000 years ago must unquestionably be regarded as the birthplace 
of our European civilization in its higher form. 
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‘But are we, even then, appreciably nearer to the fountain head? 

A new and far more remote vista has opened out in recent years, 
and it is not too much to say that a wholly new standpoint has been 
gained from which to survey the early history of the human race, 
The investigations of a brilliant band of prehistoric archeologists, 
with the aid of representatives of the sister sciences of geology and 
paleontology, have brought together such a mass of striking materials 
as to place the evolution of human art and appliances in the last 
Quaternary period on a far higher level than had even been sus- 
pected previously. Following in the footsteps of Lartet and after 
Riviére and Piette, Profs. Cartailhac, Capitan, and Boule, the 
Abbé Breuil, Dr. Obermeier and their fellow investigators have revo- 
lutionized our knowledge of a phase of human culture whieh goes 
60 far back beyond the limits of any continuous story that it may 
well be said to belong to an older world. 

To the engraved and sculptured works of man in the “ Reindeer 
period” we have now to add not only such new specialties as are 
exemplified by the molded clay figures of life-size bisons in the Tuc 
d’Audoubert Cave, or the similar high reliefs of a procession of six 
horses cut on the overhanging limestone brow of Cap Blanc, but 
whole galleries of painted designs on the walls of caverns and rock 
shelters. 

So astonishing was this last discovery, made first by the Spanish 
investigator Senor de Sautuola—or rather his litthe daughter—as 
long ago as 1878, that it was not till after it had been corroborated by 
repeated finds on the French side of the Pyrenees—not, indeed, till 
the beginning of the present century—that the Paleolithic age of 
these rock paintings was generally recognized. In their most devel- 
oped stage, as illustrated by the bulk of the figures in the Cave. of 
Altamira itself, and in those of Marsoulas in the Haute Garonne, and 
of Font de Gaume in the Dordogne, these primeval frescoes display 
not only a consummate mastery of natural design, but an extraordi- 
nary technical resource. Apart from the charcoal used in certain 
outlines, the chief coloring matter was red and yellow ochre, mor- 
tars and palettes for the preparation of which have come to light, 
Tn single animals the tints are varied from black to dark and ruddy 
brown or brilliant orange, and so, by fine gradations, to paler nuances, 
obtained by scraping and washing. Outlines and details are bronght 
out by white incised lines, and the artists availed themselves with » 
great skill of the reliefs afforded by convextties of the rock surface. 
But the greatest marvel of all is that such polychrome masterpieces 
as the bisons, standing and couchant, or with limbs huddled together, 
of the Altamira Cave, were executed on the ceilings of inner vaults 
and galleries where the light of day has never penetrated. Nowhere 
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is there any trace of smoke, and it is clear that great progress in the 
art of artificial illumination had already been made. We now know 
that stone lamps, decorated in one case with the engraved head of an 
ibex, were already in existence. 

Such was the level of artistic attainment in southwestern Europe, 
at a modest estimate some 10,000 years earlier than the most 
ancient monuments of Egypt or Chaldwa! Nor is this an iso- 
lated phenomenon. One by one, characteristics, both spiritual 
and material, that had been formerly thought to be the special 
marks of later ages of mankind have been shown to go back to 
that earlier world. I myself can never forget the impression pro- 
duced on me as a privileged spectator of a freshly uncovered inter- 
ment in one of the Balzi Rossi Caves—an impression subsequently 
confirmed by other experiences of similar discoveries in these caves, 

'which together first supplied the concordant testimony of an elabo- 

/ rate cult of the dead on the part of Aurignacian man. Tall skeletons 
of the highly developed Cro-Magnon type lay beside or above their 
hearths, and protected by great stones from roving beasts. Flint 
knives and bone javelins had been placed within reach of their hands, 
chaplets and necklaces of sea shells, fish vertebra, and studs of carved 
bone had decked their persons. With these had been set lumps of 
iron peroxide, the red stains of which appeared on skulls and bones, 
so that they might make a fitting show in the underworld, 





Colors, too, to paint his body, 
Place within his hand, 

That he glisten, bright and ruddy, 
In the Spirit-Land [* 

Nor is it only in this eult of the departed that we trace the dawn of 
religious practices in that older world. At Cogul we may now survey 
the ritual dance of nine skirted women round a male satyrlike figure 

|of short stature, while at Alpera a gowned sister ministrant holds up 
‘what has all the appearance of being a small idol. It can hardly be 
doubted that the small female images of ivory, steatite, and crystal- 
line tale from the same Aurignacian stratum as that of the Balzi 
Rossi interments, in which great prominence is given to the organs 
of maternity, had some fetichistic intention. So, too, many of the 
firures of animals engraved and painted on the inmost vaults of the 
caves may well have been due, as M. Salomon Reinach has suggested, 
to the magical ideas prompted by the desire to obtain a hold on-the 
‘quarries of the chase that supplied the means of livelihood, 

Tn a similar religious connection may be taken the growth of a 
whole family of signs, in some cases obviously derivatives of fuller 
pictorial originals, but not infrequently simplified to such a degree 


‘Schiller “ Nadoweader’s Tadtenlied.” 
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that they resemble or actually reproduce letters of the alphabet. 
Often they occur in groups like regular inseriptions, and it is not sur- 
prising that in some quarters they should have been regarded as \ 
evidence that the art of writing had already been evolved by the men 
of the Reindeer age. A symbolic value certainly isto be attributed to 
these signs, and it must at least be admitted that by the close of the 
late Quaternary age considerable advance had been made in hiero-| 
glyphic expression. 

The evidences of more or less continuous civilized development 
reaching its apogee about the close of the Magdalenian period have 
been constantly emerging from recent discoveries. The recurring 
“tectiform” sign had already clearly pointed to the existence of 
huts or wigwams; the * seutiform ” and other types record appliances 
yet to be elucidated, and another sign well illustrated on a bone 
pendant from the Cave of St. Marcel has an unmistakable re- 
semblance to a sledge.’ But the most astonishing revelation of the 
cultural level already reached by primeval man has been supplied by 
the more recently discovered rock paintings of Spain. The area of 
discovery has now been extended there from the Province of Santan- 
der, where Altamira itself is situated, to the Valley of the Ebro, the 
Central Sierras, and to the extreme southeastern region, including 
the Provinces of Albacete, Murcia, and Almeria, and even to within 
the borders of Granada. 

One after another, features that had been reckoned as the exclusive 
property of Neolithic or later ages are thus seen to have been shared 
by Paleolithic man in the final stage of his evolution. For the first 
time, moreover, we find the productions of his art rich in human 
subjects. At Cogul the sacral dance is performed by women clad 
from the waist downward in well-cut gowns, while in o rock shelter 
of Alpera? where we meet with the same skirted ladies, their dress 
is supplemented by flying sashes. On the rock painting of the Cueva 
de la Vieja, near the same place, women are seen with still longer 
gowns rising to their bosoms, We are already a long way from Eve, 

It is this great Alpera fresco which, among all those discovered, has 
afforded most new elements. Here are depicted whole scenes of the 
chase in which bowmen—aup to the time of these last discoveries un- 
known among Paleolithic representations—take a leading part, 
though they had not as yet the use of quivers. Some are dancing in 
the attitude of the Australian corroborees. Several wear plumed head- 
dresses, and the attitudes at times are extraordinarily animated. 
What is specially remarkable is that some of the groups of these 
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This loterpretation suggested by me after Inspecting the object in 1002 has been ap- 
proved by the Abbé Breull (Anthropologie, XITI, p. 102) and by Professor Sollas, “Anclent 
Hunters,” 7? 1915, p. 450, 

*That of Carasoles del Bosque : Breuil, Anthropologie, XXVI, 1915, p, 120, et seq. 
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Spanish rock paintings show dogs or jackals accompanying the 
hunters, so that the process of domesticating animals had already 
begun. Hafted axes are depicted as well as cunningly shaped throw- 
ing sticks, In one case at least we see two opposed bands of archers— 
marking at any rate a stage in social development in which organized 
warfare was possible. 

Nor can there be any question as to the age of these scenes and 
fipures, by themselves so suggestive of s much later phase of human 
history. They are inseparable from other elements of the same 
group, the animal and symbolic representations of which are shared 
by the contemporary schoo] of rock painting north of the Pyrenees, 
Some are overlaid by palimpsests, themselves of Paleolithic charac- 
ter. Among the animals actually depicted, moreover, the elk and - 
bison distinctly belong to the late Quaternary fauna of both regions, 
and are unknown there to the Neolithic deposits. 

Tn its broader aspects this field of human culture, to which, on the 
European side, the name of Reindeer age may still, on the whole, be 
applied, is now seen to have been yery widespread. In Europe itself 
it permeates a large nrea—detfined by the boundaries of elacintion— 
from Poland, and even a large Russian tract, to Bohemia, the upper 
course of the Danube and of the Rhine, to southwestern Britain and 
southeastern Spain. Beyond the Mediterranean, moreover, it fits on 
under varying conditions to a parallel form of culture, the remains 
of which are by no means confined to the Cis-Saharan zone, where 
incised figures occur of animals like the long-horned buffalo (Bulba- 
fie antiques) and others*long extinct in that region. This southern 
branch may eventually be found to have a large extension, The 
nearest parallels to the finer class of rock carvings as seen in the 
Dordogne are, in fact, to be found among the more ancient speci- 
mens of similar work in South Africa, while the rock paintings of 
Spain find their best analogies among the Bushmen. 

Glancing at this late Quaternary culture, as a whole, in view of 
the materials supplied on the European side, it will not be superflu- 
ous for me to call attention to two important points which some 
observers hive shown a tendency to pass over. 
~ Its successive phases, the Aurignacian, the Solutrean, and the Mag- 
dalenian, with its decadent Azilian offshoot—the order of which 
may now be regarded as stratigraphically established—represent, on 
the whole, a continuous story. 

T will not here discuss the question as to how fur the disappearance 
of Neanderthal man and the close of the Mousterian epoch represents 
a “fault” or gap. But the view that there was any real break in 
the course of the cultural history of the Reindeer awe itself does not 
seem to have suflicient warrant. 
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Tt is true that new elements came in from more than one direction. 
On the old Aurignacian area, which had a trans-Mediterranean ex- 
tension from Syria to Morocco, there intruded on the European 
side—apparently from the east—the Solutrean type of culture, with 
its perfected flint-working and exquisite laurel-leaf points. Mag- 
dalenian man, on the other hand, great as the proficiency that he at- 
tained in the carving of horn and bone, was much behind in his 
ilint-knapping. That there were dislocations and temporary set- 
backs is evident. But on every side we still note transitions and 
reminiscences. When, moreover, we turn to the most striking fea- 
tures of this whole cultural phase, the primeval arts of sculpture, en- 
graving, and painting, we see a gradual upgrowth and unbroken 
tradition. From mere outline figures and simple two-legged profiles 
of animals we are led on step by step to the full freedom of the 
Magdalenian artists. From isolated or disconnected subjects we 
watch the advance to large compositions, such as the hunting scenes 
of the Spanish reck paintings. In the culminating phase of this art 
we even find impressionist works. A brilliant illustration of such is 
seen in the galloping herds of horses, lightly sketched by the en- 
graver on the stone slab from the Chaumont Grotto, depicting the 
leader in each case in front of his troop, and its serried line—straight 
as that of a well-drilled battalion—in perspective rendering. The 
whole must be taken to be a faithful memory sketch of an exciting 
episode of prairie life, 

The other characteristic feature of the culture of the Reindeer age 
that seems to deserve special emphasis, and is almost the corollary 
of the foregoing, 1s that it can not be regarded as the property of 
a single race. It is true that the finely built Cro-Magnon race seems’ 
to have predominated, and must be regarded as an element of con- 
tinuity throughout, but the evidences of the coexistence of other 
human types is clear. Of the physical characteristics of these it is 
not my province to speak, Here it will be sufficient to point out that 
their interments, us well as their general associations, conclusively 
show that they shared, even in its details, the common culture of the 
age, followed the same fashions, plied the same arts, and were im- 
bued with the same beliefs as the Cro-Magnon folk. The negroid 
skeletons intercalated in the interesting succession of hearths and in- 
terments of the Grotte des Enfants at Grimaldi had been buried with 
the same rites, decked with the same shell ornaments, and were Stup- 
plied with the same red coloring matter for use in the spirit world, 
as we find in the other sepultures of these caves belonging to the 
Cro-Magnon race. Similar burial rites were associated in this coun- 
try with the “Red Lady of Paviland,” the contemporary Aurig- 
nacian date of which is now well established. A like identity of 
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funeral custom recurred again in the sepulture of a man of the 
“ Briinn” race on the eastern boundary of this field of culture. : 

In other words, the conditions prevailing were analogous to those 
of modern Europe. Cultural features of the same general character 
had imposed themselves on a heterogeneous population. That there 
was a considerable amount of circulation, indeed—if not of primitive 
commerce—among the peoples of the Reindeer age is shown by the 
diffusion of shell or fossil ornaments derived from the Atlantic, the 
Mediterranean, or from inland geological strata. Art itself is less 
the property of one or another race than has sometimes been im- 
agined—indeed, if we compare those products of the modern carver’s 
art that have most analogy with the horn and bone carvings of the 
eave men and rise at times to great excellence—as we see them, for 
instance, in Switzerland or Norway—they are often the work of races 
of very different physical types. The negroid contributions, at least 
in the southern zone of this late Quaternary field, must not be under- 
estimated. The early steatopygous images—such as some of these 
of the Balzi Rossi caves—may safely be regarded as due to this 
ethnic type, which is also pictorially represented in some of the Span- 
ish rock paintings. 

The nascent flame of primeval culture was thus already kindled 
in that older world, and, so far as our present knowledge goes, it 
was in the southwestern part of our continent, on either side of the 
Pyrenees, that it shone its brightest. After the great strides In 
human progress already made at that remote epoch, it is hard, in- 
deed, to understand what it was that still delayed the rise of Euro- 
pean civilization in its higher shape. Yet it had te wait for its ful- 
fillment through many millennia. The gathering shadows thick- 
ened and the darkness of a long night fell not on) that favored 

region alone, but throughout the wide area where Reindeer man 
had ranged. Still the question rises—as yet imperfectly answered— 
were there no relay runners to pass on elsewhere the lighted torch ! 

Something, indeed, has been recently done toward bridging over 
the “hiatus” that formerly separated the Neolithic from the Paleo- 
lithic age—the yawning gulf between two worlds of human existence. 
‘The Azilian—a later decadent outgrowth of the preceding culture— 
‘which is now seen partially to fill the lacuna, seems to be in some 
respects an impoverished survival of the Aurignacian.' The ex- 
istence of this phase was first established by the long and patient 
investigations of Piette in the stratified deposits of the cave of 
Mas d’Azil in the Aritge, from which it derives its name, and it has 

heen proved by recent discoveries to have had a wide extension. It 
affords evidence of a milder and moister climate—well illustrated by 
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the abundance of the little wood snail (Heli nemoralis) and the 
increasing tendency of the reindeer to die out in the southern parts 
of tha aren, so that in the fabric of the characteristic harpoons deer- 
horns are used as substitutes, Artistic designs now fail us, but 
the polychrome technique of the preceding age still survives in cer- 
tain schematic and geometric figures, and in curious colored signs 
on pebbles. These last first came to light in the cave of Mas d’Azil, 
but they have now been found to recur much further afield in a 
similar association in grottoes from the neighborhood of Bagel to 
Ehatiof Salamanca, So like letters are some of these signs that the. 
lively imagination of Piette saw in them the actnal characters of 
a primeval alphabet. 

The little flakes with o worked edge, often known as “ pygmy 
flints,” which were, most of them, designed for insertion into bone 
or horn harpoons, like some Neolithic examples, are very character- 
istic of this stratum, which is widely diffused in France and else- 
where under the misleading name of “'Tardenoisian.” At Ofnet, in 
Bavaria, it is associated with a ceremonial skull burial showing the, 
coexistence at that spot of brachycephalic and dolichocephalie types, 
both of a new character. In Britain, as we know, this Azilian, or a, 
clogely allied phase, is traceable as far north as the Oban Caves. 

What, however, is of special interest is the existence of a northern 
parallel to this cultural phase, first ascertained by the Danish investi- 
gator, Dr. Sarauw, in the lake station of Maglemose, near the west 
coast of Zealand. Here bone harpoons of the Azilian type occur, 
with bone and horn implements showing geometrical and rude ani- 
inal engravings of a character divergent from the Magdalenian tradi- 
tion. The settlement took place when what is now the Baltic was 
still the great “Ancylus Lake,” and the waters of the North Sea had 
not yet burst into it. It belongs to the period of the Danish pine and 
birch woods and is shown to be anterior to the earliest shell mounds 
of the Kitchenmidden people, when the pine and the birch had given 
place to the oak. Similar deposits extend to Sweden and Norway 
and to the Baltic Provinces as far asthe Gulf of Finland. The paral- 
lel relationship of this culture is clear, and its remains are often 
accompanied with the characteristic “pygmy” flints. Breuil, how- 
ever,' while admitting the late Paleolithic character of this oe 
branch, would bring it into relation with a vast Siberian and Altaic 
province, distinguished by the widespread existence of rock carvings 
of animals. It is interesting to note that a rock engraving of a rein- 
deer, very well stylized, from the Trondhjem Fjord, which has been 
referred to the Maglemosian phase, preserves the simple profile ren- 
dering—two legs only being visible—of early Aurignacian tradition. 


SS 
1" Les subdivisions du paltolithique supérieur et leur elgnification.” Congréa intern. 
d@'Anthrop. et d'Archéol. préhist., XIV™* Geas., Genave, 1912, pp. 105, 235. 
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Tt is worth noting that an art affiliated to that of the petrog 
of the old Altaic region long survived in the figures of the Lapp trolls 
drums and still occasionally lingers, as I have myself had oceasion to 
observe, on the reindeer-horn spoons of the Finnish and Russian- 
Lapps, whose ethnic relationship, moreover, points east of the Urals. 
The existence of a late Paleolithic province on the Russian side is in 
any case now well recognized and itself supports the idea of a later 
shifting north and northeast, just as at a former period it had oscil- 
lated in a southwestern direction. All this must be regarded as cor- 
roborating the view long ago expressed by Boyd Dawkins* that some 
part of the old cave race may still be represented by the modern 
Eskimos. Testut’s comparison of the short-statured Magdaleman 
skeleton from the rock shelter of Chancelade in the Dordogne with 
that of an Eskimo certainly confirms this conclusion. 

On the other hand, the evidence, already referred to,,of an exten- 
sion of the late Paleolithic culture to « North African zone, includ- 
ing rock sculptures depicting a series of animals extinct there in the 
later age, may be taken to favor the idea of o partial continuation on 
that side. Some of the early rock sculptures in the south of the con- 
tinent, such as the figure of a walking elephant reproduced by Dr. 
Peringuey, afford the clearest existing parallels to the best Magda- 
lenian examples. There is much, indeed, to be said for the view of 
which Sollas is an exponent that the bushmen, who at a more recent 
date entered that region from the north, and whose rock painting 
attained such a high level of naturalistic art, may themselves be 
taken as later representatives of the same tradition. In their human 
figures the resemblances descend even to conventional details, such ~ 
as we meet with at Cogul and Alpera. 

Once more, we must never lose sight of the fact that from the 
early Aurignacian period onward a negroid element in the broadest 
cense of the word shared in this artistic culture as seen on both sides 
of the Pyrenees. 

At least we now know that cave man did not suffer any sudden ex- 
tinction, though on the European side, partly, perhaps, owing to the 
new climatic conditions, this culture underwent « marked degenera- 
tion. It may well be that, as the osteological evidence seams to imply, 
some outgrowth of the old Cro-Magnon type actually perpetuated 
itself in the Dordogne. We have certainly lengthened our knowledge 
of the Paleolithic. But in the present state of the evidence it seems 
better to subscribe to Cartailhac’s view that its junction with the 
‘Neolithie has not vet been reached. There does not seem to be any 
real continuity between the culture revealed at Maglemose and that 
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of the immediately superposed early Neolithic stratum of the shell 
mounds, which, moreover, as has been already said, evidence a change 
both in climatic and geological conditions, implying a considerable 
interval of time. 

It is a commonplace of archeology that the culture of the Neolithic 
peoples throughout a large part of central, northern, and western 
Europe—like the newly domesticated species possessed by them—is 
Eurasiatic in type. So, too, in southern Greece and the 2 gean world 
we meet with » form of Neolithic culture which must be essentially 
regarded as a prolongation of that of Asia Minor. 

It is clear that it is on this Neolithic foundation that our later 
civilization immediately stands. But in the constant chain of actions 
and reactions by which the history of mankind is bound together— 
short of the extinction of all concerned, an hypothesis in this case 
excluded—it is equally certain that no great human achievement is 
without its continuous effect. The more we realize the substantial 
amount of progress of the men of the late Quaternary age in arts 
and crafts and ideas, the more difficult it is to avoid the conclusion 
that somewhere “at the back of behind"—it may be by more than 
one route and on more than one continent, in Asia as well as Africa— 
actual links of connection may eventually come to light. = 

Of the origins of our complex European culture this much at least 
can be confidently stated: The earliest extraneous sources on which 
it drew lay respectively i in two directions—in the Valley of the Nile, 
on one side, and in that of the Euphrates, on the other. 

Of the high early culture in the lower Euphrates Valley our first 
real knowledge has been due to the excavations of De Sarzec in the 
mounds of Tello, the ancient Lagash. It is now seen that the civili- 
zation that we call Babylonian, and which was hitherto known under 
tts Semitic guise, was really in its main features an inheritance from 
the earlier Sumerian race—culture in this case once more dominating 
nationality. Even the laws which Hammurabi traditionally received 
from the Babylonian sun god were largely modeled on the reforms 
entcted a thousand years earlier by his predecessor, Urukagina, and 
ascribed by him to the inspiration of the city god of Lagash." It is 
hardly necessary to insist on the later indebtedness of our civiliza- 
tion to this culture in its Semitized shape, as passed on, together with 
other more purely Semitic elements, to the Mediterranean world 
through Syria, Canaan, and Phenicia, or by way of Assyria, and 
by means of the increasing hold gained on the old Hittite region of 
Anatolia. 

Even beyond the ancient Mesopotamian region which was the focus 
of these influences. the researches of De Morgan, Gautier, and 
Lampre, of the French “ Délégation en Perse,” “have opened up 
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another independent field, revealing a nascent civilization equally 
ancient, of which Elam—the later Susiana—was the center. Still 
further afield, moreover—some 300 miles east of the Caspian the in- 
teresting investigations of the Pumpelly expedition in the mounds 
of Anan, near Ashkabad in southern Turkestan, have brought to 
light a parallel and related culture. The painted Neolithic sherds 
of Anau, with their geometrical decoration, similar to contempo- 
rary ware of Elam, have suggested wide comparisons with the 
painted pottery of comewhat later date found in Cappadocia and 
other parts of Anatolia, as well as in the north Syrian regions. It 
has, moreover, been reasonably asked whether another class of 
painted Neolithic fabrics, the traces of which extend across the 
steppes of southern Russia, and, by way of that ancient zone of 
migration, to the lower Danube and northern Greece, may not stand 
in some original relation to the same ancient province, The new 
discoveries, however, in the mounds of Elam and Anau have at most 
a bearing on the primitive phase of culture in parts of southeastern 
Europe that preceded the age when metal was generally in use. 

Turning to the Nile Valley, we are again confronted with an 
extraordinary revolution in the whole point of view effected during 
recent years. Thanks mainly to the methodical researches initiated 
by Flinders Petrie, we ure able to look back beyond the dynasties to 
the very beginnings of Egyptian civilization. Already by the clos- 
ing phase of the Neolithic and by the days of the first incipient use 
of metals the indigenous population had attained an extraordinarily 
high level. If, on the one hand, it displays Libyan connections, on 
the other we already note the evidences of commercial intercourse 
with the Red Sea; and the constant appearance of large rowing ves- 
sels in the figured designs shows that the Nile itself was extensively 
used for navigation. Flint working was carried to unrivaled perfec- 
tion, and special artistic refinement was displayed in the manufacture 
of vessels of varieguted breccia and other stones. The antecedent 
stages of many Egyptian hieroglyphs are already traceable, and the 
cult of Egyptian divinities, like Min, was already practiced. What- 
ever ethnic change may have marked the establishment of Pharaonic 
rule, here, too, the salient features of the old indigenous culture were 
taken over by the new régime. This early dynastic period itself has 
also received entirely new illustration from the same researches, and 
the freshness and force of its artistic works in many respects outshine 
anything produced in the later course of Egyptian history. 

The continuity of human tradition, as a whole, in areas geographi- 
cally connected, like Eurafrica on the one side and Eurasia on the other 
has been here postulated. Since, as we have seen, the Late Paleo: 
vival, both north and south, we are entitled to trace elements of direct 
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derivation from this source among the inherited acquirements that 
finally led up to the higher forms of ancient civilization that arose on 
the Nile and the Euphrates. In many directions, we may believe, the 
flaming torch had been carried on by the relay runners. 

But what, it may be asked, of Greece itself, where human culture 
reached its highest pinnacle in the ancient world and to which we 
look as the principal source of our own civilization! 

Till within recent years it seemed almost a point of honor for clas- 
sical scholars to regard Hellenic civilization as a wonder child, 
sprung, like Athena herself, fully panoplied from the head of Zeus. 
The indebtedness to oriental sources was either regarded as compara- 
tively late or confined to such definite borrowings as the alphabet or 
certain weights and measures, Egypt, on the other hand, at least till 
Alexandrine times, was looked on as something apart, and it must be 
enid that Egyptologists, on their side, were only too anxious to pre- 
serve their sanctum from profane contact. 

A truer perspective has now been opened out. It has been made 
abundantly clear that the rise of Hellenic civilization was itself part 
of a wider economy and can be no longer regarded as an isolated 
phenomenon. Indirectly, its relation to the greater world and to the 
ancient centers to the south and east has been now established by its 
affiliation to the civilization of prehistoric Crete and by the revelation 
of the extraordinarily high degree of proficiency that was there at- 
tained in almost all departments of human art and industry. That 
Crete itselfi—the “ Mid-Sea Land,” « kind of halfway house between 
three continents—should have been the cradle of our European civili- 
zation Was, in fact, a logical consequence of its geographical position. 
An outlier of mainland Greece, almost opposite the mouths of the 
Nile, primitive intercourse between Crete and the farther shores of 
the Libyan Sea was still further facilitated by favorable winds and 
currents. In the eastern direction, on the other hand, island stepping- 
stones brought it into easy communication with the coast of Asia 
Minor, with which it was actually connected in late geological times. 

But the extraneous influences that were here operative from a 
remote period encountered on the island itself a primitive indige- 
nous culture that had grown up there from immemorial time. In 
view of some recent geological calculations, such as those of Baron 
de Geer, who by counting the numbers of layers of mud in Lake 
Ragunda has reduced the ice-free period in Sweden to 7,000 years, 
it will not be superfluous to emphasize the extreme antiquity that 
seems to be indicated for even the later Neolithic in Crete. The 
Hill of Knossos, upon which the remains of the brilliant Minoan 
civilization have found their most striking revelation, itself re- 
sembles in a large part of its composition a great mound or tell— 
like those of Mesopotamia or Egypt—formed of layer after layer 
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of human deposits. But the remains of the whole of the lnter ages 
represented down to the earliest Minoan period (which itself goes 
back to a time contemporary with the early dynasties of Egypt— 
at o moderate estimate to B. C. $400) occupy considerably less than 
a half—19 feet, that is, out of a total of over 45. Such calculations 
can have only a relative value, but, even if we assume a more rapid 
accumulation of débris for the Neolithic strata and deduct a third 
from our calculation, they would still occupy a space of over 3,400 
years, giving a total antiquity of some 9,000 years from the present 
time.’ No Neolithic section in Europe can compare in extent with 
that of Knossos, which itself can be divided by the character of 
its contents into an early, middle, and late phase. But its earliest 
stratum already shows the culture in an advanced stage, with care- 
fully ground and polished axes and finely burnished pottery. The 
beginnings of Cretan Neolithic must go back to a still more remote 
antiquity. 

‘The continuous history of the Neolithic age is carried back at 
Knossos to an earlier epoch than is represented in the deposits of its 
geographically related areas on the Greek and Anatolian side. But 
sufficient materials for comparison exist to show that the Cretan 
branch belongs to a vast province of primitive culture that extended 
from southern Greece and the gean Islands throughout a wide 
region of Asia Minor and probably still further afield. 

An interesting characteristic is the appearance in the Knossian 
deposits of clay images of squatting female figures of a pronounced|y 
steatopygous conformation and with hands on the breasts. These in 
turn fit on to » large family of similar images which recur through- 
out the above era, though elsewhere they are generally known in their 
somewhat developed stage, showing a tendency to be translated into 
stone, and, finally—perhaps under extraneous influences both from 
the north and east—taking a more extended attitude, These clearly 
stand in a parallel relationship to a whole family of figures with the 
organs of maternity strongly developed that characterize the Semitic 
lands and which seem to have spread from there to Sumeria and to 
the seats of the Anau culture. 

At the same time this steatopygous family, which in other parts 
of the Mediterranean Basin ranges from prehistoric Egypt and Malta 
to the north of mainland Greece, calls up suggestive reminiscences of 
the similar images of Aurignacian man. It is especially interesting 
to note that in Crete, as in the Anatolian region where these primitive 
images occur, the worship of a mother goddess predominated in later 
times, generally associated with a divine child—a worship which 
Periods“ (Macmilians), Vol. I: Neolithle section. 
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later survived in a classical guise and influenced all later religion. 
Another interesting evidence of the underlying religious community 
between Crete and Asia Minor is the diffusion in both areas of the 
cult of the Double Axe. This divine symbol, indeed, or “ Labrys,” 
became the special emblem of the palace sanctuary of Knossos itself, 
which owes to it its traditional name of Labyrinth. I have already 
called attention to the fact that the absorptive and disseminating 
power of the Roman Empire brought the cult of a male form of the 
divinity of the Double Axe to the Roman wall and to the actual site 
on which Newcastle stands. 

‘The fact should never be left out of sight that the gifted indigenous 
stock which in Crete eventually took to itself, on one hand and the 
other, so many elements of exotic culture, was still deep-rooted in its 
own. It had, moreover, the advantages of an insular people in tak- 
ing what it wanted and no more. Thus, it was stimulated by for- 
eign influences but never dominated by them, and there is nothing 
here of the servility of Phenician art. Much as it assimilated, it 
never lost its independent tradition. 

lt is interesting to note that the first quickening impulse came to 
Crete from the Egyptian and not from the oriental side—the easter: 
factor, indeed, is of comparatively late appearance. My own re- 
searches have led me to the definite conclusion that cultural influ- 
ences were already reaching Crete from beyond the Libyan Sea be- 
fore the beginning of the Egyptian dynasties. These primitive 
influences are attested, amongst other evidences, by the forma of stone 
vessels, by the same esthetic tradition in the eledion of materials 
distinguished by their polychromy, by the appearance of certain 
symbolic signs, and the subjects and shapes of seals which go back 
to prototypes in use among the “old race” of the Nile Valley. The 
impression of a very active agency, indeed, is so strong that the possi- 
bility of some actual immigration into the island of the older Egyp- 
tian element, due to the conquests of the first Pharaohs, can not be 
excluded. 

The continuous influence of dynastic Egypt from its earliest period 
onward is attested both by objects of import and their indigenous 
imitations, and an actual monument of a middle empire Egyptian 
was found in the Palace Court of Knossos, More surprising still 
are the cumulative proofs of the reaction of this early Cretan civ- 
ilization on Egypt itself, as seen not only in the introduction there of 
such beautiful Minoan fabrics as the elegant polychrome bases but 
in the actual! impress observable on Egyptian art even on its religious 
side. The Egyptian griffin is fitted with Minoan wings. So, too, on 
the other side we see the symbols of Egyptian religion impressed 
into the service of the Cretan nature goddess, who in certain respects 
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was partly assimilated with Hathor, the Egyptian cow goddess of the 

My own most recent investigations have more and more brought 
home to me the all-pervading community between Minoan Crete 
and the land of the Pharoahs. When we realize the great indebted- 
ness of the succeeding classical culture of Greece to its Minoan prede- 
cessor the full significance of this conclusion will be understood, 
Ancient Egypt itself can no longer be regarded as something apart 
from general human history. Its influences are seen to lie about 
the very cradle of our own civilization. 

The high early culture, the equal rival of that of Egypt and Baby- 
lonia, which thus began to take its rise in Crete in the fourth mil- 
lennium before our era, flourished for some two thotisand years, 
eventually dominating the A%gean and a large part of the Mediter- 
ranean Basin. To the civilization, as a whole, I ventured, from the 
name of the legendary king and lawgiver of Crete, to apply the 
name of “Minoan,” which has received general acceptance; and it 
has been possible now to divide its course into three ages—early, 
middle, and late, answering roughly to the successive Egyptian king- 
doms, and each in turn with a triple subdivision. 

It is difficult, indeed, in » few words to do adequate justice to this 
earliest of European civilizations. Its achievements are too mani- 
fold. The many-storied palaces of the Minoan priest kings in 
their great days, by their ingenious planning, their successful combi- 
nation of the useful with the beautiful and stately, and last but not 
least, by their scientific sanitary arrangements far outdid the similar 
works, on however vast a scale, of Egyptian or Babylonian builders. 
What is more, the same skillful and commodious construction recurs 
in a whole series of private mansions and smaller dwellings through- 
out the island. Outside “broad Knossos” itself flourishing towns 
spring up far.and wide on the country sides. New and refined crafts 
were developed, some of them like that of the inlaid metal work, 
unsurpassed in any age or country. Artistic skill, of course, reached 
its acme in the great palaces themselves, the corridors, landings, and 
porticoes of which were decked with wall paintings and high reliefs, 
showing in the treatment of animal life not only an extraordinary 
grasp of nature but a grandiose power of composition such as the 
world had never seen before. Such were the great bull-grappling 
reliefs of the sea gate at Knossos and the agonistic scenes of the 
great palace hall. | | 

The modernness of much of the life here revealed to us is aston- 
ishing. The elaboration of the domestic arrangements, the stair- 
cases story above story, the front places given to the ladies at shows, 
their fashionable flounced robes and jackets, the gloves sometimes 
seen on their hands or hanging from their folding chairs, their 
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very Mannerisms as seen on the frescoes, pointing their conversation 
with animated jestures—how strangely out of place would it all 
appear in a classical design. Nowhere, not even at Pompeii, have 
more living pictures of ancient life been called up for us than in the 
Minoan Palace of Knossos. The touches supplied by its closing 
scene are singularly dramatic—the little bathroom opening out of 
the Qneen’s parlor, with its painted clay bath, the royal draught- 
hoard flung down in the court, the vessels for anointing and the 
oil jar for their filling ready to hand by the throne of the priest- 
king, with the benches of his consistory round and the sacred griffins 
on either side. Religion, indeed, entered in at every turn. The 
palaces were also temples, the tomb a shrine of the great mother. It 
was perhaps owing to the religious control of art that among all the 
Minoan representations—now to be numbered by thousands—no sin- 
mle example of indecency has come to light. 

A remarkable feature of this Minoan civilization can not be 
passed over. I remember that at the Liverpool meeting of this asso- 
ciation in 189¢—just before the first results of the new discoveries in 
Crete were known—a distinguished archeologist took as the subject 
of an evening lecture “ Man before writing,” and, as a striking ex- 
ample of a high culture attained by “Analfabeti,” singled out that 
of Mycene—a late offshoot, as we know now, from Minoan Crete. 
To such a conclusion, based on negative evidence, I confess I could 
never subscribe—for had not even the people of the Reindeer Age 
attained to a considerable proficiency in expression by means of 
symbolic signs? To-day we are able to trace the gradual evolution 
on Cretan soil of a complete system of writing from its earliest 
pictographie shape, through a conventionalized hieroglyphic to a 
linear stage of great perfection. In addition to inscribed sealings 
and other records some 2,000 clay tablets have now come to light, 
mostly inventories or contracts; for though the script itself is still 
undeciphered the pictorial figures that often appear on these docu- 
ments supply a valuable clue to their contents. The numeration 
also is clear, with figures representing sums up to 10,000. The in- 
scribed sealings, signed, countermarked, and countersigned by con- 
trolling officials, give a high idea of the elaborate machinery of gov- 
ernment and administration under the Minoan rulers. 

The minutely organized legal conditions to which this points con- 
firm the later traditions of Minos, the great lawgiver of prehistoric 
Crete, who, like Hammurabi and Moses, was said to have received 
the law from the God of the Sacred Mountain. The clay tablets 
themselves were certainly due to oriental influences, which make 
themselves perceptible in Crete at the beginning of the late Minoan 
Age, and may have been partly resultant from the reflex action of 
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Minoan colonization in Cyprus. From this time onward eastern ele- 
ments are more and more traceable in Cretan culture and are evi- 
denced by such phenomena as the introduction of chariots—them- — 
selves perhaps more remotely of Aryan-Iranian derivation—and by 
the occasional use of cylinder seals. 

Simultaneously with its eastern expansion, which affected the coast 
of Phenicia and Palestine as well as Cyprus, Minoan civilization 
now took firm hold of mainland Greece, while traces of its direct 
influence are found in the west Mediterranean basin—in Sicily, the 
Balearic Islands, and Spain. At the time of the actual conquest 
and during the immediately succeeding period the civilization that 
appears at Mycenw and Tiryns, at Thebes and Orchomenos, and at 
other centers of mainland Greece, though it seems to have brought 
with it some already assimilated Anatolian elements, is still in the 
broadest sense Minoan. It is only at a later stage that a more 
provincial offshoot came into being to which the name Mycenean 
can be properly applied. But it is clear that some vanguard at least 
of the Aryan Greek immigrants came into contact with this high 
Minoan culture at a time when it was still in its most flourishing 
condition. The evidence of Homer itself is conclusive. Arms and 
armor described in the poems are those of the Minoan prime, the 
fabled shield of Achilles, like that of Herakles described by Hesiod, 
with its elaborate scenes and variegated metal work, reflects the 
masterpieces of Minoan craftsmen in the full vigor of their art; the 
very episodes of epic combat receive their best illustration on the 
signets of the great days of Mycene. Even the lyre to which the 
minstrel sang was a Minoan invention. Or, 1f we turn to the side 
of religion, the Greek temple seems to have sprung from a Minoan 
hall, its earliest pediment schemes are adaptations from the Minoan 
tympanum—such as we see in the Lion’s Gate—the most archaic 
figures of the Hellenic goddesses, like the Spartan Orthia, have the 
attributes and attendant animals of the great Minoan mother. 

Some elements of the old culture were taken over on the soil of 
Hellas. Others which had been crushed out in their old centers 
survived in the more eastern shores and islands formerly dominated 
by Minoan civilization, and were earried back by Phomician or 
fonian intermediaries to their old homes. In spite of the over- 
throw which about the twelfth century before our era fell on the old 
Minoan dominion and the onrush of the new conquerors from the 
north, much of the old tradition still survived to form the base for 
the fabric of the later civilization of Greece. Once more, through 
the darkness, the lighted torch was carried on, the first glimmering 
flame of which had been painfully kindled by the old cave dwellers 
in that earlier Paleolithic world. 
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The Roman Empire, which in turn appropriated the heritage that 
Greece had received from Minoan Crete, placed civilization on a 
broader basis by welding together heterogeneous ingredients and 

promoting a cosmopolitan ideal. If even the primeval culture of 
the Reindeer Age embraced more than one race and absorbed ex- 
traneous elements from many sides, how much more is that the case 
with our own which grew out of the Greco-Roman! Civilization in 
its higher form to-day, though highly complex, forms essentially a 
unitary mass. It has no longer to be sought out in separate lumin- 
ous centers, shining like planets through the surrounding night. 
Still less is it the property of one privileged country or people. 
Many as are the tongues of mortal men, its votaries, like the im- 
mortals, speak a single language. Throughout the whole vast area 
illumined by its quickening rays, its workers are interdependent 
and pledged to a common cause. * * * 
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THE GREAT DRAGON OF QUIRIGUA, GUATEMALA. 


By W. H. Howes, 
Head Curator, Department of Anthropology, U. 8. National Museum, 


[With 10 plates] 


In February, 1916, the writer had the good fortune to become a 
member of the Carnegie Institution’s archeological expedition to 
Central America. Under the able directorship of Sylvanus G. 
Morley, the fascinating work of exploring and studying in detail 
the remarkable remains of ancient Maya culture was vigorously car- 
ried forward. The especial object of this year’s expedition was the 
discovery of additional sculptured inscriptions embodying glyphic 
dates—for it is the dates, now read with facility, that furnish the 
skeleton of Mayan history. 

Among the ancient ruined cities visited while the writer was as- 
sociated with the expedition was Quirigua in eastern Guatemala, the 
subject of much scientific attention during recent years. On arriv- 
ing at the site our party emerged from the tropical forest that sur- 
rounds the few acres of cleared ground, called a park, in which 
the ruins are inclosed, and came suddenly upon a group of the 
great sculptured monoliths. For a moment we were puzzled by a 
curious scaffolding and platform some 20 feet in height erected 
against the face of an elaborately sculptured stela. Mounted on 
this platform without apparent protection from the sun was de- 
scried the figure of a man posing before a large canvas. It proved 
to be Mr. Joseph Lindon Smith, the master portrayer of ancient 
monuments engaged in painting the portrait of the mysterious per- 
sonage whose heroic form is carved in high relief in the face of the 
monument. ‘The several paintings completed by Mr. Smith are pre- 
served in the Peabody Museum of Ethnology and Archaeology, 
Cambridge, 

PROBLEMS OF MAYAN HISTORY. 

The reading of the dates, inseribed in glyphic characters on the 
sculptured monuments, and in ancient manuscripts, is a most im- 

1 Reprinted with author's revision from Art and Archaeology, Washington, D. C, 
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portant first step in the attempt to solve the problems of Mayan 
history, but unfortunately this achievement is not an open sesame to 
the full story of the monuments of the ancient civilization. Fach 
of the great carved monoliths is a greater riddle than the Egyptian 
Sphinx. There is no short cut to the unfolding of their story, and 
archeology must take up the tedious but fascinating task. 

With the monuments before us and a limited number of dates to 
begin with, we seek to fill out the outline thus meagerly sketched. 
We are doubtless safe in assuming that early in the Christian era 
certain groups of the American race, rising distinctly above the 
general level of barbarism, began the construction of stone build- 
ings and the carving of monuments devoted to the service of their 
gods. They flourished for a few centuries only, and had passed the 
genith of their cultural*development long before the Spanish con- 
querors in the sixteenth century penetrated the tropical forests of 
Central America. Numerous important cities that had arisen were 
abandoned and in ruins and their story wholly forgotten by the 
decadent generations of the Columbian period. 


THE RUINS OF QUIRIGUA, 


The ancient Maya city, now known as Quirigua, is represented 
to-day by a group of enigmatical stone monuments only recently 
retrieved from the dense tropical forest which has buried them for 
unnumbered centuries. These monuments comprise a large number 
of buildings and monolithic sculptures. Such buildings as remain 
are in an advanced state of ruin, while others are represented by 
mere mounds and platforms of stone and earth. The sculptures are 
scattered over the various courts and plazas, and bear mute testi- 
mony to the hich state of culture achieved by the people during 
the period of their ascendancy—a period assigned by Morley to the 
early centuries of the Christian era. The monolithic sculptures are 
of two classes—tall, slender shafts known as stele, thought to have 
special chronological significance, and low, massive forms sometimes 
referred to as altars. 

e stele are 13 in number and range from 11 to 26 feet in height. 
They a1 are elaborately carved with representations of richly appareled 
personages, both male and female, with associated symbolic devices 
and glyphic inscriptions. The massive monuments are 90 in number 
ond are extremely diversified in sculptural treatment and in the 
subject matter embodied. It is assumed, with a high degree of proba- 
bility, that the entire group of monuments was the seat of the 
religious establishment or establishments of the city, Al) monuments 
of perishable material and all nonmonumental portions of the city 
have long since disappeared, 
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The task of describing these monuments has been undertaken by 
Maudslay, Hewett, and others, and to the publications of these ex- 
plorers those who would go deeply into the subject are referred. A 
single example of the sculptures—a work that takes high rank in 
the world of art—is selected for detniled presentation in this place. 


THE GREAT DRAGON, 


The stona.—The massive sculpture sometimes called the Great 
Turtle may well be regarded as the sculptural masterpiece par 
excellence of the American race. It is a somewhat ovoid mass of 
coarse-grained sandstone of warmish gray color weighing about 
20tons. It is upward of 7 feet in height and is 11 feet 6 inches in 
greater diameter. When the School of American Archaeology began 
its work here the surface was deeply coated with moss and other 
tropical growths, which were carefully cleaned off by Dr. Hewett in 
1910, repeating the task of Maudslay some 20 years earlier. The sur- 
face is now much weather stained, displaying streaks and blotches 
of dark color, probably due to the weathering out of ferruginous mat- 
ter contained in the stone, The master sculptor appears to have 
ntilized in a measure the original irregularities of the great block, the 
flattish base of which rests at the ground level on a floor composed of 
three hewn stone slabs. 

The origin of the block can not be determined with certainty, 
although it must have been brought from quarries in the bluffs 2 
or more miles to the west, That it should have been carried by any 
means at the command of the aborigines over the soft alluvial flood 
plain of the Motagua is, however, almost beyond belief; but there 
seems no alternative to this conclusion, unless we should venture to 
assume decided changes of climate or altitude since that titanic task 
was accomplished. It now lies within the ceremonial plaza near 
the southern margin, the two principal sculptured fronts facing 
north and south. 

East and west faces—Approaching the stone from the east it is 
observed that the entire surface is elaborately sculptured, now in 
high, now in low relief, and in graceful arrangements of strange 
forms so diversified and intricate that analysis of the mazelike com- 
plex seems at first quite impossible (pl. 1). There is a compounding 
and confusion of natural elements—human, reptilian, avian, and 
protesque—in all degrees of convention intermingled with formal 
patterns, scrolls, cartouches, and glyphiec inscriptions, altogether 
smazing, yet distinctly attractive and highly decorative. Notwith- 
standing our failure at first to comprehend a single feature of the 
work, the touch of the master was recognized in every form and line. 
The west side (pL 2) is nearly identical in treatment and proved to be 
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equally incomprehensible: and the reason for this, as was afterwards 
learned, is the fact that the figures on these faces are incomplete in 
themselves, being continuations and appendages from the sculp- 
tured figures of the upper surface, which, to be traced and under- 
stood, must be approached by the student from that surface. 

The north face—Proceeding to examine the work in detail, we 
pass to the north face (pl. 8); and attention is at once directed to an 
elaborately and elegantly costumed human figure, strongly yet deli- 
eately carved, which ie ee a central position in the broad face 
of the block. The figure is seated, Buddha fashion, and presents a 
placid and dignified mien. Including the headdress, it is about 
7 feet in height. Although the features are somewhat mutilated, 
they distinctly suggest a young and comely person, possibly a 
female, although there appears to be some difference of opinion 
among students on this point. 

Maudslay’s drawing of this figure, reproduced in large part in 
plate 4, gives to the face a delicacy and refinement somewhat at 
variance with typical Mayan representations, and as a matter of 
course also fails to convey an adequate impression of the boldness of 
the relief. The right hand grasps a ceremonial device known as the 
manikin scepter, doubtless significant of the office and dignity of the 
personage represented, while the left supports a small, highly em- 
bellished, shieldlike device or symbol. Joyce may be right in his sug- 
pestion that the scepter is possibly a highly elaborated form of the 
hatchet, the almost universal weapon of the Indian warrior and a 
common symbol] of authority. 

The costume is of superb design, testifying to the advanced state 
of culture and refinement attained by the people of Quirigua. The 
details are so elaborate as to defy adequate description, hence the 
drawings and photographs must be relied upon mainly to tell the 
story. The headdress embodies a crownlike band over the forehead, 
surmounted by a complex of grotesque masks with deep-set eves 
and vicious fangs and a maze of scrolls, plumes, and symbols, all 
eculptured with a vigor and delicacy worthy of the masters of the 
Orient. Connecting with the top of the headdress are two pairs of 
strange appendages which extend to the right and left over the upper 
margin of the stone; they are ornamented with incised checkerwork 
and various devices in relief. A graceful necklace spreads over the 
shoulders of the figure and expands across the chest into a broad 
gorget, in the center of which is set a grotesque mask. The mask is 
repeated at the waist, and from this the garb extends down over the 
crossed legs in an apronlike arrangement embodying various serpen- 
tine elements and symbols, and terminating in radiating plumes. 
The wristlets and ear ornaments are of usual Mayan types, the latter 
extending out over the shoulders, 
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Seeking to determine the exact relation of the sculptured figure to 
the strange forms which surround it, we discover that it sits in the 
mouth of a great reptilian monster, whose upper jaw is arched above, 
passing behind the headdress, while closing in on the figure at the 
sides the tusklike fangs of the reptile are to be seen. The outer sur- 
faces of the jaws are embellished with scalelike groups of glyphs and 
cartouches, and to the right and left in the curves of the upturned 
jaw are the deep-set eyes of the monster, the pupils of which are em- 
bellished with glyphlike figures in relief. Beneath the figure the 
lower jaw of the reptile appears with great rounded fangs at the 
sides. At the right and left near the base and connecting back over 
the sides are sculptured panels in which grotesque and distorted 
demons appear, each holding tightly against his form a device hav- 
ing the appearance of a glyph. The possible significance of the 
human figure and its relation to the reptilian monster will be referred 
to later. 

Lhe south face—Passing to the south face of the stone, we dis- 
cover, occupying a central place in the surface, a great masklike 
visage of forbidding aspect, of the type characteristic of the “ Long- 
nosed God” (pl. 5). Although this deity is given varying attributes 
in the different Mayan centers of culture, it is thought probable that 
in the present connection it may represent the god of the underworld 
and possibly also of death. The great staring eyes are set in features 
of strange conformation, and the wide mouth displays fangs with 
molars at the right and left and the usual tusk coils springing from 
the outer corners. At the sides are the ears, embellished with squarish 
loops and pendants, while above rises the headdress of unique and 
striking design. Inclosing the face and extending in terraced form 
across the headdress is a glyphic inscription neatly carved and taste- 
fully arranged. Above the forehead and surrounded by the inserip- 
tion is a beautifully designed seroll-inclosed panel from which looks 
out a human face, the hands also appearing at the lower margin, 
while above and extending to the upper surface of the stone is a 
superbly chiseled device set against the crown of plumes which ex- 
pands widely to right and left. Medallionlike embellishments are 
overlaid upon the plumes, which terminate on the shoulders of the 
image in an ornamental beaded appendage. 

To the right and left of the inscription richly embellished, rounded, 
columnlike forms or shoulders are encountered which connect back- 
ward at the base with flattish scaled plates suggesting the flippers of the 
great sea turtle, and it is doubtless these features that gave the original 
name—the “Great Turtle”—to the monument. Observing their 
termination in what appears to be a claw, it is suggested that they 
were not intended as representations of the flippers of any particu- 
lar natural form, but rather of a mythical reptilian divinity of non- 
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descript characters. ‘Their presence, recalling the open jaws at the 


northern end, makes it apparent that the sculpture as a whole was 
intended to represent the mythical bicephalous reptilian monster 


sometimes referred to as the Earth Monster or Giod, a frequently 


recurring conception in the native pantheon. We may well assume 
that the sculpture embodies the Quiriguan conception of this deity, 
the forms of which are elaborated in various ways and in endless 
combinations according to the attributes assigned to it in the my- 
thology of the different peoples. A variant of this conception, found 
in Copan, Honduras, isshown in an accompanying illustration (pL 6). 

'The shoulders of the southern end of the idol are embellished with 
yertical lines of glyphs and cartouches, one group of which, illus- 
trated herewith, is the glyphic date, while beneath, on each side, are 
panels inclosing glyph-bearing demons. Encircling the arms above 
the elbow are bracelets of elegant design. The shoulders are par- 
tially covered by the flaring featherwork of the headdress and by 
scrollwork which probably represents the outer elaboration of the 
jaws of the reptile, the main portions of which appear to be hidden 
by the inscription. 

The upper surface —Climbing to the back of the strange monster 
the imagination of the observer is profoundly stirred. Although 
representing no known form in any kingdom of nature—a pure work 
of the imagination—a strange compounding and overlapping of 
human, reptilian, and avian elements, it conveys vividly the impres- 
sion of a living thing—a dragon outdragoning all the composite 
monsters of the Orient. So virile are the forms, so tense the coiling, 
so strong the impression of life, that a thrill almost of apprehension 
steals over one, for there is a distinct suggestion that the bulging 
imprisoned inner monster might break its bonds, uncoil its length, 
and slide away into the deep shadows of the forest immediately at 
hand. This extraordinary face of the sculpture is shown in an tic- 
companying illustration taken from a model prepared by the Amer- 
ican Museum of Natural History, in which institution Maudslay's 
full-size cast of the original is installed (pl. 7). 

The symboligm—tt is not questioned that the great groups of 
‘monumental remains that mark the sites of the ancient Maya cities 
owe their existence to religion and that they were devoted to the 
service of the gods. The temples were the sanctuaries of the divin- 
ities, the resorts of their mortal servitors, and storage places for 
paraphernalia and the offerings of the faithful. The sacred inclo- 
sures, the courts and plazas in Which the great stone monoliths were 
set up, were the conjuring places of the priesthood where the gods 


were consulted and invoked—the sacred precincts where on festive 
occasions the people were permitted to enter and to take part in 
elaborate ceremonies and where they were made to realize the power 
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and glory of the gods, thus insuring their willing subservience to 
the temporal powers, To the people the stelw, probably originally 
the images of rulers set up at stated intervals, as the dates indicate, 
were divinities to be revered and served. The zoomorphic divinities 
represented by the massive altarlike monuments were doubtless in 
the native mind definitely individualized, vitalized beings, eternal 
and endowed with varied powers of extraordinary potency. When, 
under the inspired direction of the shamanistic master, the sculptor 
carved a wing, it was not of a bird he thought; when he carved the 
reptilian fangs, it was not of a serpent he thought: when he carved 
the turtlelike flippers, he thought not of a turtle. In all cases he 
had in mind a being or divinity, which, though a work of the imagi- 
nation, pure and simple, was to him as real as the living forms with 
which nature surrounded him, 

The assemblage of attributes represented in the sculptured dragon 
were not necesearily the invention of the people or the priesthood of 
Quirigua, for they must have grown up with the growth of myth 
through unnumbered generations. It is probable that they were but 
dimly understood even by the officials who directed the sculpture of 
their images and who assumed to be the familiars of the gods) We 
may be quite sure that every one of the multitude of features carved 
with so much labor and artistic care had associated with it some ele- 
ment of myth. The dragon was doubtless regarded as the material 
embodiment of a divine being perhaps of the highest order in the 
native pantheon. May it then not be, as some have surmised, that 
this image impersonates the Earth Monster, the World God, and that 
from the wide-open jaws, facing the ceremonial plaza, issued the 
divinity of the world of man, that through the glyph-hidden jaws 
of the southern end peered the grotesque demon of the underworld, 
and that the strangely compounded visage of the upper surface was 
the guardian of the sky? We must remain content, however, with 
mere surmises, until research penetrates more deeply into the mys- 
teries of Maya mythology. Of one thing we may be assured—our 
imaginings, howsoever elaborated and fanciful, can be but as shad- 
ows compared with the complex imagery with which the 2-headed 
12-eyed dragon was invested by the ancient worshipers of Quirigua. 

Phe functions.—The sculptured monoliths of Quirigua were carved 
with a definite purpose in view and had a particular and very impor- 
tant function to perform. Although the highest technical skill of 
the people was lavished upon them, and the esthetic perfection of 
the resulf was kept constantly in view, the primary purpose was 
not the gratification of the craving for beauty. They had a vital 
bearing on the welfare of the people—a practical function of the 
greatest moment. Through the idols the mysterious powers of 
nature, which they were believed to represent, were reached, and 
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by means of an elaborate system of shamanistic conjurings and 


appeals, were placated, controlled, and utilized in the interests nomi- 
nally of the people, actually of the shamanistic establishment. 

The story of the development of this strange system of invo- 
cation of the gods through zoomorphic forms furnishes one of the 
most interesting and important chapters in the culture history of 
the American race, operating at all times as a strong force in the 
direction of material, intellectual, and artistic advancement, and 
this notwithstanding the fact that the whole divine structure was 
a work of the imagination pure and simple. The beginnings of 
the function of the works which we call idols is to be sought in the 
vague imaginings of primitive man when he first essayed to localize 
and interpret the mysterious powers of nature to which he found 
himself subject. 

‘As the result of his speculations he reached the generalization 
that all things in nature were imbued with life and power in some 
degree like his own; and special things, as stones, trees, animals, 
the heavenly bodies, were regarded as having exceptional potency 
for good or evil; some were adopted by him as protective agencies, 
as charms and talismans—incipient divinities—while others were 
feared and avoided as agencies of evil. 

In time, with the growth of myth, the imagination reached be- 
yond mere natural forms, conjuring up new beings, largely zoo- 
morphie in type, haying special supernatural attributes and powers. 
Certain reptilian forms, on account of their death-dealing powers 
and mysterious ways were prime favorites, and in time images of 
these, with strange variations, took the place of the real creatures 
‘and were invested with attributes and powers in a superior degree. 
With the further growth of myth the conceptions became com- 
posites of unrelated originals, and the images were elaborated to 
the extent of the mechanical and artistic capabilities of the people. 
Carved in wood or stone and modeled im stucco or in clay, these 
became the centers about which sanctuaries were built and cere- 
monies were conducted—all designed to cultivate the favor of the 
divinities whose forms they represented for good to themselves and 
evil to their enemies, These activities, growing in importance, led 
to the organization of bodies of religious servitors, of a shaman- 
istic priesthood whose function it was to care for the sanctuaries, 
conserve the sacredness of the idols, and formulate and conduct the 
elaborate rituals. But the activities of the priestly establishments 
thus developed, based primarily on the idea of appeal to the gods 
in the interests of the community for the commonweal, came, by 
a natural and inevitable extension of unquestioned power, to have 
other and ulterior purposes in view. 
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The fateful trend.—There is thus another side to the story of the 
functions of the idols and of the vast religious establishments of the 
Maya cities, Under the undisputed control of an organized body of 
wide influence and a religio-political system hoary with age, the peo- 
ple doubtless believed themselves working for the common good and 
in obedience to the bidding of dieties whose reality and authority 
were constantly impressed upon them. They had no means of arriv- 
ing at a correct knowledge of the truth that the gods of the entire 
pantheon were mere fictions and that the revered priesthood, although 
the embodiment of the highest wisdom, the promoters of learning, 
and perhaps also the conservators of moral standards, was at the 
same time a body of organized parasites, their position and authority 
being sustained by the cunning use of the images in stone and the 
complex system of festivals connected with their conjuration. 

We may not be far amiss in surmising that under the evergrowing 
requirements of the shamanistic body in carrying forward their am- 
bitious schemes, the energies and resources of the people were ab- 
sorbed in larger and larger measure—in quarrying, hewing, trans- 
porting, building, carving, providing, and serving, and that as the 
natural agencies of deterioration and decay made inroads on the 
splendid establishments which they had builded, they were called on 
to quarry and carve and build again in an ever-losing struggle against 
the elements and against the undetected incubus of the ambitious and 
selfish priestcraft. We can readily conceive that these conditions pre- 
vailed until the energies and resources of the people were impaired or 
exhausted, and that gradually the authority of the priesthood and the 
demands of the gods through them elicited no response from the im- 
poverished people, so that disintegration and decay rapidly super- 
vened, and that the end came on apace, as it must come to all struc- 
tures builded on sand, and more especially to those builded on the 
treacherous sands of the imagination. 

It thus appears that te account for the decay of the Mayan culture 
and the ruin of its wonderful cities we do not have to call primarily 
on the more drastic agencies of destruction—war, pestilence, changes 
in the level of the land, floods, and earthquakes, one or all of which, 
however, may have aided in precipitating the disaster. The seeds 
of decay were inherent in the system, as they are inherent in every 
organization and structure of whatsoever kind that involves the long- 
continued, ever-growing, and unrequited waste of the energies and 
resources of a people. 

Esthetic significance —While the great dragon of Quirigua may be 
regarded as representing the culminating stage of religious art in 
aboriginal America, it serves also to mark the highest level reached 
in esthetic refinement. The religious motive was the strong dynamic 
force which, more than all other agencies combined, carried culture 
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forward through the prolonged stages of savagery and barbarism to 
the borderland of civilization. Due to a highly centralized religio- 
political form of government, the people and their resources were 
readily available in carrying out great undertakings, and rapid 
strides in the development of institutions and arts were possible. 
The esthetic faculty dependent largely on nonesthetic activities for its 
manifestations was thus afforded its greatest opportunity. 

The arts of taste had their origin, as had religion, in the state of 
savagery; and with some very ancient peoples, as the Troglodytes of 
western Europe, decided advance was made in both graphic and 
plastic representation of life forms, and this quite independently, so 
far as evidence is available, of any religious association or influence. 
The Maya in the beginning may have passed through a correspond- 
ing stage of nonsymbolic art, but howsoever this may be, it was not 
until religious symbolism gave special significance to the subject mat- 
ter of representative art, that particular advance was made toward 
the higher esthetic expression. With this great group, as with the 
American peoples generally, the esthetic in its higher manifestations 
grew as a Vine upon the strong stem of religious symbolism. Re- 
ligion furnished the conception and the energy and skill necessary 
to its realization; it prepared the design, supervised its application 
to the stone, and drove the chisel that carved it. It demanded re- 
sults in form, finish, and embellishment of the highest order, for in 
the view of their devotees the gods appreciated the beautiful as well 
as the essential. We.do not lose sight of the fact, however, that ap- 
preciation of the qualities regarded as pleasing to the gods had its 
origin in that which was pleasing to the man. Certain qualities of 
form, line, color, and arrangement gave pleasure to the eye; certain 
qualities of finish gave pleasure to the touch, and this appreciation of 
the qualities called esthetic, was a thing of slow growth in the human 
mind, but of great moment in the history of culture. To the 
pleasure afforded by perfected qualities of the works themselves were 
added always the incentive of religious fervor, the ambition to excel, 
and the fascination of creating for creation’s sake, 

The importance of the esthetic element in Maya art can hardly be 
overestimated. It is doubtful if any people at a corresponding 
stage of cultural evolution was more highly gifted with artistic 
genius and appreciation and gave more attention to its application 
to all forms of art than the Mayan race. Every plastic form and 
every line of the dragon bear testimony to this fact. It was not 
religion that stipulated that no straight line and no right angle 
should appear in the image of the dragon; it was not religious re- 
striction that provided that no curve should be the are of a circle, 
that every curve should be subtle, and that all outlines of glyphs and 
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cartouches should take the roundish, calculiform character. Every 
feature of design had complete esthetic supervision (pls. 8, 9). 
Throughout America plastic freehand methods always prevailed over 
the mechanical. In the creation of this monument the great motor 
force was religion, but the ever-watchful esthetic impulse joined 
hands with that force in making it a masterpiece of art. 

Dependence of art on religion is amply shown in what has been 
said, but the fact may be further illustrated. If in the course of the 
progressive decadence of a primitive culture the religious impulse 
should lose its hold on the people, all save the most ordinary esthetic 
activities would cease and it is manifest that no additional block 
would be hewn from the quarry, no great stone would be carried to 
sacred precinct, no mythic conception would be applied to the stone, 
and no hand would be available to undertake the task of realization. 

It is observed that the ancient Maya sculptor abhorred blank spaces 
in his designs and also that in eases there is an overcrowding of 
subject matter, but no people has ever filled in waste spaces more 
effectively than the sculptors of Quirigua, The space-filling figures 
are not, however, mere meaningless embellishments, but are doubt- 
less generally significant, having reason to be in the particular 
places where they are introduced. In this particular musterpiece 
the introduced elements embody animals, human and grotesque 
figures with symbols and embellishments all in agreeable accord 
with the composition proper. A somewhat definite idea of the gen- 
eral character of the design and the remarkable elaboration and 
beauty of the work can be gained by a study of the photographs and 
drawings herewith presented (pl. 10). 

Technic aspect—The technic history of the great stone begins 
with its removal from the quarry and transportation to the present 
spot. How this herculean task was performed must remain a matter 
of speculation. With a people unacquainted with the highly de- 
veloped appliances of civilization, the task would seem beyond the 
possibility of accomplishment. It is quite impossible to say whether 
the removal was by land or by water. If by land, a road had to 
be constructed over ground now rough, now yielding and unstable, 
and u great force of men with rollers and ropes would be required. 
If by water, a broad and deep canal had to be dug, and a raft of 
large proportions constructed and launched to sustain the immense 
weight. Unless decided evidence of the use of the latter method 
appears, the former must be accepted as the one probably employed. 

The designing and carving of the monument, the methods and 
means, are matters of great scientific interest on which we have but 
meager light. It was not a task within the reach of an uncultured 
people. The complicated conception had to be clearly in mind, the 





tm. oe |i 


458 ANNUAL BEPORT SMITHSONIAN INSTITUTION, 1918, 


design had to be worked out in minute detail, and the application of 
the drawings to the irregular rounded surface of the stone was a 
matter of no little difficulty. Asa preliminary step the shape of the 
stone had to be modified to suit the purpose, the surface smoothed 
before the outlines could be applied in pigment, and the many fea- 
tures adjusted to their several places preparatory to the beginning 
of the sculptor’s work. 

The execution of the work is a deep mystery and its successful 
completion a great marvel. A lump of course sandstone—according 
to Maudslay “a breccia composed of feldspar, mica, and quartz, 
very absorbent, and weighing about 130 pounds to the cubic foot "— 
had to be attacked with tools the nature of which remains to-day 
au matter of conjecture, It is generally believed that these people 
were without hard metal tools, and although stone tools were prob- 
ably equal to the task, few traces of such tools applicable to the pur- 
pose have been found. We thus pause before a second mystery, 
for had stone tools been used in the arduous and prolonged task of 
crumbling with pick and hammer and smoothing by abraders, they 
would still exist and ought to be found frequently in the work of 
clearing and excavation, for it seems highly probable that the carv- 
ing of the various monuments was carried on, not only on the spot 
where they now stand, but after final placement upon their founda- 
tions. If bronze were used, it may have disappeared by decay. 
However, thers are no traces of the use of this metal in any form 
and no documentary testimony supporting the hypothesis of its use 
by the Mayan peoples. 

A striking feature of the sculptural work of Quirigua, well illus- 
trated in the example here presented, is the masterly workmanship. 
The design is adjusted perfectly to the shape of the stone, and 
there is no suggestion of incompetence on the part of the sculptor 
and no indication of the lack of effectiveness on the part of the im- 
plements used. The forms, shallow or deep, simple or complex, 
are all carved with equal directness and vigor. The chisel may not 
have accomplished all that the conception required, for ideals may 
rise entirely above the capacity of material embodiment, but there is 
no suggestion of hesitation or inefliciency in the completed work. 

Culture statue—The date inscribed in hieroglyphic characters on 
this monument occurs on the left shoulder of the southern front, 
and, as read by Morley, corresponds with the year 525 of the Chris- 
tian era. Certain groups of the Maya race, including the people of 
Quirigua, had made such advance in culture as to justify the claim 
that they had attained the state known aos civilization. Glyphic 
writing was well advanced, and students are pretty well agreed that 
a phonetic method of record, the achievement of which best marks 
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the close of the barbarian and the beginning of the civilized state, 
was an accomplished fact—not the perfected representation of ele- 
mentary sounds, perhaps, but rather symbols for words and wehngetns 
In many of the arts the Maya had made remarkable progress. 
architecture, sculpture, the cutting of gems, pottery, the textile me 
and metallurgy, they could compare favorably with the several 
countries of central and western Europe at corresponding periods 
down to the year 525 A. D. 

Tie future—The great stone structures of Quirigua crumbled 
beneath the attacks of destructive climatic agencies, nided possibly 
by earthquakes and other natural forces, and were deserted by an im- 
poverished and disheartened people; and it was not long before the 
shattered walls were deeply buried beneath their own débris and 
covered by the quick-growing tropical vegetation. The monolithic 
sculptures scattered about the courts and plazas remained entirely 
hidden from view by the thick veil that nature had spread over them. 
To-day all are brought to light again and stand exposed in the open, 
the delight of students and the marvel of the visiting world. In 
this condition they are unfortunately subject to the attacks of wind 
and rain, the wear by repeated cleaning, and injury by vandal hands, 
Nature, after disaster had fallen upon the city, spread over the ruins 
a mantle of protection, but to-day the explorer has exposed them to 
further ruin. No wall, howsoever strong, will stand exposure in the 
open in this climate for a single generation. The restored walls of 
the principal building of Quirigua, from 4 to 6 feet in thickness and 
not exceeding 12 feet in height, laid up in 1910 with Portland cement, 
are to-day in a state of ruin as complete as the original walls were 
when first brought to light by the School of American Archwology. 
In this state they are ready to welcome, as did the original ruins a 
thousand or more years ago, the quick-growing veil of vegetation. 

The question of the future of these monuments thus becomes a 
matter of interest to the whole civilized world, So precious are they 
to history and science and so valuable as a material asset to the peo- 
ple of Guatemala, that steps will certainly be taken to shelter them 
from the dangers with which they are beset. Is it better then, con- 
sidering impending obliteration, that they should have remniried 
forever entombed in the forest? Certainly not, for the stage of civil- 
ization has now arrived in which the historic value of such monu- 
ments is appreciated, and their story, so far as archeological science 
ean reveal it, will soon be written into the literature of the world, 
This record must be so full and lasting that should the works them- 
selves entirely disappear the world shall still have, and for all time, 
the full advantage of the story. Future generations will, however, 
hardly excuse the present should no adequate steps be directed 





toward me peetervenion of what remains of these masterpieces of 
an art. Should the extraordinary upper surface of 

e dragon showit’ in an accompanying illustration, continue as now 
cance to the elements and to the wear that will come, what must 
we anticipate its appearance will be after the lapse of a thousand 
years? The strongly relieved features will be leveled with the gen- 
eral surface and the deep-set eyes lifted to heaven will, from the tears 
that fill them with every storm, be blind depressions in the roughly 
pitted surface of a great meaningless bowlder of sandstone, As soon 
as the work of exploration and record is completed the work of pres- 
ervation, of covering in, should be taken up as a national obligation 
of the Republic in whose custody these monuments must remain. 





A PREHISTORIC MESA VERDE PUEBLO AND ITS 
PEOPLE. 


By J. Watren Fewres. 


[With 15 plates] 
INTRODUCTION, 


The Mesa Verde, or Green Platean, is situated in the southwestern 
corner of Colorado and was set apart by Congress from the Ute 
Rezervation for protection of its prehistoric remains. Its form is 
oval, measuring about 42,000 acres, with an average elevation of over 
7,000 feet above sea level, rising abruptly on the north side to 8,700 
feet, over 1,500 feet above the plain. Its surface is cleft by deep, 
almost parallel canyons opening into the Mancos Valley on the south, 
between which are spurs of the mesa sloping gradually southward. 
Tn the canyons (pl. 2) are located the most remarkable cliff dwellings 
of the Southwest. The top of the plateau is dotted with mounds 
of earth and stone. The present article deals with one of these 
mounds, which was excavated and the exposed ruins repaired by the 
Smithsonian Institution, during the months of July, August, and 
September, 1916, at the request of the Secretary of the Interior, fol- 
lowing a recommendation of the writer in his report to the latter on 
field work at Sun Temple in the summer of 1915. 

Clusters of mounds composed of artificially worked stones and 
earth situated on the surface of the mesa have long been known, and 
from indications these piles of stones were believed to mark the 
sites of buildings. None of these mounds, however, had been opened, 
or their contents investigated. The plan of operations was to de- 
termine, by excavations, the character of the buildings concealed in 
them, and to interpret their cultural relations and significance. A 
cluster of mounds known as the Mummy Lake group was chosen as 
promising and advantageously situated for this purpose. The exca- 
vation of one mound of this cluster revealed a large building of a 
type new to the plateau. 

The importance of the results of the work and their bearing on 
southwestern archeology may be better appreciated after reading 
what immediately follows, A portion of the area now known as 
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Arizona, Utah, Colorado, and New Mexico was inhabited in pre- 
historic times by Indians culturally unlike those of any other region 
of North America, and for that reason this unique territory bears 
the name Pueblo culture area. It is, in fact, the only aboriginal cul- 
ture area where buildings have determined the name, being dis- 
tinguished from all others mainly by architectural characters. This 
limitation of characteristic terraced communal houses to a geographi- 
cal area leads us to associate climate or other conditions of that area 
with peculiarities of buildings, as cause and effect. 

Of man when he first entered the Southwest, we know little save 
that his physical features show that he was an Indian. The time 
of his advent is in doubt. Considerable obscurity also exists re- 
garding the direction whence Indian colonists entered this district, 
but there is no doubt regarding the geographical locality where 
Pueblo culture, judged from the character of buildings, originated. 
The immigrant clans that first peopled the Southwest are supposed 
to have come from people who built neither cliff dwellings nor 
pueblos, consequently this style of dwelling originated exactly where 
it is now found. 

But the Pueblo culture must not be interpreted solely by peculiari- 
ties in buildings, for although it receives its name from architectural 
characters, there are influential factors that it shares with those of 
other tribes of Indians which are very important. One of the most 
noteworthy of these is the possession of maize or Indian corn as a 


_ Teliable food resource. Agriculture is one of the corner stones of 


the Pueblo culture, as masonry is another. When man first entered 
the Southwest he knew little of the advantages of stone as a build- 
ing material, for he built his hut of mud, sticks, or possibly of skins 
of animals. The North American Indian became a good stone 
mason as a result of a life in caves. Nowhere outside of the South- 
west were elaborate buildings* constructed of dressed stone by the 
aborigines north of Mexico. Masonry and agriculture, then, are the 
primary factors that determined the essential peculiarities of Pueblo 
culture. 

The Mesa Verde was set aside as a national park on account of its 
prehistoric stone buildings and monuments. While it presents rare 
facilities for a study of aboriginal architecture, it shares with other 
regions of the Southwest the condition that imperishable aboriginal 


buildings have survived from prehistoric times. Evolution of 


masonry in this region is a development which occurred in prehistoric 
times, or before the advent of the white man. No European ever 
saw an inhabited cliff dwelling on the Mesa Verde, and no article of 
European manufacture has ever been found in the undisturbed débris 
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of the rooms, These cliff dwellings were abandoned before the 
Spanish conquest. 

The inhabitants of the caves on the Mesa Verde were ignorant of 
hieroglyphs or letters, and therefore have left no written account 
of their origin and early history, although vague traditions are pre- 
served by their descendants, especially among living Pueblos, as the 
Hopi. The most reliable data we now have to aid us in interpreting 
their culture are their buildings and archeological remains, or monu- 
ments, and minor antiquities, called artifacts, especially objects of 
burnt clay, that they have left behind. Their houses are the most 
significant, As pointed out by Westropp, in referring to prehistoric 
and historic cultures of other races: “Architecture is the external 
form of their public life; it is an index of their state of knowledge 
and social progress.” 

One type of building characteristic of this culture is illustrated by 
Spruce-tree House and Cliff Palace, but this is not the only form. 
There are others, such as Sun Temple, brought to light in the sum- 
mer of 1915, in which we find a building specialized for religious 
purposes, 

Field work in the Mesa Verde during the summer of 1916 first 
revealed still another type differing considerably from the two pre- 
ceding. This type, locally new, is known to ethnologists as a pueblo, 
commonty defined as a terraced community building constructed in 
the open or not attached to cliffs. It is a representative of many 
buried houses on Mesa Verde, and it is not too much to say that 
formerly there were as many buildings of pueblo type on top of the 
plateau as there were cliff dwellings in its canyons. Manifestly a 
knowledge of the Mesa Verde variety of pueblo is desirable, and a 
description of it will enlarge our conception of prehistoric culture 
in this locality. The object. of the present article, then, is to make 
this known as a contribution to our knowledge of the aborigines of 
Mesa Verde. 

The general condition and situation of mounds on the surface of 
the plateau will first be considered. 


THE MUMMY LAKE GROUP OF MOUNDS, 


- One of the best known growp of mounds in the Mesa Verde 
National Park is situated south of a reservoir called Mummy Lake. 
There is no good reason for calling this prehistoric reservoir a 
lake, for it is not a lake, and no mummies have ever been found in 
or near it. The term “Moki Lake,” by which it is sometimes desig- 
nated, is equally meaningless, but both names are so firmly fixed in 
literature that it is difficult now to substitute others. 


tProbably some writers on elnasient archeology would hardly consider clif dwellings 
architectural forma, 
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The best description of this reservoir is the following, quoted 
from Baron Nordenskiéld’s “Cliff dwellers of the Mesa Verde” 
(p. T4): 

A strocture of considerable size, which was probably utilized for purposes of 
Irrigation, Wes on Chapin Mesa, some kilometers above the great ruins and 
not very far from the slope into Montezuma Valley. <A lorge depression 80 
meters in diameter ia surrounded by a low, circular wall 4.5 metera thick. 
Water was probably conducted to this reservoir from some neighboring gulch, 
Traces of a ditch which formed the connection hnve been observed north of 
the reservolr by Richard Wetherlll <A view of the reservolr Is given In fig- 
ure 4%, which, however, shows only n part of a low, ring-shaped mound over- 
grown with bushes, all that is left of the thick wall. Quite pear the reser- 
volr we find the ruins of a considerable village, but the walls are now leveled 
with the ground, leaving only huge heaps of stone to mark the site. 

Mummy Lake, or Moki Lake (pl. 7, fig. 1), is an artificial depression 
surrounded by an oval or circular ridge of earth, in places outlined 
by double walls of stones suggesting rooms. Excavations at the base 
of these stones, however, show that their foundations do not extend 
far below the surface; but work thus far has not been suffient 
to prove conclusively that there were not rooms on the periphery. 
Mummy Lake lies on the northern edge of a group of mounds 
where the slope of the surface of the plateau would seem to indi- 
cate that water could be readily drawn from it. It is probable 
that the farms of the ancients were situated between the pueblos 
of the Mummy Lake group, and that these farms were irrigated 
by water drawn from this reservoir by means of irrigating ditches. 
In the time that has elapsed since the Mummy Lake pueblos 
were deserted the reservoir, like the ditches, has been filled with 
wind-blown sand or soil, so that its depth has greatly diminished, 
and at present water remains in it only a short time. Probably in 
prehistoric days it contained a perpetual water supply of a purer 
quality than now, when it is fouled by cattle excrement and mado 
impure by mud washed into it from the surrounding banks: and 
‘f such were the case the reservoir probably supplied the neighbor- 
ing pueblos with drinking water, since springs in this neighborhood 
are remote and very difficult of access. For instance, at the bottom 
of Soda Canyon there is an unpalatable soda spring, a climb from 
which to the pueblo is very arduous. Another spring, at the head 
of the same canyon, now used for Watering stock, is over a mile 
distant, while a third possible source of palatable water is near the 
head of Navaho Canyon, even farther away, There was a small 
reservoir, possibly communicating with the larger by canals, now 
clogged with sand at each mound in the group. One of these minor 
reservoirs is indicated on the map near the mound excavated. 

A much worn trail extended from Mummy Lake to Spruce-tree 
House, just east of the house excavated, and between it and the 
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rim of Soda Canyon. This trail, used by horsemen before the Gov- 
ernment road was constructed, was probably an old Indian path 
of great antiquity, connecting the various pueblos of the Mummy 
Lake group with Spruce-tree House and Cliff Palace. A steep 
branch trail descends from it over the rim of Soda Canyon to the 
spring above mentioned, near which are mounds of ruins sheltered 
‘by Steamboat Rock. This trail may have been used by water car- 
riers in prehistoric times, 

The position of the mounds on the plateau near Mummy Lake were 
first designated on an excellent map of Mesa Verde, published by the 
United States Geological Survey. It is evident from this map that 
the cluster of mounds near Mummy Lake is only one of several 
groups; for instance, from the rim of Soda Canyon, looking north 
and east, four similar clearings can be seen, in each of which are 
several artificial mounds, all of which have the same general form 
and are covered with sagebrush. No regularity is noted in their ar- 
rangement (pl. 1), but they vary in size and shape, all appearing to 
have, as a common feature, a central depression, which, judging from 
that excavated, indicates a large kiva. We find superiicial evidences 
of rectangular and oval houses, and in one instance the building 
under the mound may have a D shape. Fragments of walls project- 
ing above the ground are absent in all cases, but in one or two in- 
stances the direction of the buried wall can be followed for a few 
feet by surface indications. 

As these communes or clusters of small pueblos are more con- 
spicuous in clearings than among the thick cedars, the question nat- 
urally arises whether they were built before the cedars grew or 
whether man burnt or otherwise removed the trees of the forest before 
he laid their foundations. The author inclines to the belief that the 
clearings were made by the hand of man, and that cedars were grow- 
ing on the mesa when man appropriated it for his habitation or for 
planting. When once removed the constant tramping of people 
would certainly prevent trees from again growing on the cleared 
areas. At the time the buildings were inhabited they were sur- 
rounded by farms cleared of underbrush, and it appears from the 
amount of sand and soil filling the rooms of the pueblo that the wind 
played a great role in transporting sand to the mound from the sur- 
face of the bare earth. Sagebrush or trees would tend to anchor 
the soil and prevent its blowing away, which implies that the sage- 
brush has grown since the fields were no longer cultivated. As 
shown on the map (pl. 1), one or two of the smaller mounds of the 
group lie outside the clearing or in the cedars, a few of which trees 


1 This relation of mounds to sagebrush covered clearings Ie discussed by Dr. Prodden, 
Amer. Anthr., Vol. 14, No. 1, 1014, 
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also appear on top of the mounds. It may be mentioned that there is 
no evidence of a sagebrush clearing in the area about Sun Temple, 
which supports the theory that it was unfinished and uminhabited. 
Had Sun Temple been a domicile we would expect what we find in 
the neighborhood of Mummy Lake, some evidences of cultivated 
fields. 

The sagebrush clearings are very fertile and throughout the 
summer months are carpeted with flowers, the most abundant of 
which is the “Indian paint brush”; later these plants, rare or un- 
known among the cedars, are succeeded by various species of asters. 
On account of the large number of flowering plants in the sage- 
brush clearings, unusually tame humming birds are very common, 
but with the advent of autumn they likewise vanish and the leaves 
of the serub oaks change their colors and the mesa top is brilliantly 
painted with bright yellow and red. Almost everywhere, especially 
over the surface of the mounds, fragments of pottery are abundant, 
and here and there on the level surface between the mounds are re- 
mains of low stone walls, suggesting pit-houses,' gardens, or irri- 
gating ditches. . 

There are several clusters of mounds visible from near the Mummy 
Lake group. On the side of Soda Canyon there is an elevated out- 
crop, called Steamboat Rock, which protects a cluster of mounds, 
with sunny southern exposure, from the north winds. In a clearing 
on hills near the head of Soda Canyon there are also mounds or 
sites of former pueblos. It is important to note that these groups 
of mounds always occur in sagebrush clearings; their occurrence 
among cedars, where they are smaller, is common but less conspicu- 
ous. The many flowers blooming in these localities show that the 
land is rich, and it is probable that Indian corn could still be grown 
on the Mesa without artificial irrigation. 

MOUND EXCAVATED. 

The mound in the Mummy Lake group chosen as a type for ex- 
eavation to determine the character of Mesa Verde pueblos is situ- 
ated four miles and a quarter due north of Spruce-tree House, and 
ig one of sixteen scattered at intervals on both sides of the Govern- 
ment road. It stands about an eighth of a mile east of this rond, 
a few steps from the rim of Soda Canyon. This pueblo (pl. 4) might 
be called Far View House, for the distant southern outlook from it 
is very fine and has been commented upon by almost every visitor." 

ao | 7 the present state of our knowledge to : the ber 
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ited. ‘There Is no doubt it was large, moch greater than suspected by early investigators. 
We are on the threshold of « great research and every year's fleld work will advance us 
a step In deciphering the history of this interesting race. 


©The name Par View House, which calla attention to this fact, was suggested 
my workmen, Mr. Jason Myers. suggested by one of 
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MESA VERDE PUEBLO—rEWKES, 467 


From its highest rooms the corners of the four States of Dtah, Ari- 
zona, New Mexico, and Colorado—the only case in the country where 
four States meet in one point—can be seen far to the southwest. 
Sleeping Ute Mountain, Ship Rock, once called the Needles, and 
distant mountains of Arizona, rise on the horizon to the south 
and west. In the less distant foreground, beyond a forest of 
eedars, one can trace several important canyons of -the Mesa 
Verde, among which may be mentioned Navaho, Mancos, and Soda. 
When the wind is favorable, the flag at Spruce-tree camp can be 
as a speck waving above the trees; the course of Spruce-tree 
Canyon can be traced without difficulty through its whole length. 
The surface of the land south of the ruins is covered with a dense 
forest of cedars and pifion trees sloping to the south. Looking back 
from the well-known tower at the head of Navaho Canyon or across 
country from the fine ruin, Spring House, one could make out the 
workmen on the ruin, with a good glass. Not many feet (80) from 
the southwest corner of the court there is in view a large mound 
pleading for excavation which may have an interesting story to 
impart regarding aboriginal culture. Two mounds in the group are 
situated in the cedars beyond, and a third, of large size, lies just 
south of the edge of the sagebrush clearing. The site of the pueblo 
18 the most prominent one in the southeast corner of the area, and in 
a way this pueblo may be said to dominate the others. It was 
probably the largest, the most populous and important. 

When excavation work was begun, the entire surface of this 
mound, like all of the group, was covered with sagebrush (pl. 3) 
and, like them all, showed o deep circular depression in the interior 
strewn with stones and débris. Some seeker after curiosities had dug 
a shallow trench on the highest point of the north side, revealing 
a fragment of a well-made wall and the sides of a doorway. From 
this a trench had been dug across the mound to what was even- 
tually found to be the south side. This excavation had not de- 
termined the form, size, or height of the building, and probably did 
not reward the workmen with the small objects they sought. 

Almost every visitor to the pueblo while the excavation was in 
progress remarked on the quantity of débris that filled the rooms 
and naturally asked whence it came. Many visitors were sure it 
indicated a great age: that a long time had elapsed to fill the 
rooms. The writer has also given much thought to this condition 
and concludes that this alone does not prove a great antigity. It is 
difficult to explain this condition and to draw conclusions therefrom, 
but an examination of the arrangement or stratification of débris in 
the rooms is significant. For several feet below the surface the 
débris consists mainly of fallen stones mixed with adobe, resulting 
from the overturned tops of the walls. Penetrating deeper or below 
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this stratum, soil free from stones was found. This material, iden- 
tical with the sand of the plateau, appears to have been blown into 
the rooms or brought from the surrounding fields by wind storms. 
The accumulation of débris due to falling walls and the addition of 
wind-blown sand would progress very rapidly as long as the wall 
projected above the ground, but would then cease. That time might 
be measured by centuries, certainly not by millenniums. Lower 
still occurs a layer of ashes with fragments of charcoal, a “pay dirt” 
in which artifacts are common. This is mixed with adobe, evi- 
dently remnants of plastering. Deeper sometimes follows another 
layer of sand or an wolian deposit; a sequence not uniform and not 
the same in thickness in all rooms. Evidently some of the rooms 
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Fic, 1.—Ground plan of Far View House. Mess Verde National Park, Colorado. 


had been deserted- and the sand accumulated to a depth of 2 or 3 
feet, after which they were reoccupied and foundations laid on the 
sand, the new walls having been constructed to the height of the 
adjoining walls on this foundation. 


GROUND PLAN OF BUILDING. 


The arrangement of rooms reduced to a ground plan is seen on 
figure 1. The lowest story of the main building has 40 secular rooms 
and four ceremonial chambers or circular kivas, A few of the secu- 
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lar rooms have not been excavated to their floors. The majority of 
these are arranged in two tiers on the north and west sides. They 
are two-storied; the floor beams of the second story, which are 
rafters of the first, were found and left in place. The row of rooms 
north of kiva A likewise show evidences of the existence of a third 
story, so that it may be said there were about 50 secular rooms in 
the building. 

All the secular rooms on the west side were completely excavated, 
and earth was removed from all kivas. The court or dance plaza is 
situated south of the main structure and is inclosed by a low wall 
measuring 110 feet on the south side, 374 feet on the east and 34 feet 
on the west side. 

The peculiarity of this pueblo consists of a large central circular 
kiva, around which sre grouped secular rooms, to which are added 
emaller circular kivas. This central room recalls a tower, but, unlike 
some of the towers, this and the smaller kivas have pilasters attached 
to the walls for support of a vaulted roof. The great size of the 
central kiva suggests that the room was not limited to one clan: it 
points rather to a fusion of clans forming so intimate a union of 
several families that the room may no longer be considered as limited 
to men of one clan, but the meeting place of a fraternity of priests, 
drawn from several clans. The formation of such a fraternity is 
an advance, sociologically speaking, upon what we find indicated by 
the small clan kivas of cliff dwellings and implies more recent 
construction. 

The regularity of the secular rooms, as shown in plate 5, strikes 
the observer at first sight. The partitions separating these rooms 
run north-south and east-west and are continuous through the 
pueblo, No such regularity is found in cliff dwellings, although it 
is a marked feature of pueblo ruins along the Chaco and elsewhere. 
Inhabited pueblos as Zufi, Walpi, and others show this character 
only to a limited extent. 

The rooms of this pueblo are consolidated into a rectangular form 
with straight walls broken on the south. The building is oriented 
approximately to the cardinal points, and terraced to secure sunny 
exposure on the south side. The method adopted by the Mesa 
Verde people in orienting their buildings, as Sun Temple, seems 
to have been followed at this pueblo, and reveals a knowledge of 
solstitial sun rising which is instructive. The sun priests of the pueb- 
los had, of course, no compass and probably the polar north was un- 
known to them. Their north, west, south, and east, as with the Hopi, 
are not the same as ours Aah the line of the south wall of Sun 
Temple was determined by the position of the sun. It was not made 
haphazard, but was carefully thought out and determined by astro- 
nomical observation before the foundation was laid down. At the 
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autumnal equinox theoretically the sun rises in the east and sets in 
the west. In other words, sighting from the shrine along the so- 
called south wall on that date we ought to see the sun rise on a con- 
tinuation of that line, if the wall extended exactly east and west. 
Observation shows that ‘such is not the fact; the south wall does not 
extend exactly east and west. On the morning of the 21st of Sep- 
tember, in company with several others, the writer determined this | 
by observation, and found the line of the south wall if extended 
would touch the point of sunrise on the horizon a little more than 
20° north of the extended line of the so-called south wall. 

“The same is true at sunset as viewed in the opposite direction as ob- 
served by my friend, Mr. T. G. Lemmon. The sun on that date sets 
about 20° from the extended line of the so-called south wall, which, 
if projected, would touch the point of sunrise at the summer solstice. 
This is so exact that the builders of Sun Temple probably deter- 
mined the direction of the wall by observation of the sun as seen 
from the sun shrine at that solstice. The point of summer solstitial 
rising of the sun, as observed on the horizon, as well as sunset in mid- 
winter were cardinal points among them, as among the Hopi, and 
determined the lines of their temple devoted to sun worship. It 
seems to have been in somewhat the same way that the orientation of 
the pueblo at Mummy Lake was determined, but as the south wall 
is more irregular and the building more patched upon this side, it 
was not as easy to make observations there as at Sun Temple, but it 
was possible to use the north wall for that purpose. 

Tnasmuch as some of the highest walls had been reduced in alti- 
tude by the fall of their tops there had accumulated around their 
foundations a mass of detached fragments. The remains of fallen 
walls were especially extensive along the north wall, and the removal 
of this material was a work of considerable magnitude. Serapers 
and stone boats were used for that purpose but the wall itself was 
Inid bare by hand. The funds appropriated for this work were in- 
sufficient to permit the removal of this mass to a considerable dis- 
tance to make the desired grading, but an automobile road was con- 
structed around the ruin so that it can be visited with little incon- 
venience. 

The excavation was begun on the northwestern corner of the 
mound (pl. 6), which later proved to be a small square room (pl. 6, 
fig. 3) annexed to this angle of the building. It was found that 
the greater part of the northern wall had been reduced to about 
6 feet in height, and that the partition walls of several rooms 
formerly attached to it had been shattered. The east wall (pl. 6, 
fig. 4) was in somewhat better condition, but inclined so much out- 
ward that it was considered advisable to construct a buttress to hold 
it up. The south wall (pl. 8, figs. 1, 2) was irregular and much 
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2. WESTERN END oF SOUTH WALL, PARTIALLY UNCOVERED. PHOTOGRAPH BY 
Mrs. F. W. CHINKSCALES, 





3, NORTHWEST ANGLE, COMPLETELY EXCAVATED. PHOTOGRAPH Br J. WinsuLa. 
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1. SOUTHEAST ANGLE OF MOUND BEFORE EXCAVATION. PHOTOGAAPH BY FEWKES, 





2, SOUTHEAST END BEFORE EXCAVATION. PHOTOGRAPH BY FEWKES. 
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2. Masonay OF NORTH WALL. PHOTOGHAPH ay Mrs, F. W. CHINKStaALes. 





broken down; here (fig. 1, a, a, a,) buttresses were necessary. Near a 
recess situated midway in the length of the wall props (aa, az) had 
been constructed by the aborigines to hold it from falling while the 
building was still occupied. The east wall also leaned considerably 
and had to be repaired. There is fine masonry in certain portions of 
all these walls (pl. 9, fig. 2; pl. 10, fig. 2), but on the whole it was 
inferior to that seen at Sun Temple: 
As the number of rooms is greater than in Sun Temple, the work 
of excavation was more laborious than in the preceding summer, the 
shattered walls necessitating more repair work. The walls of a 
few rooms had been constructed on sand foundations, indicating 
that these rooms had been deserted and reoccupied. Other walls 
showed evidences of having been repaired while rooms were still occn- 
pied. The writer had no doubt that the building was a habitation, 
as many objects of household use were found at all depths from the 
very inception of the work. | 

The main north wall, exclusive of a small room of unknown use 
on the northwest nila measures 113 feet from the northeast to the 
northwest corner, and was formerly about 20 feet high. The east 
wall extends 50} feet and the west wall 64} feet, both averaging 
about 10 feet high. There is a court surrounded by remnants 
of a wall rising » foot out of the ground on the south side. This 
wall rises highest where it joins the southeast and southwest angles 
of the main building. About mtidway in its length there is a recess 
in the south wall, evidently intended to hide the entrance ladder, 
resembling a similar recess at Sun Temple and Cliff Palace. The 
angles of this recess and the accompanying wall show good masonry; 
the corners inclined slightly outward, not being properly bonded to 
the remaining wall. The masonry throughout is fair but shows all 
the fanits of cliff dwellers’ work; joints unbroken, corners not bonded 
or properly tied to the other walls. The adjoining surfaces of the 
superposed stones were not flat, the mason relying upon slivers 
of stones, set in mud, to fill the intervals between them. He so mul- — 
tiplied the number of these stones that it weakened the walls, for the 
mud in which these were inserted easily washed out and the walls 
became unstable in course of time, notwithstanding they are thick, 
though in some cases the walls are narrow, not more than a few 
inches wide. Marks of human hands, and in a few instances im- 
pressions of corncobs were seen in the pointing of the walls—the 
latter perhaps accidental; no marks of a trowel were found. 

‘Large, flat, thin, unworked stones set on edge occur at the south- 
west inner corner, where the wall surrounding the court joins the 
eouth wall of the main building. These stones are of such a size that 
they may be called megaliths, as it would require three men to handle 
one of them. Their insertion in the wall is regarded as a survival 
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of a stage in southwestern masonry antecedent to the employment 
of hewn stones.* As a rule there were no stones in the wall con- 
struction that could not be carried by a single pair of hands. 

A majority of stones show evidences of artificial pecking or dress- 
ing on their surfaces, a few being smoothed by attrition. Plastering 
as a rule is absent, but appears in layers over the surfaces of the 
small kivas. Its absence on the rectangular rooms and presence on 
the kiva walls suggests that it was protected by the vaulted roofs 
of the latter, which fell long after those of the former. 

There are many stones with incised decorative figures, possibly 

“mason marks,” different from those of Sun Temple set in the inner 

walls of the building. ‘The spiral (fig. 2), representing the serpent 
of the water, occurs several times. The same figure was noticed on a 
round room lntely discovered a mile 
from Spruce-tree House ond on a 
round tower in Cannon Ball ruin, 
near the McElmo. One of these spi- 
rails was accompanied by radinting, 
peripheral, parallel lines, suggesting 
a figure of the feathered snake. Sev- 
eral of the more striking figures from 
stones fallen or still remaining in the 
walls are shown in the accompanying 
figures (fig. 3). They resemble de- 
signs on black and white pottery ware. 

Various interpretations have been 
suggested to explain these figures, 
Fic, e. 2—Serpent symbols | incised. on some of which are fanciful; there is 

no reason to doubt that they were 
primarily decorative, but they may also be symbolic. The compli- 
cated form of several incised figures suggests something more than 
meaningless efforts at embellishment, but it is too much to hope that 
they have any value as inscriptions. Although these designs are 
regarded as decorative, the limitation of the spiral to round rooms, 
towers, or kivas hints at a deeper significance. There is an obscure 
legend among the Hopi that circular kivas are connected in some 
way with snake ceremonials, and the association of the spiral sign 
and circular rooms seems to support, in a way, this idea, 


TYPES OF ROOMS. c 





The rooms have two shapes, circular and rectangular, with tri- 
angular recesses between them, which are inclosures, not rooms. 
The cireular rooms are evidently kivas or ceremonial chambers, 


‘Jackson describes an extensive wall of a rnin tn Montesuma Can tructed 
In this manor. ar 
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1. SOUTHWEST ANGLE, PARTIALLY EXCAVATED, PHOTOGRAPH BY J. WIRSULA, 





2, SouTHWEST ANGLE, PARTIALLY EXCAVATED. PHOTOGRAPH av J. WIRSULA. 
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evolutions of the men’s rooms of an early time. The four circular 
kivas are identical in ferm and architectural features with similar 
rooms in cliff houses, which identity may be explained by the fact 
that religious buildings preserve archaic forms. They are, as a 
rule, better constructed than secular dwellings. The secular rooms 
vary considerably, but have a general likeness in form, size, and 
position of doorways. 

The majority of 
rooms found in Mesn 
Verde cliff houses fal! 
into the following 
types: 

1. Ceremonial 
rooms or kivas: These 
are circular,’ some- 
times D-shaped, gen- 
erally subterranean. 
There are two varie- 
ties of kivas—those 
that formerly had a 
vaulted roof and 
those with a flat roof. 
Banquettes and  pi- 
lasters, fire holes, 
ventilators, and de- 
flectors are present in 
the former. 

2, Storage rooms: 
These are generally 
situated on the 
ground floor or below 
the others. They are 
without windows and were apparently entered from the roof; but 
often with side entrances communicating one with another. The 
largest number of rooms in cliff house are for storage of corn and 
other possessions. This type may be regarded as one of the oldest. 

3. Sleeping rooms; This type is the nearest approach to a living 
room, but is rarely specialized for this sole use. 

4. Milling rooms; In these inclosures, often covered, but generally 
without roofs, we commonly find a mill for grinding corn, and some- 
times a fireplace for frying paper bread or “ piki.”. A room for 
this latter use is sometimes differentiated from the milling room. 





Fie, 3.—Inclsed figures on masonry. 
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Cooking was done out of doors, either in a secluded corner of the 
court or on housetops; several rooms have corner fireplaces. | 
4, Circular rooms: These rooms are sometimes lockouts, but as 

often dedicated to ceremonials. | 

In addition to those mentioned above, there exist also inelosures 
of various. forms, especially where we have circular kivas set: in the 
midst of a mass of rectangular chambers. All types of rooms above 
enumerated are not found in the excavated pueblo, but when present 
they appear to reproduce essential features characteristic of cliff 
dwellings. As a rule, all the different varieties are larger in the 
open-air ruins than in the caves, where the protection of a natural 
roof makes open, outdoor life more agreeable and convenient, 

Wooden beams of floors and rafters of roofs, very much decayed, 
were found, especially in the rooms north of the large kiva. The 
ends of well-preserved cedar floor logs of a basal room protruded 
into one of the rooms north of kiva B. 





CEREMONIAL ROOMS, EIVAS, 


The well-known prescribed characteristic of cliff-house kivas— 
depression wholly or partially underground—is preserved in the 
pueblo by building rooms about their outer wall. The kiva floor is 
not at a lower level than the floors of surrounding rooms, but the 
walls of other rooms inclose the kiva, and thus sink it to all intents 
below the surface. This condition, which occurs in some of the 
kivas of the cliff dwellings, was universal at the Mummy Lake ruins 

There were no windows in any of the kivas, and entrances were 
by hatchways in the roof. The surface of a kiva roof was too small 
for courts; the ceremonial darices probably took place within the 
inclosure on the south side of the pueblo. The method of construc- 
tion of all the kivas is alike; they were roofed the same way (fig. 4). 
The central kiva is much larger than the remaining three, suggest- 
ing the name “ assembly kiva,” it being possible that instead of sery- 
ing as the ceremonial room of a single clan, it was the room of 
a priest fraternity composed of several clans, or even an assembly 
place of all the people of the pueblo, reflecting a more advanced 
sociologie condition than in cliff houses and more like that found 
among pueblos of the Rio Grande, where we have but two kivas for 
the whole population. 

As shown on the accompanying ground plan (fig. 1), the three 
small kivas are constructed on the same general plan as the kivas 
of Spruce-tree House and Cliff Palace. All have six pilasters for 





‘The Hopi kiva is constructed underground because tradition declares that it «ym- 
bolically represents the usderworkd from which the anclents emerged into the present 
world, This esoteric prescript was aleo religiously obeersed by cli dwelleru so rigidity 
that when necessary the foor was oxcavated in colld rock, 


the support of a vaulted roof, and in some of these kivas the charred 
remnants of the rafters still remain. The most eastern and northern 
kivas (B, C, D) show evidences of a conflagration. The amount 
of smoke on the plastering of the walls is greater than would appear 
on the plastered walls if the roofs had not been burnt; moreover, the 
surfaces of the walls are colored bright red. The central kiva, A 
(pl. 12), is constructed on the same general lines as are the small 
kivas, It likewise had a vaulted roof supported on pedestals, a 
fireplace, ventilator, and deflector. No ceremonial opening or 
sipapu' was detected in the floor of this kiva, which is also true of 
B and C; kiva D has the neck and part of the handle of an earthen 
eup set in the east wall forming a hole just below the level of the 
top of the banquette. When seen from the top of the room this 
insertion resembles a metallic pipe, for which it is often mistaken by 
visitors. Whether or not 
the opening represents a 
ceremonial orifice is not 
known, but if it does this 
is the only instance known 
to the writer where a si- 
papu of this kind is found 
in a side wall and not in 
the floor between the fire- 
place and the kiva wall 
opposite the deflector. 

The construction of a 
vaulted roof over a room 
o2 feet in diameter was 
certainly a feat for stone-age masons that is worthy of more than 
passing notice. Naturally the writer could not believe this possible 
without the introduction of upright supports resting on the floor 
near the middle of the room. No evidence of such verticals was 
found and no depressions in the floor for their insertion about the 
fireplace were observed. It seems, therefore, that the masons accom- 
plished the vaulting by logs resting on peripheral pedestals (fig. 4), 
as in smaller kivas* 

The cliff dwellers are said to have been unacquainted with the arch 
and keystone, but they were not unfamiliar with the so-called Maya 





Fic, 4.—Beame of kiva roof resting on a pilaster, 


‘The oper'ng to the kivm floor called the aipapo is still nsed In Hopl ceremonials, 
through which to communicate with the underworld where a ghostly company of the 
dead are supposed to live engaged In the same occupations aa when alive, 

'The wethod of construction of a vaulted kiva roof in a Mesa Verde cliff house ts 
shown in a restoration at Spruce-tree House, taken from a portion of wm roof still pre- 
served in Square Tower (Peabody) House. The illustration In the text above was drawn 
from a photograph of the last mentlonead by Mr. Gordon Parker, supervisor of the Monte- 
suma Natlonal Foreat. 
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arch. The masonry about the entrance into the ventilator (fig. 5) of 
the large assembly kiva, A, recalls this form of arch and is unique in 
the construction of Mesa Verdernins. It consists of a flat slab of stone 
forming the top resting on other stones, each set a little back from 
the one above it, making a form of arch, but not the keystone type, 
= ale which, so far as known, is ab- 

- : sent in Mesa Verde buildings. 
Tt may be said that on the 
whole the best masonry is found 
in the kiva walls, as is true in 
other types of buildings. The 
| indications are that the large 
Hichomaticy, central kiva, A, is the oldest 
and that the other three, em- 
bedded in surrounding rooms, were later added to its outer walls. 
Changes in the walls and reconstruction of sections of the same 
were made after the original foundations were laid. This is espe- 
cially noticeable in the position of the supports of the roof. Evi- 
dently the roof of the great kiva fell in before those of the smaller. 





BECULAR ROOMS, 
* 

Besides the circular kivas this pueblo has many chambers which 
were secular in character, crowded about the ceremonial rooms. 
Among these the rectangular form predominates, although the inter- 
vals left between some of their walls and the outer kiva walls are 
inclosures of triangular or other shapes (see pl. 13). These recesses 
often have doorways but were not used as rooms, as is also indicated 
by the fact that the wall is jagged and destitute of evidences of 
chinking or plastering. 

Tt may be seen, in the ground plan, that there are no courts or 
open passageways running between the rooms in the pueblo, and that 
the partitions are made compactly, forming a solid mass of buildings. 

The rooms, as a rule, are larger that those of cliff dwellings. 
Their entrances are higher and broader, generally rectangular, but 
there are two doorways situated back of the large kiva, apparently 
in a third story, which are T-shaped like those in cliff houses, open- 
ing out over the of this kiva, There are no external, lateral 
doorways in the north, east, and west walls, and but three instances 
where rooms open directly on the court through the south wall. ‘The 
evidences of a third story are confined to the north side, which sug- 
gests a terrace to the south; but as all the rooms are not exca- 
vated it is not possible to determine whether or not three-storied 
rooms are limited to this section or how extensively a terraced form 
characteristic of a large pueblo was followed. The smoke on the 
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1. Rooms SouTHWEST OF Kiva A, FROM SOUTHWEST ANGLE. PHOTOGRAPH BY 
T. G. LEMMON, 





2. SOUTHEAST Rooms, From Kiva D To SOUTHEAST ANGLE. PHoToGRAPH BY 
T. G. LEMMON, 
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Spring House, SHOWING NATURAL BRIDGE. PHOTOGRAPH Ay Geonce L. Beam. 
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walls of several rooms above corner fireplaces, the + 


household utensils, as pottery and other objects, Siow saute pdable 
was once inhabited and that people dwelt in the buildings many 





years, 

Nowhere is the plastering so well preserved os in the walls of 
kivas between the floor and the level of the tops of the pilasters. 
The stratification of ‘this plaster recalls a custom among living 
pueblo people. It is customary annually in February for the Hopi 
girls to replaster all the kivas, an episode which forms a part of 
lustral rites that pervade the Powamu or purification from the evil 
god who has control of the fields in winter. A somewhat similar 
ceremony may have taken place in the Mesa Verde pueblos. The 
successive Inyers of smoked clay are indicated on sections of plaster 
from the wall of kiva B, and number at least 20. This kiva had 
been plastered 20 times. 

On the floor of a second-story room, below those in which are the 
T-shaped doorways, were found slabs of stone set upright forming 
a grinding bin, in which a grinding stone or a metate was found in 
place. In the west corner of the same room the walls showed marks 
of smoke and an arrangement of stone slabs indicating a fireplace. 


REPAIR AND PRESERVATION OF WALLS. 


As has been pointed out in an account of Sun Temple, the destruc- 
tion of the walls of ruins standing under the open sky is largely due 
to violent rains or the infiltration of snow water and its subsequent 
freezing. To obviate this destructive agency the tops of all walls in 
Sun Temple were covered with Portland cement laid on adobe with 
a foundation of broken stones or rubble. This precaution has been 
found to accomplish the required results. Not a rock of the walls 
of Sun Temple fell from its place in the winter of 1915. The tops 
of the walls of the kivas of the pueblo excavated during the summer 
of 1916 were treated in much the same way, except that a coarse groat 
was added to sand in the cement. 

In the repair work at Far View House it was necessary also to add 
a few courses of masonry to the tops of the exposed walls, and to 
prop up the outer walls on the west and south side with buttresses, 
The largest of these buttresses appears as steps on the west outer 
wall, which leaned so much that it certainly would have fallen as 
soon as uncovered if not held up in this way. This buttress was 
constructed about fallen walls. 

To prevent the partition walls on the west tier of rooms from 
falling when their supports were removed their west ends were tied 


ee 
Excavation end Repair of Gun Temple, Mesn Verdo National Park. Department of 
the Interior, 1016. 
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with new masonry to the inner side of the west wall. This was.done 
with adobe and will be effective for.a few years att The tops of 
all walls ought to be covered with Portland cement, 

In order to show the extent of the repair work on the tops of the 
walls the added courses were set a little back of the original wall, 
a method adopted from European archeologists 

Opinions may differ as to the amount of new masonry allowable 
in the repair of our ancient ruins, but the fact still remains that 
unless the walls are protected they will fall in a few years into 
piles of stone. To prove that. statement one.need only inspect exca- 
vations where no repair work has been done. 

The amount of the appropriation was so small that it was not 
possible to treat all the walls in the same manner, much to the 
writer's regret. | 








CEMETERIES, 


Although no excavations were attempted for the sole purpose of 
finding human bones,’ an almost complete skeleton of an adult was 
excavated from kiva B, about 6 feet below the surface. This skele- 
ton was without pottery and showed no evidences of having been pre- 
viously buried with pious care, the distribution of the bones suggest- 
ing a secondary hurried interment, possibly some time after the 
pueblo was deserted. Skeletons were not found under the floors. 

A low mound in which the dead were systematically buried, called 
the cemetery, is situated near the southeast corner of the building, a 
few feet from the east and south walls. As with the cemeteries of 
all members of the Mummy Lake group, this mound had been 
trenched and its contents removed many years before the writer began 
work, evidences of broken mortuary vessels left by the workmen being 
abundant over the surface. A few skulls and larger bones were re- 
moved from the cemetery south of the pueblo, but there remained 
with the dead no whole pieces of pottery, so successfully had the 
graves been rifled by my predecessors. The bodies found were flexed 
or bent in a contracted position. 


MINOR ANTIQUITIES. 


As stated above, the two factors availnble for a knowledge of 
the history of a people ignorant of letters are buildings and smaller 
movable antiquities, such as pottery and other objects. We have 
already treated the former factor, and there remains to be considered 
the latter, embraced in the term “minor antiquities.” So far as 
relies go. information drawn from these supports the conclusion 

a Tt may be well to, call the ats attention to the fact that thin axtiake la Intended to 


deal only with cultural features upon which the pueblos have been differentiated from 
other atocka of American Indians 
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derived from architecture, but a consideration of their significance 
in all its bearings must be left to a more exhaustive technical dis- 
cussion than is here possible. 

‘During the removal of earth from the rooms a large number of 
these small objects were found, but in the present paper it is impos- 
sible to do more than consider a few of the many relics excavated in 
the course of the summer. The majority of the objects came from 
the floors and in débris of the rooms, but a number were picked up 
outside the walls. These objects are practically identical with those 
found in cliff dwellings, indicating a similarity of culture notwith- 
standing there is a noticeable variation, especially in designs used 
in pottery decoration. Many duplicates of stone objects, as metates, 
manos (hand stones), pecking stones, mortars, and the like, were 
gathered together and left in a conspicuous place where they could 
be seen by visitors, but the majority, and all unique objects, were 
brought to Washington to be deposited in the National Museum, as 
required by law. 

Several of the smaller stones with incised figures were set in ce- 
ment on the south wall about midway in its length near the ladder 
recess; other larger stones and some with incised figures were ar- 
ranged on the deflectors of the kivas, where they can readily be 
inspected, 

Many visitors commented on the large number of household 
implements found here as compared with the paucity of the same at 
Sun Temple, The explanation of this fuct is apparent, for the open- 
air house was inhabited for a considerable time while Sun Temple 
never had a population. The scarcity of wooden implements, 
ketry, and woven fabrics of various kinds is probably due to the ex- 
posure of the rooms after they were deserted. Objects of this kind 
left behind long ago decayed; in some rooms there is evidence on the 
walls of an extensive conflagration which would have destroyed 
everything inflammable. 


STONE FMPLEMEN TS. 


A good series of stone hatchets and stone mawls was excavated 
from the rooms, These are generally grooved and polished, some- 
times with sharp edges, although hatchets with rough surfaces and 
those with blunt edges worn down by hammering are also numerous. 
A few blades, possibly knives, are very finely chipped. There should 
also be mentioned well-made arrowheads and half a dozen well- 
fashioned spear points, but none of these have shafts. Celts called 
tcamahia, peculiar to cliff dwellings, were also found. A stone club 
unlike any weapon previously reported from the Mesa Verde was 
found on the surface. 
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4A very large number of implements that were formerly used in 
dressing the stones of the masonry were naturally excavated both 
inside the rooms and outside the walls. Some of these had pits 
on the two opposite faces and were pointed, others were girt by a 
shallow groove midway in their length. 'They were made of a much 
hurder stone than that composing the walls of the building and were 
evidently brought from a distant locality, probably from the Mancos 
River. One of these made of hematite was more angular than the 
others, It would appear that these pecking stones were sometimes 
furnished with u handle. 

The many stone mortars and pestles, some of which were much 
worn, and the numerous metates and manos are instructive. There 
were also found flat stones on which pigments were ground, and the 
iron oxides used for paint were not missing, All of these objects are 
identical with those from the cliff houses and add their quota of eyi- 
dence to that contributed by the ceramics and architecture, that the 
pueblos and cliff dwellings of the Mesa Verde were inhabited by peo- 
ple whose cult objects were identical in character. 


EONE IMPLEMENTS. 


The assortment of bone implements, dirks, needles, bodkins, and 
the like is instrnetive. They vary in form, in kind of bone, and other 
particulars. It is rare to duplicate a perforated needle, one of which 
was found in kiva A. The skin scraper made of a bear bone is the 
same as those reported from Cliff Palace. The sections of small bones 
cut off in a cylindrical form are probably ornaments. Their shape 
resembles those from Spruce-tree House, suggesting that they were 
strung on a cord worn about the neck, 





ANIMAL FIGUEINES, 


At least three different forms of stone idols were found, all buried 
in kivas, In the ventilator of kiva D one of the workmen discovered 
the head and part of the body of a quadruped made of sandstone, 
which resembles a bear's head. Another figurine of the same soft 
stone had head, eyes, and ears fairly well made, but the body elon- 
gated and angular, destitute of both legs and tail. The third specimen 
(fig. 7) was pointed at one end, rounded at the opposite with flat side 
or base, reminding one of the clay image of the Horned Serpent made at 
the winter solstice ceremony! at Hano, one of the villages on the East 
Mesa of the Hopi. This striking likeness more than anything else 
has led me to suspect that it is an idol. 


7 Winter Solstice Ceremony at Hano: Amer, Anthrop., Vol. I, No, 2, 1890, 
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In previous reports on Cliff Palace and Oak-tree House the writer 
called attention to certain half-oval stones found in kivas that he 
identified as idols or fetishes. They represent the magnified end of an 
ear of corn, and resemble specimens made of clay or wood still used 
in Hopi ceremonies, where they are called kwtukwi, corn hills; they 
are in reality idols of Muyinwu, the god or goddess of germination. 
When wooden forms are used, symbols of corn of different colors are 
painted on them, or when made of clay a mosaic composed of kernels 
of different colored corn is regularly arranged on their surface, 
They are placed by the Hopi on the floor of the kiva before the altar 
and from time to time are sprinkled with prayer meal. Two stone 
specimens were found in the ruin, both of which have the same gen- 
eral form as that from Cliff Palace; one (fig. 6) is covered with a 
white substance like meal; the other has, near its apex, two small 
holes of about the diameter of a lead pencil. 


Ceramies as well as architecture presents important evidences 
of racial culture and the acquisitions from the pueblo, Far View 
House, are particularly significant. We have extensive collections 
of pottery from cliff dwellings, but no specimens have been described 
from the open-air ruins of the Mesa Verde. It is therefore a pleas- 
ure to the writer to be able to add to our material the first collec- 
tion from one of the Mummy Lake mounds* that has ever been 
deposited in the National Museum. 

This pottery is practically the same in form, color, and symbolism 
as that from the cliff dwellings, and supports the evidence of the 
architecture, that the ruin is prehistoric and comparatively old. It 
belongs to those archaic generalized types, widely scattered over the 
Southwest, which. antedate specialized and more modern varieties. 
We find a large proportion of indented, coiled, rough ware, white 
with black decorations, and a few specimens of imported red with 
black figures. The figures on the last mentioned are mainly geo- 
metric, linear predominating, with curved designs but no life motifs, 
human or animal, There were comparatively few whole vessels 





ANIMAL REMAINS. 


Portions of animal skeletons were found in considerable numbers, 
especially in room 26, which was evidently a dump place and filled 


14 considerthle amount of “pot hunting” has been dene In the cemeteries of this 
group, In which many specimens of mortuary pottery have been found and later sold to 
varions museums These are now labeled, “ Mancos"™ of “ Meta Verde,” and are useless 
for o atedy of the differences In Individual cliff houses of comparisons between Mesa Verde 
pochios and cli? dwellings. 
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with débris. Skeletal rejects found here may logically be supposed 
to reveal the character of the animal food of the natives, but the 
bones have not yet been fully identified, so that conclusions based 
on them must be tentative. We are, however, justified in saying, 
in this preliminary account, that bones of birds, and quadrupeds, 
such as rabbits, deer, antelope, mountain sheep, and elk, are per- 
haps the most common. Judging from the number found, it would 
appear that meat formed a considerable part of their diet, but the 
indications are that the inhabitants were primarily vegetarians, sub- 
sisting mainly on corn, beans, melons, and various wild fruits and 
herbs, pifion nuts in season, and other products, many of which now 
grow wild on top of the plateau. | 


CONCLUSIONS. 


We can not say, without more extensive excavations, how much 
Variation may exist in the forms of Mesa Verde pueblos or the 
arrangement of rooms in them, but all the mounds superficially 
examined show as a constant feature a marked central depression, 
apparently indicating a large kiva around which were arranged 
other and smaller rooms. We find surface indications of the pres- 
ence of all forms of secular and small circular sacred rooms, from a 
tower “with rooms arranged around its outer wall” to round kivus 
embedded among square rooms. The peripheral wall of one or 
two impart « circular form to the mound; that of others, a rec- 
tangular outline. 

The theoretical signification of the mounds on the Mesa Verde 
plateau has not escaped the attention of Baron Nordenskiéld, who 
arrived at this interesting conclusion which the present writer's exca- 
vations prove: 

Much may be said In favor of the opinion that the villages on the mesa ond 
the cliff dwellers are the work of the same people, though no positive proof 
of this can be given. * * © As far as con be gathered from the heaps of 
ruins that now mark the site of these villnges, the wolle-are constructed In the 
same manner as the best bullt parts of the CUT Palace or Balcony House, of 
hewn stone in regular courses. The arrangement of the rooms, the plan of the 
bullding, ete., can not be ascertained without extensive excavations, for the 
execution of which I had no time. The far more ndvanced stages of decay 
attained by the ruins may possibly be adduced as evidence of their great age, 

The evidence offered by Baron Nordenskiéld to support the 
theory that the cliff dwellings were abandoned and subsequently 
repeopled is not as strong as might be desired. | 

It is very probable [writes Nordenski0ld, whose honored name will always be 
associated with the Mesa Verde) that some of the cliff dwellings were inhabited 
contemporanecously with the villages In the open, and perhaps even later than 
they, This is suggested by the excellent state of preservation shown by some of 
the former, for Instance, Balcony House. We are forced to conclude that they 


‘were abandoned later than the villages on the mess, Some features, for ex- 
ample, the superposition of walls constructed with the greatest proficiency on 
others built in a more primitive fashion, indicate that the cliff dwellings have 
been inhabited at two different periods. They were first abandoned and had 
partly fallen Into rulns, but were subsequently repeopled, new walls being now 
erected on the ruins of the old. The best explanation hereof seems to be the 
following: On the plateaus and in the valleys the Pocblo tribes obtained thelr 
widest distribution and thelr highest development.. The numerous villages, at 
no great distance from each other, were strong enough the defy thelr hostile 
nel¢hbors. But afterwards, from causes difficult of enunciation, a period of 
decay set in, the number and population of the villages gradually decreased, and 
the Inhabitants were again compelled fo take refuge In the remote fnstnesses. 
Here the people of the Mesa Verde finally succumbed to their enemies. The 
memory of thelr Inst struggles Is preserved by the numerous human bones found 
in many places strewn among the ruined cliff dwellings. These human remains 
occur in situations where It is Impossible to assume that they have been Interred. 

The supposition that the cliff dwellers were exterminated by their 
enemies in their eyrie homes appears to the writer improbable; nor 
is there ample proof that such a catastrophe as that mentioned in the 
closing lines of the above quotation took place while they inhabited 
the plateau. The “numerous human bones found in many places 
strewn among the ruined cliff dwellings” admit of another explana- 
tion. The disjointed skeletons may have been left there by “ pot 
hunters” who tore them out of their graves and sacrilegiously strewed 
them over the floors of the rooms, The writer does not believe all 
the aborigines of the plateau were destroyed in or near their cliff 
dwellings or on the plateau. He holds the opinion that they mi- 
grated i in groups large or small to the plains. The Utes, their ene- 
mies, have a tradition that they fought and killed many of the 
ancients inhabiting the valleys at Battle Rock, near the Sleeping Ute 
Mountain at the entrance to the McElmo Canyon. 

In a comparison of the pueblo above described with cliff dwellings 
protected by the natural roof of a cave ( pi. 12) the amount of denud- 
ation of walls should have little weight in determining chronology, 
for the wear resulting from rains beating on the walls is reduced to 
f minimum in the latter case, while in the former it is very great. 
The walls of pueblos built centuries later often suffer much more 
erosion than cliff houses in the same length of time. 

The relative excellence of the masonry is also not a safe chronologi- 
cal guide, for it degenerates as well as improves with successive gener- 
ations of workmen. Poor masonry generally but not always ante- 
dates good masonry. The houses in Hopi villages, still inhabited, are 
not as well made as those of buildings now in ruins, in which they 
say their ancestors lived. If legends are reliable the skill of the 
Hopi masons has deteriorated; they have lost the ability they once 
exercised. Thus it by no means always follows that the walls of 
a well-made pueblo ruin are necessarily more modern than one with 
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ruder walls. These considerations throw doubt on the theory that 
the character of masonry or the amount of erosion are good criteria 
by which to determine the relative age of pueblo buildings and 
cliff dwellings. 

The second question, “ How old are the cliff dwellings!” is impos- 
sible to answer, but we know that cliff dwellings were not inhabited 
in historic times. Comrades of Coronado, in 1540, left no records 
of cliff dwellings in New Mexico, but Castafieda mentioned many 
inhabited pueblos, which is an argument in support of the theory that 
the latter was a phase of architecture subsequent to the cliff house. 
No light is thrown by the writer’s excavations on relative chro- 
nology, for no one can tell the age of either type of ruins in the 
Mesa Verde; nor is it possible to say that the buildings at Mesa 
Verde are older or younger than some of the Chaco, Animas, Mc- 
Elmo, or Montezuma Valley ruins, although the walls of the pueblos 
on top of Mesa Verde are as a rule worn down more by the elements 
than are those in the valley and therefore of a greater antiquity. 
The annual erosion of an artificially exposed wall on Mesa Verde 
is probably about the came in extent as in case of walls in the valleys 
mentioned. Since, as a rule, the walls of the latter stand higher 
out of their mounds, the logical conclusion would be that the higher 


walls are more modern than the lower, but other facts must also be 


considered before this can be stated as a law. 

In « general way we can explain the supposed later construction 
of pueblos in the San Juan or its tributaries by the theory that 
their ancestors lived on the Mesa Verde, and that they left their 
ancient homes and settled in the Mancos or Montezuma Valley, 
whence they later spread down the river to distant points, as far 
as evidences of their culture can now be traced. This would seem 
¢ more natural conclusion, considering all the facts, than the theory, 
formerly advocated by the writer, that pueblos were developed in the 
river valleys before the ancients went on the mesa. 

The likeness of the pueblo excavated to the open-air community 
houses along the San Juan and its tributaries is close enough to 
indicate identity of culture. As long as we were unacquainted with 
the essential features of the pueblos on the plateau we were unable 
to make close comparisons with adjacent cliff houses. The resem- 
blances of community houses 100 miles distant from the cliff dwell- 
ings were known to be close, but the pueblo excavated furnishes 
us with a connecting link in our chain of similarities near at 
hand and on that account is of preeminent importance in a cultural 

The resemblance between the pueblo on Mesa Verde and those 
of the McElmo and Montezuma Canyons, and the similarities to 
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buildings in the La Plata and Animas Valleys have long ago been 
recognized as a likeness of culture, but whether the latter are older 
or more modern than the Mesa Verde pueblos is still one of the 
many unsolved problems awaiting additional research. 

If the plateau building excavated owes its form to a survival of that 
developed in caves, it is therefore evidently of later construction and 
this would indicate that the pueblos of the San Juan and its tribu- 
taries are also of later date than the cliff dwellings, or, in other words, 
that architectural characteristics of Mesa Verde pueblos were origi- 
nally formed in cliffs and the congested forms there produced were 
later transmitted to the valleys. 

The Mesa Verde pueblo presents no certain evidence that its type 
of building is more modern than the cliff-house phase, but if the 
above conclusion be correct a natural corollary would be that identi- 
cal open-air community houses in the San Juan and its tributaries 
were settled subsequent to the cliff dwellings of which the Mummy 
Lake settlement is a survival. Although we have no way of telling 
how old the Mesa Verde cliff dwellers or plateau habitations are in 
terms of the Christian calendar, the writer, unlike some other arche- 
ologists considers them comparatively modern; which does not mean, 
however, that man has not lived on the mesa in some degree of culture 
for a long time previously, but only that he was not a cliff dweller 
or a Pueblo Indian several thousand years ago. We have some 
evidence of the existence of a pit-house culture, with certain kinship 
to the puebloan, but the age of this no man knows with any more 
precision than he does the cause which forced man originally to 
make any kind of a home in the secluded fastnesses of the Mesa 
Verde. 

An answer to the last and most difficult of all questions, “ What 
became of the inhabitants?” is implied in the preceding lines. The 
writer has held that the cliff dweller constructed a pueblo after he 
abandoned the caves, and believes man later moved to the valleys, 
where his culture still survives. This culture is most apparent among 
the least modified living pueblos, as the Hopi. Of course it is not 
claimed that individual clans migrated directly to the Hopi country 
from Mesa Verde, but their culture traveled down the San Juan River 
Valley and ultimately was brought to Hopi land. 

Tt is certain that some of the Hopi clans lived in cliffs. The Snake 
people have definite legends that they once inhabited the great cliff 
houses of the Navaho National Monument Betatakin and Kitsiel. 
These Hopi legends, and similar stories found among other pueblos, 
are supported by many facts besides architectural and ceramic re- 
semblances. Ownership in eagle nests near cliff ruins are claimed 
through inheritance by the Snake clans, because they were ancestral 
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property. Water from the cliff dwellers’ spring is still sought and 
used in some ceremonies of the Hopi for the same reason." 

These and many other facts support the legends that some of the 
Hopi clans are descended from cliff-dwelling clans or those formerly 
living in pueblos near cliff dwellings? Not the least important 
fact supporting this statement is the identity in artifacts among the 
two peoples. 

As the only other building situated under the open sky on the 
plateau is Sun Temple, it 1s natural to consider whether the newly 
excavated ruin throws any light on the purpose of this mysterious 
etructure. 

In general form there is no likeness between the two buildings, 
although certain details of masonry show the handiwork of a people 
+n the same stage of culture. The Mummy Lake pueblo lacks the 
unity and dignity of the religious building and presents evidences of 
having been repeatedly patched, as if constructed at intervals: by 
different masons, often unskilled workmen. Its walls have been shat- 
tered and repaired. Buttresses were constructed by the aborigines 
to prop it up in places before they deserted it, and, as a rule, the 
masonry is poorer. In Sun Temple we.find two kivas in an open 
court separated by passageways from bounding walls; in the new 
ruin domiciliary and ceremonial rooms are massed or crowded to- 
gether, the court being situated not within the main structure but 
extramural, surrounded by a wall on the south side. 

There is a certain likeness in what has been designated the kiva of 
the annex of Sun Temple to the small kivas of the pueblo, but the 
arrangement and form of rooms about them are different. The 
ventilation of the Sun Temple kivas was accomplished in a different 
way. The secular rooms sre larger, doorways higher and broader in 
the ruin excavated at Mummy Lake than in Sun Temple. 

The writer desired to find decisive evidences in his field work at 
Mummy Lake supporting or denying that the name, 5un Temple, 
was well given to the mysterious ruin opposite Cliff Palace. In that 
hope he was disappointed, but not. wholly. The work above briefly 
outlined confirms his belief that Sun Temple and Far View House 
of the Mummy Lake group of buildings were constructed by an 
0m o visit to Detatakin « large cliff bouse ef the Navaho Monument, in northern 
Arizona, a few yeare apo, & Hopi courier, who was on a pligrimage there to obtain water 
from an snerstral spring. told the writer, in sight of the rain. that the ancestors of the 
fnnke people once Ilved there. , 

If the ancestors of the largest elan in Walp! once inhabited the cliff! houses of the 
Naraho Monument, and if the cli” dwellera of the San Juan bad « culture Identical with 
them, can it reasonably be doubled that elit dwellers transmitted thelr blood and culture 
to poeblos, where they «till survive? . 

4A Giscuaslon of all the causes of the desertion of the Mesa Verde villages, cll dwell- 


ings or puchlos wonld take me too far afield for thia article, Little can be added to the 
vomarks by Dr. Prudden to bls enalyels of the Infuence of climatic chanpea?: Bis te 


“MRSA VERDE PUEBLO—FEWKES. 487 


aboriginal people in comparatively the same cultural stage as the 
cliff dwellers. 

Far View House is a pure type of pueblo building, limited to pre- 
historic times, its essential differences from the mixed or historic 
type, characteristic of modern pueblos, being its compact form and 
circular kivas embedded in surrounding house walls. 

lt is desirable, now that the general features of one of these have 
been excavated, to extend the work to other neighboring mounds of 
the group. The writer hopes some day to see all these mounds exca- 
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vated and repaired. The sight of a dozen large, well-constructed 
pueblos in an area half a mile long by a quarter of a mile wide 
would be as instructive as exceptional. The excavation and repair 
of this cluster of mounds would be a worthy task for any institution 
to undertake, fraught as it is with so many problems of archeological 
interest, but it would require an enthusiastic devotion to scientific 
research supported by a large sum of money and many months of 
arduous toil by skilled workmen. 
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THE ART OF THE GREAT EARTHWORK BUILDERS OF 
OHIO: 


By CHauces (, WILLOUGHEY. 


[With 18 plates,] 


One of our most interesting as well as least understood archeo- 
logical culture groups is that which attained its greatest develop- 
ment in southern Ohio, and whose outposts extended into some of 
the neighboring States. This group of people had attained a high 
degree of native culture and had become wealthy and powerful ac- 
cording to native standards, They had mastered certain simple geo- 
metrical problems, which were apparently unknown to their neigh- 
bors; they had learned the principle of the lathe, and made the 
first cutting tools of iron so far known in America. It seems that 
nearly all of the greater earthworks of southern Ohio were built by 
them, but some of the smaller mounds, inclosures, and burial places 
should doubtless be attributed to other tribes. 

The great earthworks under consideration are unquestionably pre- 
historic and apparently antedate the occupancy of this region by 
any known tribe. They consist mainly of round, square, and octag- 
onal inclosures, protected ways, burial mounds, and a few domi- 
cihary and efigy mounds. No object of European origin has been 
found with any of the original burials in these mounds. Intrusive 
burials of the later Indians are, of course, occasionally encountered, 
but these must not be confused with original interments. Most of 
the artifacts, illustrated in this paper, were taken from mounds 
containing skeletons and clay altars or places of sacrifice. The ex- 
plorations were conducted under the general direction of the late 
Prof. F. W. Putnam, by Dr. Metz, Mr. Moorehead, and others. The 
specimens from the Turner and Liberty groups are in the Peabody 
Museum of Harvard University, and those from the Hopewell group 
are in the Field Museum at Chicago. 

The skeletons and altars for the greater part were found near the 
base line of the mounds. The altars are usually heaps of clay, 
raised 1 foot or more in the center and have sides sloping out- 
ton, 1916, 
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ward and a depression a few inches deep in the top, which usually 
shows signs of extreme heat, These altars are of various sizes, but 
usually the cavity or depression is about 3 feet in diameter. In the 
larger mounds, which have been systematically explored, notably 
those of the Porter, Hopewell, Turner, and Liberty groups a consid- 
erable number of skeletons were found in the same mounds with the 
altars. The number of altars occurring in a single mound ranged 
from one to four. It is from the altars that many of the objects de- 
seribed in this paper were taken. Other specimens illustrated were 
found with skeletons or in deposits near them. 

SYMBOLIC EARTHWORKS 


Among the most interesting of the earthworks, when regarded in- 
dependently of the artifacts they contain, are the elligy mounds, 
which appear to be related symbolically to certain objects recovered 
from the tumuli. A brief notice of some of them may be of interest. 

The Serpent Mound of Adams County is the best known of the few 
earthworks of this class. The illustration of this work shown on 
plate 1, , is reproduced from Prof. Holmes’s drawing, made in 1884, 
and undoubtedly represents the eflizgy much as it appeared to its 





builders. Maclean's plan, made from careful surveys in 1885, agrees 


with the above very closely, the principal difference being in the 
broadening of the extreme projection in front of the oval and the 
adding of two small spurs thereto. Squier and Davis's drawing is 
incorrect in several respects, and seems to be more like a eketch-plan 
made without surveying instrument than the accurate survey claimed 
by them. In the Peabody Museum of Harvard University there is an 
unfinished plan from a survey made by Thomas P. Gore, of Hills- 
bero, Ohio, in 1878, which corresponds to those of MacLean and 
Holmes with the exception of the wishbone-shaped section in front of 
the oval which iz not indicated. In this plan the embankments upon 
either side of the rear half of the oval which connect with that of the 
triangular inclosure appear as shown by both MacLean and Holmes. 
Portions of these, and the wishbone-shaped embankment inclosing 
the front of the oval, were much less conspicuous than the oval and 
the main portion of the serpent. These were not considered by Prof. 
Putnam as parts of the effigy at the time of its restoration. Before 
entering into details regarding the peculiar features of this earth- 
work, I desire to call attention to the serpent head wrought from cop- 
per shown in plate 1, 4, which was found with many other copper 
objects in the great mound of the Hopewell group. 

As is well known to anthropologists, the serpent occupied a promi- 
nent place in the religious life of many tribes north of Mexico, as 
well as in Mexico and Central America, and it appears in combina- 
tion with the cosmic symbol, or some of its parts, in various sections, 








Smithsonian Repoet, 1916.—Willoughby. PLATE 1. 





SymMpouic EanTHWORKS AKD ANALOGOUS FORMS FROM THE BURIAL Mounos, CHa, 


a, Effigy of stone, Paint Creek valley. bobly representing bear claws; b,c, bear claws in copper and 
"incised opon bone, Hopewell grow Eroups a parchwork in form of cross, away © poet Ay a copes 
ear ornament with commie s itn fn Sn Hp ealaway to great tnelosure ml lion, 
oe whe ard neat frm drain incised mpon bone, a 4, partion of arent degeniting 


meth: i, serpent mound, Adama County; & rattle ym in form of serpent 
head, in copper, Hopowe I gromp. (About 2p.) 


PLATE 2, 


Itougrhiby. 
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Correr SYMBOLS FROM THE OHio Mounps, 
¢, Turner group, Little Misr] Valley; 4, 6, d-, Hopewell group, Row County. {About 1.) 
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CorreR OBJECTS FROM THE OHio Mounps. 


All from the Hopewell group, oss County, excepting #, o, which we from the Turner group. (1j.) 
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McTAL HEAD ORNAMENTS AND TOOLS FROM THE OHIO Mounps. 
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The cosmic symbol in its complete form represents the world as 
‘known to the Indians and usually consists of a circle or concentric 
circles inclosing a cross and a central disk or circle. This is said to 
represent the sun, the four directions or four winds, the horizon, and 
also the earth, air, and water: sometimes a dot or a circle appears in 
the center of each of the four world-quarters. The swastika is un- 
doubtedly derived from this sign. ‘The serpent, which may be re- 
garded as the god of wind, rain, and water, and the antithesis of the 
sun, often appears in combination with the cosmic symbol or parts 
thereof. The shell serpent gorgets of Tennessee are well-known ex- 
amples, In these, the serpent is coiled in the center of the disk and 
the four arms of the cross connect it with the outer cirele as in fig- 
ure 1. A rarer form in shell of a serpent head with a circle and cross 
also from Tennessee, is also shown in the accompanying drawing,’ 

Returning to the copper symbol (pl. 1, 4), it is at once apparent 
that we have a serpent head in combination with the cosmic sign. 
The outline of the latter instead of 
being circular conforms to and 
forms a part of the outline of the 
head, and the arms of the cross 
which radiate from the central sun 
circle are unequal. In the serpent 
portion of the symbol we have the | ere =F 
forked tongue (which was not at- Hig, fers CMA SOREN and serpent 
tached to the head when found, ze hea 
but evidently belongs with it), the nostrils, eyes, two U-shaped de- 
signs back of the eyes, and on each side near the base of the head an 
eyelike design with two curved toothlike appendages, analogous to 
those on the mica serpent shown on plate 9, mi. These probably 
represent the four horns which appear on most serpent designs north 
of Mexico, and replace the plumes of the serpent deity of Mexico and 
Central America. 

With the above interpretation in mind, we will turn to the draw- 
ing of the serpent mound with a clearer understanding of this re- 
markable efigy, which probably represents a serpent in its entirety, 
combined with the cosmic symbol. 

The outline of the serpent head is marked by the interrupted oval, 
from the front of which projects the tongue. It is interesting to note 
that in MacLean’s drawing there are twonarrow diverging projections 
from the sides of this appendage near its free end, which he calls the 
forelegs of the “frog.” If these pointed projections really existed, 
they undoubtedly represented the fork of the tongue. The inner 
oval inclosing the altar of stones where fires symbolizing the sun were 
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kindled is doubtless similar to one of the inner circles which occur 


in many of the symbols of this class. This, together with the outer 
interrupted oval, was compressed to conform to the outlines of the 


reptile’s head. The opposite openings in the outer oval may repre- 
sent two arms of the cross, They seem to be analogous to similar 
openings shown in A of the same plate. It is not improbable that 
these may have been at one time a cross within the oval. 

I am well aware that the above interpretation of the serpent effigy 
is at variance with all others, but it is much more in keeping with 
what we know of the symbolism of these Indians than that of Squier 
and Davis, who saw in it a serpent with open jaws swallowing or 
ejecting an oval figure, or of MacLean, who thought it represented a 
frog ejecting an egg into the open jaws of the snake. 

A very remarkable earthwork which seems to be of like nature 
to the one described above occurs on both banks of the Ohio River 
near Portsmouth. It is shown on plates 27 and 28 of Squier and 
Davis. A portion of this is illustrated on our plate 1, A. It consists 
of a truncated central mound surrounded by a ditch and having a 
graded way to the top. This is inclosed by concentric circles inter- 
rupted by passageways in the form of a cross. This great cosmic 
symbol is 1,300 feet in diameter and is connected with a group of 
works 34 miles distant by serpentlike parallel lines of earthworks. 
This gigantic conventionalized figure probably embodies ideas similar 
to those of the serpent mound. 

In Paint Creek Valley, near Bournville, is an effigy of stones* 
which is reproduced on plate 1, a. It is about 250 feet in diameter 
and doubtless represents the foot and claws of the bear. Analogous 
designs are shown in b and ¢. The former is cut from copper and the 
latter forms a part of the design incised upon the human femur 
illustrated in i, 7, plate 6. 

The earthwork in the form of a cross with the central sun symbol * 
shown in d, ocewpies a narrow spur of land in Pickaway County. 
This undoubtedly embodies a meaning similar to that of the cross 
and central circle represented in ¢, A, and &. The gateway to the 
great inclosure near Hamilton, Butler County,* is represented in /. 
This is probably also symbolic, as we have a like design upon the 
bone shown in g, and plate 6, 7 and /. 

ARTIFACTS OF METAL. 


In common with other American tribes, the builders of the great 
earthworks of Ohio had become proficient in working native copper. 
This metal seems to have been highly prized in this region and was 
made into a great variety of ornamental or symbolic forms. Its 


1 Gguler and Davis, plates 3 and 30. *Tbid., plate 24, *Tbid., plate &. 
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practical use seems to have been limited principally to ax and adz- 
blades, which occur in considerable numbers with burials or as parts 
of sacrifical deposits. Indeed, it is not improbable that these copper 
blades were esteemed as much for their intrinsic worth as for their 
efficiency as tools. A large number of copper blades were found near 
two skeletons in the great mound of the Hopewell group, the largest 
of which weighed 38 pounds. 

The greater number of the artifacts of copper that have been 
recovered are of an ornamental or symbolic character. Most of the 
copper from which they were made undoubtedly came from the 
Lake Superior region, although some may have been obtained from 
erratic masses carried southward by the ice sheets in glacial times. 
The purest and most ductile pieces were used in the formation of 
thin sheets for covering various ornaments, or for cutting into 
symbolic forms; and the less malleable masses were worked into 
objects which did not require as much hammering. Some of the 
nuggets taken from the altars in an unworked or slightly worked 
state contamed impurities which rendered their further working 
impossible or unprofitable. Experiments conducted by the present 
writer’ show that alternate hammering and annealing are essential 
to the successful working of native copper into thin sheets, and it is 
probable that the aid of fire was sought by most Indians in working 
this metal into any form that required much hammering. 

The specimens shown on plates 2—h were taken from burial deposits 
and altars in the great mound of the Hopewell group (Clark's 
Works), Ross County, from the mounds of the Turner group, Little 
Miami Valley; and from the Liberty group of Ross County, most of 
them coming from the first locality. Figures ¢ and 7 represent the 
straight-armed swastika. As will be seen by turning to f, plate 10, 
it is not improbable that these objects were worn at the back of the 
head. 

The design shown in / is undoubtedly a cosmic symbol, and the 
analogy of its more prominent features to those of the serpent head, 
plate 1, 4, seems apparent. The designs ¢, g, and A are undoubtedly 
derived from the human face, and they show a marked sense of 
humor on the part of the artisan who made them. On plate 3, a 
and ¢, are represented two gorget-like plates such as are isnathy 
found with skeletons. One of these shows the remains of a piece of 
twined woven textile which had been preserved by contact with the 
eopper. @ and g are drawings of a crescent-shaped gorget and what 
is probably a bracelet. These were found with a skeleton. And on 
the same plate, A, is a conventionalized representation of the double 
serpent head which appears on the Cincinnati Tablet. What is 








1 American Anthropalogist, ws. &., Vol, 5, p. SS, 
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apparently a frontlet is illustrated in 0, Two of these were taken 
from one of the altars of the Turner group. So far as we may judge 
from specimens thus far recovered, the great earthwork builders of 
this region had not attained a proficiency in embossed work which 
equaled that of some other sections. Overlaying, however, was fol- 
lowed in making a considerable variety of objects. One of the most 
elaborate examples of this work is shown in two of the head 
dresses on plate 4. The antlers of the largest of these are made 
from carefully selected branches of wood, covered with thin sheets 
of copper. The cores of the sprouting antlers on the second head 
dress (c) are also of wood, very neatly covered with thin sheets of 
the same metal. Some excellent examples in overlaying are shown in 
the ear ornaments, bracelets, beads, and button-like objects where the 
foundation is of clay, wood, or copper, and the overlaying ts of thin 
sheets of silver, meteoric iron, or selected copper. Bracelets of 
metal occur frequently with burials and are sometimes found upon 
altars, and while the form varies somewhat, they are usually of the 
simplest. construction. Some of these are of copper, very neatly 
overlaid with thin silver. 

One of the most common personal ornaments of metal is the ear 
plug, illustrations of which appear on plate 5. These are often 
found with skeletons and also occur in considerable numbers on the 
altars. A part of the head of a terra-cotta effigy from an altar of 
the Turner group is shown in 4, 7, which illustrates the manner 
of wearing these ornaments. Another fragment showing the per- 
foration in the lobe of the ear for the insertion of the ornament is 
illustrated in o, Unusually fine specimens of these ornaments are 
shown ina and p. <A pair of each of these was found with the ex- 
tensive copper deposit in the great mound of the Hopewell group. 

Various methods of constructing these objects are shown in a-g, i. 
A hollow rivet, made by rolling together a strip of copper, usually 
connects the inner plates of the two disks, One of these is shown in 
e. Their relative positions are illustrated in the cross sections a, ¢, 
d, #. Another less common method of joining the disks ts illus- 
trated in g and# Here the ends of the pulley-shaped piece of cop- 
per are much expanded, and to these the disks are secured by turning 
under the edge of the outer plate. In g the upper disk has been re- 
moved to show the construction. In most of the specimens each of 
the two disks which are joined by the rivet is made up of two or three 
plates, the outer of which is of carefully wrought copper, silver, or 
meteoric iron. Sometimes, to assist in keeping the plates in their 
proper positions, the space between them is filled with clay (d 4), 
which upon drying adds much to the firmness of the ornament. 
Sometimes the rivet is reinforced by hammering « piece of metal 
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a, €; “i, i, Crote-snttiondt of tar-plues, showlng methods of constriction; 6, r, 9, places of copper pre 
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figtirine with lobe of Ger perforated for insertion of eur plug, Turner group. (About }/1.) 
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ENGRAVINGS FROM THE HOPEWELL GrouP, Onio. 


a, 4, Engravings on portions of homan femora Ca b, complete design on a: ¢-k, elements form 
raped Les ae olf, dommewhat reduce); ©, complete design on i J, portion of tive orn 


ART OF EARTHWORK BUILDERS—WILLOUGHBY. 495 
around it as illustrated in f 6, or by the use of an outer band 6, ap- 
plied as / 7, or the rivet may be wound with vegetal fiber or cord as 
in &, d, and o 5. 

OTHER AMTETALS, 


The occurrence of meteoric iron in most of the mound groups that: 


have been systemutically explored, in the form of nuggets or worked 
into various objects, shows that its malleability was generally under- 
stood by the people of this region. It was worked into headplates, 
breastplates, beads, coverings for ear plugs, adz blades, chisels, and 
drills. Plate 4 ¢ shows a meteoric iron blade, and several chisels of 
this metal with portions of antler handles still adhering to two of 
them are illustrated in f. 

Native silver sometimes occurs in considerable masses In the 
mounds. 'There are two nuggets in the Peabody Museum of Harvard 
University, the combined weight of which is 144 pounds. These 
were taken from a mound at Grand Rapids, a northern outpost of 
the Ohio culture group. Silver seems to have been used principally 
for overlaying copper and wooden objects, such as buttons, ear 
plugs, and bracelets. Many beads were also made of silver, some of 
them being quite massive. 

Gold was very rare indeed in the mounds, There are one or two 
references by early writers to finding of gold objects, but the only 
authentic specimens known to the writer are several small sheets 
hammered from small nuggets, which were taken from an altar of 
the Turner group and are now in the Peabody Museum at Cam- 
bridge. 

ENGRAVINGS UPON BOSE, 


The decorated human femora illustrated in plate 6, a and #, were 
found with skeletons in the great mound of the Hopewell group, and 
the designs engraved upon them are shown developed in 6 and &. 
The different parts making up the composite human head and its 
appendages in 4 are illustrated, somewhat reduced, in o-A. In e 
and @ we have human heads wearing headplates supporting antlers 
similar to those shown on plate 4, and c, What appears to be the 
beak of the spoonbill is represented in A, 

Two more of these remarkable engravings are illustrated on plate 
7. The upper one, a, was taken from an altar of the Turner group 
in a fragmentary state. The developed design appears in 4 and ¢,and 
the more prominent features composing the design are shown some 
what reduced in d, e, 7. The conventionalized head of what may be 
the bison appears only when the design ¢ is reversed. 

The specimen illustrated in g was found in 1801 in a mound at 
Cincinnati. The developed design, A and #, are from drawings by 
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Dr. G. B. Gordon, and are described by him in volume 2 of the 
Transactions of the Department of Archmology of the University of 
Pennsylvania, It is a highly conventionalized drawing of one of the 
carnivora. 

The remarkable designs illustrated on plate 8, 9 and A, are incised 
upon disks cut from the parietal bones of a human skull. They are 
from an altar of the Turner group. The designs are alike, excepting 
that they are reversed. Each consists of three highly conventional- 
wed bird forms joined together. The central bird with ears and with 
large legs terminating in four claws probably represents an owl, 
The other two are less easily identified. 

The spatula-like implement shown in #, made from the rib of a 
large mammal, is also from the Turner group, The bird incised upon 
the handle is one of the most artistic Indian drawings thus far 
known. The lines were originally filled with red pigment. 

Those shown in e, d, ¢, f are from the Hopewell group, e¢ is carved 
upon the thin bone of a large bird and represents the ocelot: the 
aes upon the body are true to nature, and although somewhat 
conventionalized, they occupy their proper position. 


MICA OBJECTS, 


Mica was highly valued and was obtained in considerable quanti- 
ties by the earthwork builders, probably from the Appalachian 
region. The erystals or plates are often of large size, and are fre- 
quently fotind with skeletons or as sacrificial deposits in the mounds, 
The thin sheets into which these plates are easily divided were some- 
times cut into ornaments or symbolic figures, such as are shown on 
plate 9. These were taken from altars of the Hopewell and Turner 
groups with many fragments of similar objects cut from this mineral. 
The edges are as smooth and even ag though ent with a sharp steel 
implement. Experiments, however, show that small flaked knives of 
flint will do the work equally well. The Serforated disks, a and «, 
were cut with some kind of instrument for describing accurate cir- 
cles. Fragments of large symbolic designs of a nature similar to 
those cut from copper are shown in e-A. The general method of lay- 
ing out a design is illustrated in i. This was evidently done in free- 
hand with a sharp flint. Figures 7 and o are in the form of stone 
knives or projectile points. Figure / was lying in contact with an 
obsidian implement of like form and has incised upon its surface the 
outline of what is apparently a barbed spear point. That these peo- 
ple were familiar with the atlatl or spear thrower is evident from 
the design shown in m An interesting delineation of the horned 

t is shown in m. It should be noted that the disk from the 
center of which the long horn projects has two short arms which lie 
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ENORAVINGS FROM THE OHO Mounos. 
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against the horn for a part of its distance. If we eliminate the long 


horn we have remaining a disk with two arms and a central perfora- 


tion, a form analogous to those occupying similar positions upon 


either side of the serpent head shown in &, plate 1. The grotesque 


human head, &, is another good illustration of the humor of these 
Indians. The excellent representation of the upper portion of a bear 
is illustrated in 6. This is one of several taken from an altar of the 
‘Turner group. Portions of these efligies were carefully painted im 
red, brown, and pink pigment, Several birdlike objects which had 
originally been painted were taken from this altar. One of these is 
shown in d. 
TOBACCO PIPES. 


The remarkable collection of tobacco pipes obtained by Squier and 
Davis from the altar of one of the tumuli of “ Mound City” is too 
well known to archeologists to be considered here. Mr. W. G. 
Mills, of the Ohio Archeological and Historical Society, made a 
similar find in 1915." ? 

One of the most elaborate pipes so far recovered is illustrated on 
plate 10, a, . This was taken from one of the altars of the Hope- 
well group and represents the spoonbill resting on the back of a fish, 
The cavity for the tobacco is in the body of the bird and the perfo- 
ration for the passage of smoke extends through the body of the 
fish, the outer opening being its mouth. This appears to be made 
from « kind of claystone and is colored black by the confined smoke 
of the altar fires. A front view of the bird’s head and beak 1s shown 
in k. ‘The incised lines extending from the nostrils to the tip of the 
heuk should be compared with those represented in 7, which 1s a 
drawing of the head and beak of a roseate spoonbill. A portion of 
the beak of the spoonbill carved in ivory is represented in m; this 
was taken from an altar of the same mound as the pipe. 

Tvory was used to « considerable extent by the Ohio earthwork 
builders. The source of at least a part of it was the fossil tusks of 
the mammoth. 

In ¢ we have one of the simpler forms of pipes of this culture area. 
It is cut from a beautiful piece of green serpentine, and a large 
pearl was probably set in the cavity near one end. The finely 
formed pipe shown in d has the design ¢ reversed upon the bowl. 

A yery unusual pipe from the Liberty group of mounds, Ross 
County, is illustrated in f, g. It is carved from a very compact 
brown stone. The neck and part of the head have been broken off. 
The opening to the bow! is through the mouth, and the smoke was 
drawn through a perforation in the neck. 

fee W. C. Milla, Exploration of the Tremper Mound fn Seloto County, Ohio, Holmes 
Anniversary Volume, pp. 334-358, pla, 1-5, Washington, 1916, 
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This carving probably represents the head of a snake priest, for 
a portion of the rattle of a serpent appears just above the swastika 
at the back of the head. This becomes clear upon comparing the 
design with one of the rattles in the tail of the conventionalized 
serpent shown in 7, and also with that of the serpent monster illus- 
trated in plate 11, 4. The swastika, which in this instance is ap- 
parently a wind symbol, adds to the probability of this interpreta- 
tion, The design upon the face doubtless represents facial painting. 
This is shown developed in A. 





HOLLOW EFFIGIES, 


Plate 11 shows a class of objects from the tumuli, the use of which 
is unknown. They are all hollow, and most of them are pierced by 
one or more holes: The walls of some of them are very thin, and 
considerable skill must have been required in their making. 

An eared owl is represented in a The notched beak, the ears 
which project upward over the eye, and the outline of the ruff ex- 
tending backward and downward from the eye, are all characteristics 
of this bird. This is made of a stone resembling serpentine, and 
like most objects of this class is finely executed. Two other birds 
carved from antler are shown in @d and f. The notched beaks seem 
to indicate that they were intended to represent hawks. The first 
was found upon an altar, and the second accompanied a burial in the 
great mound of the Hopewell group. The tadpolelike object (¢) is 
made of serpentine; a part of a pearl still remains in the eye, It is 
probable that all of these effigies once had pearls inserted in their 
eye cavities, 

The beetle illustrated in } is carved in light-colored calcite and 
was taken from the group of mounds at Grand Rapids before re- 
ferred to. What is perhaps the head of a doe is shown ine. This 
was obtained by Squier and Davis, and the drawing is from a cast 
in the Peabody Museum at Cambridge. 

One of the most interesting effigies of this class ig represented in 
g, 4,4 This is carved in red slate and was taken from an altar of a 
mound of the Turner group. It was broken in many pieces, nearly 
all of which were recovered. This probably represents a mythical 
water monster analogous to those occurring in the mythology of the 
Pawnee and other tribes. It has the tail and head of the serpent, 
The plates of the serpent’s head are shown above and below, and the 
four horns characteristic of the serpent deity north of Mexico are 
present. Two of the borns are carved in relief upon the top of the 
head, and two are made separately and inserted into holes drilled in 
each side. Like most effigies of this class, it is hollow, but the walls 
are not perforated. | , 





Mica OBJECTS FROM THE OHIO MOUNDS. 


6, Upper portion of bear painted in colors; eA, fmements of designs of the mime character ns shown 
Opa pa op ore ae form of flint knives or spear points; m, horned serpent; a, copy of 
: = thre Sea 


Smitraorian Raport, 1976.—Wifloughby 


j _ 
eS RT Pi weet ee se fee eee | 
- =e 


e 





/ 


Pires AND OTHER CARVINGS FROM THE MOUNDS. 


o,6,¢,¢,k, Pipes from the Topewell group; ¢, fram mound 
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HOLLow EFFGIES FAOM THE Mounts. 


f,¢,d,/, From the Hopirwell group; &, from a mound in Michigan: i, from the Torner group: g, A, 
two Views of i, reduced. (About §.) : 


Senithaonion Report, 1916.—Willoughby, PLATE 12. 





STONE Rings. 


a,c, d, From the Hopewell group of moutuis; 6, made with primitive tools by the author, ¢ About ®y.) 
i : ] La i c 4. 
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The beautifully formed stone rings shown on plate 12 a, ¢, d, and 
in cross section in figure 2, are among the most interesting objects 
recovered from the Ohio mounds. Similar rings were found by 
Squier and Davis and others, Those illustrated were taken, with 
fragments of others, from the altars of the Hopewell group. 

These are probably ear plugs. Some of them are perforated lat- 
erally with four or eight holes as shown in the side views, ¢ and d. 
It is not improbable that these perforations were for attaching 
“feathers or other ornaments placed within or hanging from the 
central opening of the ring. Most of these are made from the brown 
micaceous mineral called “gold stone” by Squier and Davis, and 
are beautifully polished. 


» > 


Fis, 2.—Creee-sections of rings on pinie 12, a, c, d. 





The most remarkable thing about them, however, is their sym- 
metry. ‘Their outlines form true circles and their surfaces are pre- 
fectly symmetrical. They could not have been made without some 


mechanical device based upon the lathe principle. The only other ~ 


evidences of the use of the principle of the lathe by this people that I 
have been able to find is shown by a beautifully finished perforated 
disk of fossil ivory from a mound in Indiana and by certain shell 
beads that are altogether too symmetrical to have been made by any 
other known process. The fourth ring shown in the plate, b, was 
made by the writer from a piece of slate. The only implements used 
were stones such as may be picked up on almost any field, and two or 
three rude chipped knives. After roughly forming and perforating 
the slate disk, a stick about 6 inches long was fitted tightly in the 
perforation and its ends rounded and hardened in the fire. The 
stick was then placed between adjoining limbs of a tree, its ends 
being inserted in depressions cut into the limbs. With the aid of an 
improvised bow, the stick bearing the ring was revolved back and 
forth, and the ring finished by the use of the stone knives held 
against a crossbar. Sand, water, and ashes were used for pohshing. 
The above device formed, of course, « rude lathe, but it was merely 
the adaptation of the bow drill which was known to the Eskimo and 
some other American tribes in prehistoric times. 
TEXTILE FABRICS. 

The textile fabrics of this people did not differ materially from 
those of many other tribes of the United States. They appear to be 
principally of the twined-woven variety which was so widespread 
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‘ song pole Be Riad nik wAbipibi‘is*loom.” Many 4 gments of 
se et preserved by contact with metal objects, or have 
dl ed on the altars, or with cremated human rem : 
is of a remarkably fine texture, for weaving: 
done prin sine ally aint fingers unaided by mechanical devices. 
Pla iaeres a-c, shows smal] sections of twined-woven cloth at the 
right at the left enlarged drawings of each which illustrate more: 
sarly the relation of the warp and woof cords. Other examples of 
is weaving are shown in g-i. The wavelike arrangement of the 
_ warp cords is very unnsal The twined woof cords in all of the 
we specimens are relatively like those shown in the sectional 
1 in & Inf we have an example of the simple in-and-out 
weave; this is ) probably a piece of the upper portion of a bag. This” 
| y of weaving was sometimes followed in this region in making 
~ much finer cloth. What appear to be fragments of netted bugs are 
~ illustrated at the right in d and «. Enlarged drawings appear at 
_ the left, showing the stitch. This type of netting is found among 
"ee northern Athapuscans, in California, in the Pueblo region, and 
in in northern Mexico, but is rare in other sections north of Mexico. 
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A HALF CENTURY OF GEOGRAPHICAL PROGRESS: 
By J. Scorr Eevrm, LL.D., 
Eeate Secretary of the Royal Geographical Society, London, 





[With 2 plates.) 


When I was honored with a request from your council to open this 
new session of the Royal Scottish Geographical Society, by a lecttre 
on geographical progress during the last half century, I am afraid 
I accepted the invitation with a light heart. It was only when I be- 
gan to face the subject that I realized its magnitude. To do it justice 
would take volumes, In the brief space of a lecture I can only hope 


to indicate succinctly the lines upon which the main advances have 


been made; to bring before you an impressionist picture, marked, it 
may be, by some of the bewildering confusion characteristic of that 
evolution in the domain of art. * * * 

First of all, it may be useful to make it clear to ourselves what is 
the field covered by the subject, the progress of which during half a 
century it is our task to trace, I think for our purpose we may 


regard geography as the science which deals with the distribution — 


of the features of the earth’s surface and of all that it sustains, min- 
eral, vegetable, and animal, including man himself, In fact, man is 
the ultimate factor in the geographical problem, the final object of 
Which is to investigate the correlations which exist between humanity 
and its geographical environment. It is evident, then, that before 

1@ geographer is in a position to apply scientific methods to the 
SE i which it is his function to solve he must first have an ade- 
quate knowledge of the data which form the terms of the problem. 
Such data can only be obtained by the exploration of the earth’s sur- 
face conducted by scientific methods. Therefore in attempting to 
review the progress of geography during the past half century, our 
first task is to ascertain what ads. been the main additions to our 
knowledge of the earth’s surface by means of exploration. Secondly, 
we should endeavor to ascertain what progress has been made in our 
methods of dealing with such results. Has there been any marked 

1A address delivered before the Roral Scottinh Geographical Soclety In Edinburgh 
on Nov, 18, 1915, Reprinted by permission from the Scottish Geographical Magarine, 


December, 1915. 
7as30"—su 1916-——o S01 
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advance in the application of scientific methods to geographical prob- 
lems? Thirdly, what improvement has been introduced into geo- 
graphical education? 

In attempting to take stock of the results of the exploration of the 
unknown and little-known regions of the globe during the last half 
century, starting for convenience with the year 1860, I think it is 
cafe to say that we have to go back to the half century which followed 
1492 (when Columbus stumbled on a new world) before we find a 
period so prolific. The two poles have been reached and large addi- 
tions made to our knowledge of the polar regions. The unknown 
two-thirds. at least, of the Dark Continent have been more or less 
provisionally mapped, and all but an insignificant fraction partitioned 
among the powers of Europe. Great areas of North America have 
heen surveyed and occupied, while much has been done for the ex- 
ploration of Central and South America. The map of Asia has to a 
large extent been reconstructed, while the vast unknown interior of 
Australia has been traversed in all directions. Even much of Europe 
has been resurveyed. A new department of science, oceanography, 
has been created as the result of the CAa/lenger and other oceanic 
surveys. But let us deal with the subject in somewhat more detail, 
beginning at the north. 

The leading episodes that have marked the progress of exploration 
since 1860 must be within the memory of many of you, though prob- 
ably few of the audience can go back to the forties and fifties as I, 
alns,can do. But time will not permit of my dealing in detail with 
the episodes that have marked the progress of discovery, only with 
the results. 

What, then, has been the result of all the half century’s strenuous 
efforts to unravel the secrets of the lands that fringe the great ice- 
bound ocean around the North Pole. In 1860 the north const of 
Greenland had never been reached, and the east coast beyond 65° 
north was only known in patches. Our knowledge of the Arctic 
archipelago was greatly defective. What lay between Spitzbergen 
and Nova Zembla was entirely unknown; the const of Siberia was 
imperfectly mapped and the seas beyond largely unexplored. No 
eoundings had been taken in the Arctic Ocean, and the farthest 
north reached was 2 little over 82°, a latitude reached by Hudson 
some 300 years ago. Now Greenland, largely through Peary's work, 
bas been extended to over 83° north, and the whole coast has been 
practically charted; the Arctic Archipelago has been greatly ex- 
ended; Franz Josef Land has been placed on the map; a large 
island has been discovered to the north of Siberia and another on 
the west of the Arctic Archipelago; great additions have heen made 
to our knowledge of Spitzbergen and Nova Zembla; depths of 2,000 
fathoms have been sounded in the Arctic Ocean: and the North Pole 
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itself has been located amid thick-ribbed ice. Besides these geo- 
graphical discoveries, substantial contributions have been made to 
other departments of science which enable us to understand better 
the régime of these inhospitable regions in the general economy of 
our earth. There still remains much to be done, especially in the 
wide region to the north of Bering Strait, before our knowledge is 
complete. 

Turning to the other end of the earth, there is a great gap between 
the work of Ross, Wilkes, D’'Urville, and Bellingshausen, and the 
outburst of enterprise in the exploration of the Antarctic continentin 
quite recent years. Borchgrevink and the Belgians under Gerlache 
began the campaign some 18 years ago, But undoubtedly the first 
organized attempt on a great scale to scatter our ignorance of a 
continent as large as Europe, though probably of little use to human- 
ity, was made by the great expedition under Capt. Scott, whose 
tragic and heroic death with his four companions some years later 
places them high up on the nation’s roll of honor. Amundsen, who 
discovered a new and easy route, rushed in and reaped the fruits of 
the 10 years’ labors of these indomitable British explorers. Then 
there is Drygalski’s expedition, and we have Bruce, Shackleton, and 
Mawson (from Australia) and Charcot on the Graham Land side. 
John Murray saw the land from the CAal/enger in the seventies, and 
with his usual insight surmised that here lay a great continent. 
Before the campaign began the only big gap was that made by Ross 
in the Ross Sea and along the great ice barrier, with somewhat hypo- 
thetical patches elsewhere. Now, it may be said pats that in the 
period with which we are dealing, and especially in the last 18 years, 
enormous additions have been made to our knowledge of the outline, 
and even a large extent of the interior, of the most repellent land on 
the face of the earth. It may be said that with Ross's discovery as 
a basis within the last 15 years the whole coast line of the Antarctic 
continent has been laid down from King Edward VII Land to 
Kaiser Wilhelm Land, considerably more than a quadrant of the 
circumference, and that from the observations which have been made 
the interior is a lofty ice-covered plateau, bordered in parts by still 
ligher mountain ranges, with indications that in past ages a climate 
favorable to temperate or even subtropical vegetation must have 
existed. The meteorological work carried out, especially by Mawson's 
expedition, may turn out to be of practical service to merennooe se in 
general and to that of Australia in particular. In the interests of 
science at least, it is hoped that the entire outline of the Antarctic 
Continent will be Isid down and further investigations carried out 
sufficient to satisfy our natural curiosity os to the past history of this 
great ice-bound land. 
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As a contrast to the frigid regions with which we have been deal- 
ing, let us turn to the most tropical, and in 1860 the most unexplored 
of all the continents, Africa. One of my earliest geographical 
recollections is of a map of Africa somewhere in the forties and early 
fifties on the wall of the school of my boyhood; begrimed and faded, 
with the word “unexplored” in large capitals, from the Sahara to 
the borders of the Cape. I am afraid we boys were not sorry for 
the great blank without a single name to plague our memories. 

Ag represented on the best maps of 1860, Africa from about 10° 
north to about 20° south, was mainly a blank, checkered here and 
there with conjectural and imaginary features. Livingstone and 
Burton and Speke had been at work. We see the course of the 
Zambezi laid down, and vague indications given of Lake Tanganyika, 
Victoria Nyanza, and Lake Nyasa. The Nile is timidly brought 
down in dotted lines toward the Equator. A little bit of the lower 
Congo is shown with many dotted lines of conjectural tributaries 
joining it from various directions, but no indication given of its real 
course. Our positive knowledge was comparatively infinitesimal. 
It is not too much to say that of the 11,000,000 square miles of 
Africa something like 6,000,000 was practically unknown, and of 
the remaining 5,000,000 probably not more than 1,000,000 was 
mapped with anything approaching accuracy. The real imspiring 
initiative of the modern exploration of Africa undoubtedly rests with 
David Livingstone, who in the fifties led that ever memorable expe- 
dition across south-central Africa which placed the great Zambezi 
for the first time throughout its length upon the map. 

But it is impossible to follow in detail the work of the multitude 
of explorers who, since 1860, have entirely changed the face of the 
no longer “ Dark Continent.” 

The work of the great army of explorers during the half century 
has changed the face of the continent and filled up the enormous 
blanks that disfigured the maps of 1960. While the outline of the 
eoast remains a5 rigid as in the old maps, unindented by any of those 
great oceanic intrusions which mark the other continents, exploration 
has revealed a surface much more diversified than the geographers 
of two generations ago would have led us to expect: while the 
interior is mainly of a plateau character, the borderlands all around 
are more or less mountainous, with peaks rising in certain cases to 
heights approaching 20,000 feet. It has four great river systems 
and many subsidiary basins; profusion of lakes, abundant forests, 
and park lands, and open areas that may be turned to the uses of 
humanity. Even the greatest desert in the world, the Sahara, has 
its mountain ranges and lofty plateaux, sometimes snow clad. ‘Un- 
fortunately the abundant water-supply is not well distributed, though 
even the Sahara and the Kalahari have underground stores which 
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may yet be utilized with good results. We have found that the con- 
tinent is not nearly so hopeless as was believed from the standpoint 
of European settlement and enterprise. The white man has learned 
better how to adapt himself to tropical conditions, while there are 
many regions with altitudes that afford a climate in which the Euro- 
pean can live in comfort and wholesomeness, Still, so far as we 
can see at present, the resources of the continent must be developed 
mainly by native races under the guidance of their white brothers. 

As to these white brothers, we must next consider the areas that 
have fallen to the share of the various European powers. The seram- 
ble, which may be said to have begun when Stanley went out for the 
King of the Belgians to annex the Congo in 1879 and was virtually 
completed in 1886, has culminated in the absorption of the whole of 
the continent, except Abyssinia in the east and Liberia in the west. 
Britain has no need to be dissatisfied with her share, which now in- 
cludes the whole of Egypt and the Egyptian Sudan. * * * 
Britain’s share amounts to 3,500,000 square miles, with a popula- 
tion of 63,000,000; France to 4,500,000 square miles. with a population 
of only 42,000,000; and Germany 1,000,000, with a population of 
12,000,000. The rest belongs to Portugal, Spain, Liberia, and 
Abyssinia. Of the total trade in 1914 Britain claimed £155,000,000 
(of which 90,000,000 were exports), or two-thirds, leaving only one- 
third to the other powers. 

Much still remains to be done before our knowledge of the geog- 
raphy and economic potentialities of Africa can be regarded as ade- 
quate. A great network of routes and more or less provisional sur- 
veys have been laid down all over the continent, but the broad meshes 
between these lines have yet to be filled in. To accomplish this sat- 
isfactorily we require the services of specialists trained to scientific 
investigation in the various departments of science on which geog- 
raphy, in its broadest and highest aspects, is based, for it 1s only as 
all the raw material from all over the surface of our globe is brought 
together and systematically arranged that the geographical student 
will be in a position to work out the many problems, physical and 
human, with which his science has to deal. ; 

I fear I must treat America with brevity. In the most popular 
American textbook of geography a few years before our half century 
it was gravely stated that the Alleghenies of North America were 
the continuation of the Andes in South America. Half a century 
ago much of the region west of Lake Ontario in the north and of 
the Mississippi in the south was the home of the Indian, the trapper, 
and the buffalo. Canada consisted still of Upper and Lower Canada; 
Victoria on Vancouver Island was only a Hudson’s Bay Co.'s post; 
and so was Fort Garry, now the great city of Winnipeg. Vancouver 
City did not exist. How Canada has since pushed westward you all 
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know. Winnipeg, Vancouver, and Victoria are flourishing cities; 
the whole habitable country has been more or less explored and 
provisionally mapped, partly by individual explorers but mainly by 
the Canndian Survey; waving fields of wheat have taken the place of 
the rank grass of the prairie; great cattle ranches reach to the foot of 
the Rocky Mountains; coal mines are being worked in the east and 
west. The area of settlement and of agriculture has been pushed 
some degrees farther north and northwest: the British Atlantic has 
been connected with the British Pacific by railways which make 
Britain independent of all foreign routes, 

The caterpillar shading which indicated the Rocky Mountains 
from Alaska to California has given place to complicated ranges, 
with characteristic buttressing features, great plateaus with many 
offshoots, and beautiful coast ranges. All the vastly increased 
knowledge of Canada has led to the development of its resources 
at a constantly increasing rate. The whole country has been united 
into one great Dominion, divided into many Provinces, in place of 
the Upper and Lower Canada of half a century ago. The popu- 
lation has increased from 3,000,000 to over 8,000,000, but Canada is 
capable of sustaining ten times that number, Over 110,000,000 acres 
of land are occupied, and of this 10,000,000 acres are under wheat 
and un equal area under oats. The annual value of the mineral 
products alone amounts to about 50,000,000 sterling, and of manu- 
fuctures to 240,000,000 sterling, while the total exports approach 
closely to 100,000,000. I give these figures as affording some idea 
of the vast progress made by Canada in the half century in expand- 
ing this great country and obtaining a knowledge of its resources, 
But there is ample room for still further exploration and develop- 
ment, and more detailed and accurate mapping; during the next half 
century the progress achieved must be much greater than in the past. 

What Canada has done in the north the United States has done 
on a much greater scale in the south—naturally so, when one con- 
siders the difference in climate over the whole area. Not to men- 
tion the work of individual explorers, the survey men have pene- 
trated into the remotest regions; have told a wondering world of 
the canyons of the Colorado, those 5,000-feet-deep gorges which are 
matchless specimens of nature's sculpture; of the gorgeous beauties 
of the Yellowstone Park; the witcheries of the Yosemite; the rreat 
deserts which the coast ranges deprive of moisture; and the Rocky 
Mountains themselves with their picturesque peaks and rich upland 





As a result of all this activity the whole of the 3,500,000 square 
miles of the Republic has been occupied; with the exception of 
remote Alaska, all the old Territories have been organized into 
States; the population has risen from 30,000,000 to over 100,000,000; 
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excluding Alecia, 1,300,000,000 acres of the total 1,900,000,000 acres 
have been appropriated and reserved. These figures may afford 
some idea of the activity of the United States during the half cen- 
tury in exploring its enormous territory and taking stock of its 

As to South America, it was in 1860 that Butes returned, after 
11 years’ sojourn in the Amazon Basin, mainly as a naturalist, but 
with abundant fresh information on the geography of that enor- 
mous river basin. Since that time a host of explorers—British, 
French, German, American, Swedish—have penetrated into the re- 
cesses of the continent, exploring its multitude of rivers, climbing 
and mapping the great Andean Range, investigating the interesting 
antiquities of the continent, studying its natives of many types, 
and reporting upon its resources. The Argentine and Chile, the 
two most advanced of South American States, have surveyed and 
mapped, at least provisionally, their extensive territories, while 
boundary commissions have added much to our knowledge, The 
result is that the map of South America is very different from 
what it was half a century ago. Still, it must be said that more 
remains to be done in the way of pioneer exploration in South 
America than in any other continent except the Antarctic. At least 
1,000,000 square miles are practically unexplored, while a large area 
of the remainder is imperfectly known. In the northern basin of 
the Amazon very much still remains to be done, A vast extent of 
the great forest area of Brazil has never been penetrated. Ma). 
Faweett in a recent exploration in the Bolivia-Brazil border come 
across a forest tribe that thought themselves the only people in the 
world except a hairy tribe some miles away. In Venezuela, Colom- 
bia, Ecuador, and even in Peru and Bolivia great areas are all but 
unknown; even ‘the interior of the Guianas has never been ade- 
quately explored; and very much remains to be done before the 
magnificent chain of the Andes can be regarded as suflictently 
mapped. South America has been attracting increased attention 
in recent years, and it is to be hoped that in the near future serious 
attempts will be made to complete our knowledge of a continent 
teeming with features and races of interest, and the abundant re- 
sources of which are capable of vast development. 

Tf now we turn to Australia we shall find that as much heroism, 
endurance, and self-denial have been displayed in the exploration of 
the interior of that great southern continent as there has been in the 
case of Africa. Half a century ago we knew little more than the rim 
of the continent. Men could only wonder what lay in the unknown 
interior; was it picturesque mountains, flowing rivers, great lakes, 
luxuriant forest and pasture lands, or was it only a southern Sahara? 
During the last half century the Australians have made the most 
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strenuous and praiseworthy efforts to discover the characteristics 
of this great continent of which they are the stewards, All the Aus- 
tralian States have for years had well-organized surveys at work, 
and New South Wales and Victoria are now fairly well mapped, 
and their features and resources known. 

One of the great episodes in Australian exploration is the terrible 
disaster that befell the Burke and Wills expedition which, in 18060- 
61, actually crossed the continent from Victoria by the Stony Desert 
and the Mackinlay Range to the estuary of the Flinders River in the 
Gulf of Carpentaria; the two leaders paid for their zeal with their 
lives. Much more successful was Macdouall Stewart who, in 1862, 
after two previous attempts, crossed the center of the continent from 
Adelaide to Port Darwin along the route now occupied by the trans- 
Australian telegraph line and the transcontinental railway now 
under construction. He brought back good news of fine ranges of 
hills, grassy plains, and fair supplies of water, and altogether pave 
the Australians new hope of their continent. About the same time 
two other expeditions crossed the continent from north to south and 
south to north, in search of Burke and Wills, adding much to our 
knowledge of Queensland. The Stony Desert of Sturt was found 
flooded with water, and all around its borders were rich pasture 
grounds, 

The general result of the many exploring expeditions in the 
eastern half of Australia has been to show that while there are 
great patches of desert there are extensive areas of excellent country 
which would be as valuable as the finest land in Europe if only the 
rainfall could be depended upon; but away from the coast you 
can not expect 10 inches a year; occasionally there may be more, 
but sometimes also much less. 

Still, about the western half of the continent nothing was known, 
though in the north and northwest various expeditions had found 
rivers and plateaus and hills, and the country in the immediate 
neighborhood of Perth and along the west coast was fuirly well 
surveyed. ‘The first successful attempt to cross from east to west 
was made in 1878 by Col. Warburton, who, with his son, some 
natives, « few Afghans, and a troop of camels, started from the 
eenter of the continent and crossing mainly between 20° pnq 99° 
south latitude reached the De Gray River after terrible sifferings 
through want of food and water. Nothing marked their dreary 
way but a desert of sand hills and spinifex, with here and there 
a scanty water hole. | 

Since then the continent has been crossed and recrossed in all di. 
rections by Forest, Giles, and their successors, The discovery of 
gold in Western Australia led to further exploration of that terri- 
tory and an influx of immigrants adding greatly to the scanty popu- 
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lation of half a century ago. All these expeditions, combined with 
the official surveys, have afforded a fair knowledge of the main 
features of the interior, which are much more varied than was at 
one time supposed. At the same time, the numerous rivers shown 
on the map in central and western Australia lack that permanency 
which is necessary for successful agricultural operations. But great 
hemes are on foot for irrigation and storage, and, as is known, 
the immense underground supply of water has been tapped, though, 
as it is not unlimited, its use ought to be carefully regulated. The 
population during the past half century has trebled, and the ma- 
terial progress during recent years has been so great that the Im- 
perial Government felt justified in combining the various colonies 
into one great commonwealth. Under this new régime there is no 
doubt that a much more detailed exploration of the continent on 
scientific lines will be carried out in future, with beneficial results 
on its development, mineral, agricultural, pastoral, and manufactur- 
ing. In the annual production and commerce of the Commonwealth 
gold has ceased to be the most important factor. The agricultural 
production alone amounts to about 50,000,000 sterling, the pastoral 
to close on 60,000,000, while dairying products yield 20,000,000 and 
manufactures 58,000,000, Mining products amount to some 25,- 
(0. The total exports are now almost 80,000,000, and of that 

wool nlone is valued at over 26,000,000, 

This will afford some measure of the extent to which Australia 
has been explored during the past half century, When we remem- 
ber what man has been able to accomplish in older countries by tree- 
planting, irrigation, and other judicious methods, there is no need 
to despair of Australia. At the worst there is plenty of room for 
the hundred millions which it is estimated—by Australians—will be 
the population of the continent a century hence. We may be sure 
there is a great future in store for our southern dominion, with 
British energy to make the best of geographical conditions. 

Although New Guinea, especially the spacious western section 
belonging to Holland, remains one of the few regions which affords 
ample scope to the adventurous pioneer explorer, still, much has 
been done in recent years to furnish a fuller knowledge of its in- 
terior, especially since the narrower eastern section was annexed 
by Great Britain and Germany. Half a century ago it was prarc- 
tically a blank. Into the discoveries that have been made in that 
magnificent archipelago that fringes southeastern and eastern Asia 
I can not enter. Much has been done in the Philippine Islands and 
in Formosa by the United States and Japan, to which respectively 
these islands now belong. Though many additions have been made 
to our knowledge by British and Dutch explorers in the other islands 
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of the great Asiatic archipelago, still much remains to be secom- 
ished, especially by the scientific explorer. 

As for New Zealand, its exploration during the last half century 
has been carried on mainly by its well-organized survey, so that it 
is now to a large extent well mapped, while the peaks of its pic- 
turesque mountain ranges have been ascended by many Alpinists, 
with the result that the map of what is now the Dominion of New 
Zealand is very different from that of half a century ago. The de- 
velopment of its resources has kept pace with the progress of ex. 
ploration, so that the value of its exports have reached the amount 
of £23,000,000, mainly wool, agricultural and dairy products. The 
population has grown from a few thousand in 1860 to over a million. 

As for the great continent of Asia itself, the primitive home of the 
human race, according to some, and therefore the longest known of 
all the continents, I can barely touch it. Unlike Australia und the 
New World, its great features, its matchless mountain systems, its 
Magnificent rivers, its spacious table-lands, its sandy deserts, have 
long been known in their main features. But during the last half 
century very much has been done to fill in the details of these fea- 
tures und give them precision. War and conquest have here been the 
great handmaids of geography. In our own great Asiatic depend- 
ency—India—we have acted on the wise principle that to govern a 
country well, you must know it well. One of the greatest enterprises 
ever undertaken by any Government haz been brought to a comple- 
tion during the half century. Nothing is more creditable to usin our 
connection with India than this great trigonometrical survey, begun 
about a century ago and completed quite recently. We have meas- 
ured every mile of the country; we have plotted all its mountain sVs- 
tems, lnid down the courses of its mighty rivers, mapped its deserts 
and its forests and its great alluvial plains, which now form one of 
the great wheat granaries of the world. Many of the towering peaks 
of the Himalayas have been measured in their heights, and some of 
them sealed, and those grand glaciers, which the great Humboldt 
declured could not exist, have been explored and mapped; the 
meteorology of the peninsula, on which so much depends, has heen 
und is being worked out on a magnificant scale, while the Geological 
Survey has done much to unriddle the evolution of India and reveal 
its mineral treasures. Our wars with Afghanistan have enabled 
us to map partially at least that troublesome country, Our 
explorers, some of them native Indians, some of them Britons of the 
fine old adventurous type, have faced many dangers, penetrated into 
nearly every corner of central Asia, and brought back treasures in 
the way of knowledge. But all around our Indian borders our 
modest military expeditions have always heen accompanied by sur- 
veyors, British and native, who have generally returned with « rich 








harvest of geography. Only quite recently the age-long problem of 
the Sanpo-Brahmaputra has been all but solved by the enterprising 
son of the society's late secretary, Capt. Eric Bailey, when some 
thousand or two square miles of the region were surveyed and 
mapped. Burma and the Malay States are being surveyed; Siam has 
been mapped, while similar services are being rendered by France 
in the territories under her domination. Partly through the enter- 
prise of individual travellers and partly as a result of Sir Francis 
Younghusband’s expedition, Tibet and Lhasa are no longer the 
mysteries that they were, and the great Brahmaputra has been 
traced to its source. Sven Hedin, confirmed the existence and 
explored the great range beyond the Himalayas conjectured to exist 
by Trelaunay Saunders as far back as the seventies. 

But I can not attempt to record the work of individual explorers. 
The High Pamirs have been fully mapped. The Kuen Lun, the 
Tian Shan, and these other great ranges that lie between Tibet and 
Turkestan and southern Siberia have been plotted in their main fea- 
tures. The Gobi, the Takla Makan, and other desert regions have 
been explored, as has the Tarim basin and the shrinking lakes scat- 
tered about in the eastward, while many of the marvelous remains 
of ancient cities and towns have been discovered. The upper courses 
of the great rivers, the Hwang, the Yangtze, and others flowing 
to the south that rise in the region of the northeast of Tibet have 
been approximately mapped. Progress has been made in the accurate 
mapping of China, though much still remains to be done in this 
interesting land. Japan has been as well mapped as India, Our 
knowledge of Mongolia and Manchuria have been greatly increased; 
this has also been the case with Siberia, through the surveys for the 
Trans-Siberian Railway which has made it possible to reach Japan 
and Pekin in about a fortnight from London. Southern Siberia it- 
self, it has been found, may compare with Canada as a wheat-grow- 
ing country. In central and northern Siberia much still remains 
to be done, especially in connection with the hydrography of its great 
Arctic-flowing rivers. To the ever-progressing conquests of Russia 
we owe much of our knowledge of Central Asia. Half a century ago 
her borders scarcely extended beyond the Caspian shores, Little by 
little her explorers traveled east and north and south, followed by 
her armies, until she marches with China, and is within measurable 
distance of India. The ancient Oxus has been traced to its source, 
though problems remain in connection with its old channels and the 
fluctuations of the Aral and Caspian, and the conditions of ancient 
civilization in these regions. We know a good deal more about Per- 
sia than we did half a century ago, though there is much room here 
for the investigations of the qualified explorer, especially os to the 
present and past conditions of the Lut desert. Just half a century 
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ago Palgrave succeeded in crossing Arabia. Various explorers have 
been at work since then in the west, the north, and the center. Quite 
recently it was crossed again in the opposite direction from Pal- 
grave’s route by Cupt. Shakespear, who, alas, 2» few months ago laid 
down his life in the interests of the empire. But for the pioneer 
Arabia still presents a fruitful field, especially in the great south- 
eastern desert, which is practically unknown. While Palestine has 
been adequately surveyed and accurately mapped by the Palestine 
Exploration Fund, and much geographical and archeological work 
done in the rest of Turkey-in-Asia, there is much of interest still to 
aecomplish here by the well-trained explorer. While, therefore, the 
map of Asia has to a large extent been reconstructed during the last 
half-century, it has, with certain exceptions, been mainly the work of 
pioneers. There is ample room for accurate work all over the conti- 
nent, especially with the various historical and economic problems 
dealing with the distribution and grouping of different physiographi- 
eal and animate types, in which Asia abounds perhaps more than any 
other continent. 

Tt is more than half a century ago since Mrs. Hemans asked the 
questionm— 

“What hid’st thow In thy treasure cover and cells, 
Thou hollow-sonnding ond mysterious malin?" 

The question has been answered to a large extent by the deep-sea 
researches of the last 50 years, and on the basis of these researches a 
new department of science has been created under the name of ocean- 
ography which has now plenty of work to do, There have been 
nimerous expeditions whose main purpose has been to explore the 
ocean from its surface to its deepest depths, but undoubtedly the 
greatest of them has been that which for three years sailed all over 
the oceans in Her Majesty's ship Challenger. The ocean has now 
been sounded in thousands of places, specimens of its bed have been 
brought up and analyzed; its denizens have been captured and brought 
to the light from all depths; its saltness and its temperature have 
been tested in all quarters of the globe; its surface and undercurrents 
have to some extent been charted; and in every way it has been sub- 
jected to the never-satisfied curiosity of humanity. 

It would be hopeless for me to give you anything like a satisfactory 
summary of the results. 

As to depths, I may say that the average depth of the Pacific is 
something like 15,000 feet and of the Atlantic 12,000 feet. The great~ 
est depth yet found in the Pacific is 31,614 feet, off the Marianne 
Islands, while in the Atlantic the deepest trustworthy sounding is 
97,360 feet, near the Virgin Islands. The waters of the ocean seem to 
be in a state of constant circulation, cold undercurrents coming down 
from the poles and warm surface currents going south and north in 
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return. One of the best known of these great ocean currents is the 
Gulf Stream, about the régime of which popular ideas have had to 
be considerably modified. As to the distribution of life in the ocean, 
researches of the CAallenger and other similar expeditions have dis- 
closed thousands of new forms in all seas and at all depths of the 
ovean. There does not seem to be any part of the open ocean so deep, 
so dark, so still, or where the pressure is so great as to have effectually 
raised a barrier to the invasion of life in some of its many forms. 
Even in the greater depths many divisions of the animal kingdom are 
represented. | 

We have hud revealed to us from these hidden depths great, broad 
valleys, spacious plateaus, gently undulating ridges rising here and 
there into mountains, whose peaks overtop the water in the shape of 
the islands that stud the bosom of the sea, with here and there pre- 
cipitous gorges covered with the débris of the myriads of animals 
that have found a home and a grave in those waters during untold 
years, 

I need hardly remind you that the many island groups which 
stud the bosom of the spacious Pacific have, like Africa, been parted 
among the powers of Europe, as well as the United States, with the 
result that much has been done to add to our knowledge of the islands 
and their vanishing peoples. 

The accompanying maps will show roughly by different shading 
the progress which I have tried to outline in the exploration of the 
globe during the half century. (Pls. 1 and 2.) 

The raising of the standard of geography during the last 30 years 
and the increasingly rigid application of scientific method to geo- 
graphical research and to the practical application of its results has 
had considerable effect on the organization and equipment of ex- 
ploring expeditions, and of the type of men selected to carry out 
exploring work. So long as a great part of the world was very much 
of a blank we welcomed any authentic information that could help 
to fill it up, even though the explorer was a pioneer without any 
special training. But now that the main features have been filled in 
with varying degrees of accuracy we must insist that explorers shall 
have a training adequate to the conduct of their work on scientific 
lines. Dr. de Filippi’s recent expedition to the Karakoram may be 
taken as a model of what the expedition of the future should be, with 
its ample staff of specialists in every department of science involved 
in the work the expedition had to accomplish, and its complete equip- 
ment with the latest instruments necessary to give the most satis- 
factory results. But this condition has been increasingly recognizec 
in recent years. 
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This is the place to refer in a word to the great service rendered to 
exploration, and to geography in general, by photography since it 
began to be applied to this purpose. The old wood engravings, and 
even plates, which were used for illustrations in the prephotographic 
days, while sometimes wonderfully good from the artistic, and even 
from the geographical standpoint, could seldom compete in the latter 
respect with the photographs taken by a discerning eye. I remember 
well the difficulty in persuading some of the more conservative mem- 
bers to permit the introduction of lantern slides at the meetings of 
the Royal Geographical Society as being too trivial and too childish 
for a serious scientific body. I need not remind you of the universal 
use now of this method for scientific lectures of all kinds. 

One other feature which has marked the development of geographi- 
cal work during the half century might be pointed out. Fifty years 
ago geographical enterprise was the work of individual explorers, 
sometimes backed by their Governments; but in recent years a re- 
markable circumstance in geographical method has been the growth 
of international cooperation, as shown in the international congresses 
and international bodies, such as the International Geodetic Associa- 
tion, the International Meteorological Committee, the International 
Council for the Study of the Sea, with special reference to fisheries: 
the international map of 1:1,000,000; and the great bathymetric map 
of the oceans undertaken by the Prince of Monaco with an interna- 
tional committee. 

I have thus endeavored to present to you, I fear in a very summary 
fashion, the results which have been achieved during the past half 
century toward the completion of our knowledge of the home of the 
human race. I think you will admit that so far as results are ¢on- 
cerned it will compare favorably with any other half century in the 
history of exploration. I have had necessarily to confine myself to 
what I may call the superficial results of all this activity. But apart 
from the fact that vast areas of previously unknown lands have been 
brought within human ken and provisionally mapped, abundant ad- 
ditions have been made to all the aspects that come within the sphere 
of geography. Many departments of science have profited by these 
explorations—the character and distribution of physical features of 
minerals and vegetation, of animal life, of climatic and economical 
conditions, of man himself in his various races and varieties. Of 
some of the results of all this knowledge you may have been able to 
form some idea from the figures I have given as to the growth of the 
population and the greatly enhanced value of the results of economic 
development. For the detailed and precise is our knowledge 
of the habitable lands of the globe the more are we in a position 
to turn them to the best account for the benefit of humanity. As I 
have pointed out, there is still a certain amount of pioneer work to 
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be done, especially in South America, but the explorer of the future 
must be very differently equipped from the pioneer of the past. 
Something more is wanted now than a daring spirit and a geo- 
graphical instinct. What we now want, even for pioneers, are men 
who have been thoroughly trained and who will be content to devote 
themselves to a limited region and work it out in all its details of 
_ features, and geological character and meteorology, and animals and 
plants; ever keeping in mind that man is the center of all, and that 
we only reach the last stage of the problem when we have worked 
out the action and reaction that is constantly taking place between 
man and his topographical surroundings. If in the solution of such 
problems as these there is as much activity shown im the next 50 
years as there has been in the past half century in the work of pioneer 
exploration, there will not only be an unprecedentedly rich harvest 
for science, but also, I venture to think, magnificent results bearing 
on the social and individual welfare of man, who can not but benefit 
from a better knowledge of his geographical settings. 

In the vast amount of the work of exploration during the half 
century, the British Empire, I think, may claim the lion’s share. 

“We salled wherever ship could safl, . 
We founded many a mighty State, 
Pray God our grentness moy not fall 
Through craven fear of belng great.” 

{ fear I have left little time to den] with the other two sections of 
the subject—the progress that has been made in raising the standard 
of geography as a department of scientific research, and the improve- 
ments that have been introduced into geographical education. Until 
about 30 years ago I fear geography was not treated seriously in 
either of these aspects. Long before that, in the early seventies, at- 
tempts were made by the Royal Geographical Society to induce the 
universities to recognize the subject in their curricula; but the society 
wus politely flouted. The subject, we were assured, was beneath the 
dignity of university recognition, and was only suited for elementary 
schools. At this we need not be surprised when we examine the geo- 
graphical literature of the period. It is true, that in certain of our 
great narratives of exploration—Franklin, Ross, Darwin, Bates, Wal- 
lace, Livingstone, and others—the scientific side of the subject was 
dealt with seriously, but the few works which existed on general geog- 
raphy were entirely descriptive; no attempt was made to show the 
relations which existed between the various distributions over the 
earth’s surface and the interaction between these and the human be- 
ings who had to adapt themselves to the geographical conditions or 
modify them for the benefit of humanity. 

In 1884 the Royal Geographical Society decided to make a 
thorough inquiry into the position of geography at home and abroad; 
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and with the results of this inquiry they again approached the 
universities, this time happily with success. Schools of geography 
were established at Oxford and Cambridge, and in time lectureships 
in the subject were instituted at the Universities of Edinburgh and 
Glasgow, London, Liverpool, Manchester, Birmingham, Reading, 
Sheffield, Aberystwyth. It was just before this that the Manchester 
Geographical Society was formed, and a week or two later the Royal | 
Scottish Geographical Society, with branches in Glasgow, Dundee, 
and Aberdeen, followed at intervals by similar societies in Liver- 
pool, Newcastle, Leeds, Southampton. Thus geography was raised 
to an altogether different platform in this country from the lowly 
position she had previously occupied, she was placed on a level 
with the subject in Germany, though that pushful country had 
the start of us by many years, as she has had in other directions, 
and a long leeway has to be covered. But we have been making 
headway. Apart from the purely educational work carried out by 
the universities, a beginning has been made in the work of geographi- 
cal research. Both at Oxford and Cambridge, at the London School 
of Economics, and I believe at Edinburgh and Glasgow work of this 
kind is encouraged. On the university programs we have such 
hends as the principles of geography; survey of the natural regions 
of the globe: land forms and the morphology of the continents; 
meteorology, climatology, and oceanography; human geography in 
its various phases; geographical methods of notations, and so on, To 
the university tutor, the schoolmaster, the texthook compiler of 30 
years ago, most of this would have been an unknown tongue. Ex- 
amples of what may be regarded as geographical research work have 
been forthcoming from trained men like Mill, Mackinder, Chisholm, 
George Adam Smith, Herbertson, Grant Ogilvie, Roxby, Miss Newbi- 
gin, and others on this side, and by Davis, Huntington, Miss Semple, 
Brigham, and others in the States, which may be said to have been 
inspired from the mother country. Much good work has been done 
by the various students in the geographical distribution of vegeta- 
tion in this country. -As samples of scientific exploring work I might 
refer to Sir John Murray’s investigations of the Scottish lochs; Mill’s 
survey of a region in Sussex; Giinther’s researches on the Italian 
coast line; Hogarth, Ramsay, and others in the Near East; Willcocks 
in Mesopotamia; Filipp!, Stein, Carruthers, and Huntington in cen- 
tral Asia; Hamilton Rice in South America; Scott, Shackleton, 
Bruce, and Mawson in the Antarctic. All this isa good beginning, 
and there is every reason to hope for still further work of this kind 
in the future, if those responsible for geography at our universities 
will do their duty. | | 

You still find some scientific men in England who deny that geog- 
raphy is a science or can ever be a science, because for one thing it 
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is it ‘graphy and not « logy. It is remarkable if geography ts the one 
thing in the universe that can not be dealt with on scientific methods, 
producing a body of knowledge as systematically arranged as that 
included under geology, meteorology, astronomy, or engineering, 
and other sections of the British Association. Personally it does not 
irk me whether geography is admitted to be a science or not. It is 

department of investigation which deals with a field untouched by 
any other department—the earth as the home of humanity. Like 
other departments of inquiry, it can collect its facts and draw its 
inferences on scientific methods, with results which in many cases 
could be cited in the geographical output of Germany, and happily, 
as I have stated in a few instances, in our own country—of the first 
importance toward the solution of problems intimately associated 
with human life and activity. To quote from the anniversary ad- 
dress, in 1892, of the late Sir Mountstuart Grant Duff, president of 
the Royal Geographical Society : 

Whether it is taught or not tunght In schools and universities, georrapliy 
must in the miture of things rule the territory in which the sciences relating 
to organic life, from history down to the structure of the humblest animate 
thing, meet the sciences which have to do with Inorganic nature, Call It a 
srupliy or a logy or a Runde or what you please, it remains the body of 
knowlelier which has to do with the theater of the activity of mon and all 
thincs that have life We may stunt and injure the activity of the next 
fenerution by refusing to teach It, but eventually it must obtain the position 
which the greatest of living systematic botanists, Hooker, claims) for it in 
1886. “It must permeate,” he sald, “the whole of education to the termination 
of the university career, every subject taught having a geographical aspect.” 

With such authorities as these on our side we have no need to be 
ashamed of the work our science has performed in the past and is 
capable of performing in the future. In this country we are com- 
paratively new to the work; only feeling our way, as it were; only 
trying to find out exactly what are the conditions under which. our 
line of research will produce the best results, what are the limits 
within which we must work, It1s true that geography ts the mother 
of all the sciences, and though her numerous children have long 
ago set up for themselves, still she has more or less intimate relations 
with many of them. All the same, she must not be too grasping; 
she ought to form a clear idea of what she has a right to, what are the 
limits of her field of operations, To vary the simile, the geographers 
in this country have been moving into a much more spacious man- 
sion; we have hardly had time to put our house in order; we may 
find when we do so that we have not room for all the furniture that 
some of our friends would like to squeeze into it. Anything like 
overcrowding is unnecessary and would be embarrassing. Ellsworth 
Huntington, one of the most active and most original of our younger 
geographers, * * “ has the fullest belief in the influence of 
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geographical conditions on history and other human activities; 
but he maintains that the claims made in this respect are often too 
vague to convince the skeptical historian. What we want, he says, 18 
4 more precise statement as to the nature and amount, the quantity 
and quality, in each case of this environmental influence compared 
with various other elements. Probably we can never reach mathe- 
matical precision in this respect, as we might do in other departments 
of our subject; but it would be a splendid exercise in geographical 
research and in mental training for the qualified student of the 
subject to tackle the problem in certain specific instances. A group 
of physical features might be taken—say the Alps, or the Himalayas, 
or the deserts of central Asia, or the Sahara—and the question of 
their control over human distribution and human activity worked 
out with as much precision as possible. Or « particular country or 
region might be selected, and the control which geographical condi- 
tions have exercised on its history and development, ns compared 
with other factors in the problem, be indicated. 

As to the progress which has been made in geographical education 
outside the universities during the period, let anyone who is old 
eriough recall the textbooks of 30 years ago, with their dreary list 
of names and little more—names of capes, names of bays, names of 
mountains, names of rivers, names of lakes, names of towns, all 
completely isolated, as if they had no sort of relation to each other nor 
to the human beings whe had to live and move and have their being 
among them. We had such tags as Edinburgh, Leith, Portobello, 
Musselburgh, and Dalkeith, all on the Firth of Forth; London on 
the Thames: Colchester on the Colne, famous for its oysters; Peter- 
borough on the Nen, near which is Fotheringay Castle, where Mary, 
Queen of Scots, was cruelly beheaded, and such like items. No 
wonder that geography was rejected and despised by the universities 
+f this kind of thing was all it had to say for itself. Then there were 
the featureless atlases and wall maps, the value of which was esti- 
mated mainly by the number of names which they contained. Pic- 
tures, photographs, stereos, the lantern, were regarded as too childish 
to be used for serious educational or seientific purposes, while, ns 
for the many other appliances now available for geographical edn- 
cation, no one seems to have thought them possible. Out-of-door 
work in those days was undreamed of. 

Need I remind you of the change m all these directions which has 
taken place during the last 50 years! Contrast the conditions then 
and now. It might seem invidious if I referred to any particular 
textbooks or treatises or mAps and other appliances. I am sure it 
is unnecessary before an audience like this. The ever-increasing 
series of treatises and textbooks which are being produced, and 
for which, therefore, there must be a demand, are no doubt familiar 
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to you all. Some may be open to criticism, but all, from the most 
bulky and elaborate down to the modest elementary textbook, are 
on a totally different plane from those of 30 years ago. 

Bnt textbooks and maps are not everything in geographical teach- 
ing, and, happily, in some of the universities and in a considerable 
number of secondary and even elementary schools outdoor work is 

Geography, like geology, has to deal with a concrete earth, and 
not merely with maps. It has surface features of all kinds to 
investigate. and the life that is lived amid these features and is 
to a considerable extent conditioned by them. It is the duty of 
geogruphy, as it is of geology, to investigate these conditions on the 
spot and to work out the problems suggested by them. This depart- 
ment of geological work is still in its infancy; a mere collection of 
local facts and statistics is not enough: correlations ought to be inves- 
tiguted and deductions as precise as possible made as to the results 
of the interaction of the various factors. 

A new epoch in the history of geographical education in England 
may be said to have begun when the board of education issued its 
regulations for the teaching of geography in secondary schools. 
Perhaps the most important point in the new regulations was that 
a definite number of hours a week—not less than two periods of 
school work and one of home work—were to be allotted to geography 
in secondary schools, Provision had to be made for a four-year 
course of the work, and the course had to include the geography of 
the whole world, so that the custom of keeping the pupil at work 
on one or two particular continents, according to exigencies of exam- 
inations, until he left school was discountenanced. Particular atten- 
tion was given in the board’s circular to the importance of practical 
exercises, such as “worked-ont problems, together with original 
maps and plans,” in geographical instruction, Consequence had 
to be connected with cause and reasons had to be stated with facts, 
instead of presenting lists of place names, rivers, communications, 
and so on, as catalogues to be learned without being understood. 

When the board's regulations were issued, teachers who had spe- 
cialized in geography were few. and the regulations would have been ih 
long time coming into practical effect if suitable manuals had not 
been forthcoming. The board defined the spirit of the teaching it 
desired to establish, and gave the outlines of a scheme, but it left the 
actual working out to the teachers themselves, and in most cases 
they had to obtain their guidance from manuals and text-books. 
Much had already been done by the university extension lectures to 
teachers. The teaching of the subject throughout the country now 
underwent a change on account of the new condition. From being 
classed as memory work, which could be put into the hands of any 
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teacher, geography became a reasoning subject requiring individual 
work by the students and sound knowledge by the teacher as much as 
any other subject taught on scientific principles. Too much atten- 
tion was perhaps paid at the outset to the working of practical prob- 
lems and exercises, but this has now righted itself, and the human 
note is not forgotten while the scientific method of arriving at it is 
followed. What is more important than anything else is that the 
standard of work in geography is steadily rising. The subject is be- 
ing treated more and more on a regional basis, and the work 1s con- 
sequently gaining in intelligence. 

The program for instruction for elementary schools has been 
greatly improved on the best lines, and where teachers have been 
adequately trained to deal with it intelligently the results are a great 
advance on what passed for geography 30 years ago. But in the 
case of the younger pupils, I fear it 1s difficult to get them to do little 
more than to read narratives. In the upper classes of these schools, 
however, more systematic work is prescribed in the official pro- 
gram, und I believe the whole tendency is toward an improvement 
upon the methods and outlook of previous years. The inspectors of the 
board of education consider that geography is now on 4 much better 
footing than it was, and is often intelligently taught. Much depends 
upon the training which students in training colleges receive before 
they are turned out to carry on the work of education. 

In certain institutions facilities are provided for training college 
students going through course of instruction in geography, with 
opportunities of actual practice in schools. T am not sure that this 
method is quite satisfactory; it would be well if all training colleges 


were as fully equipped for geographical work as they are in other 
departments, In no class of school can geography be satisfactorily 
taught on modern lines unless the teachers are as seriously trained 
in that as they are in grammar, arithmetic, or any other essential 
parts of their course. In certain training colleges the subject is in 
charge of geographical specialists. This ought to be the case in all 
training colleges, as well as in the universities from which the sup- 
ply of teachers for secondary and higher schools are drawn. But 
if the progress 15 as marked in the next quarter of a century as it has 
been in the past, there can be little doubt that the existing deficien- 
cies will be removed, and geographical education will be on as satis- 
factory a footing in Britain as it is in Germany. 

But time forbids me to go further, I hope I have succeeded in 
showing that during the last 30 years geography has grown in 
stature and in strength in this country; that, in fact, it has reached 
man’s estate, and that both in education and in research it is trying 
to doa man’s work. It has still much to learn that can only come by 
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experience, but it is bound to come if we work in the future as in the 
past, and that all thé more rapidly and successfully in proportion to 
the increasing number of workers. The Royal Geographical Society 
has itself extended, not only in numbers, but in varied activities, dur- 
ing these years. Its staff has been quadrupled, to keep pace with its 
work; the scientific side of the subject receives more and more atten- 
tion. The efforts of the parent society are effectually supported by 
those younger societies which have grown up in various great cen- 
ters. Jt is often stated that the work of geographical societies is 
nearly completed ; that they will soon have had their day and cease to 
be, for the world is being rapidly explored and mapped. There is 
plenty of work still to do in exploration and mapping, and when that 
is complete the real work of geography and geographical societies 
will only begin. The explorer and map maker only lay down the 
foundations of the subject; it will remain for generations of geogra- 
phers to rear thereon a stately structure fitly representing * the king- 
dows of this world, and the glory of them.” 
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THE RELATION OF PURE SCIENCE TO INDUSTRIAL 
RESEARCH.'* 


By J. J. Canty. 


It is not strange that many years ago Huxley, with his remark- 
able precision of thought and his admirable command of language, 
should have indicated his dissatisfaction with the terms “ pure 
science” and “applied science,” pointing out at the same time that 
what people call “applied science” is nothing but the application 
of pure science to particular classes of problems, The terms are 
still employed, possibly because, after all, they may be the best ones 
to use, or perhaps our ideas, to which these expressions are supposed 
to conform, have not yet become sufficiently definite to have called 
forth the right words. 

It is not the purpose of this address, however, to suggest better 
words or expressions, but rather to direct attention to certain im- 
portant relations between purely scientific research and industrial 
scientific research which are not yet sufficiently understood. 

Because of the stupendous upheaval of the European war with its 
startling agencies of destruction—the product of both science and 
the industries—and because of the deplorable unpreparedness of our 
own country to defend itself against attack, there has begun a great 
awakening of our people. By bringing to their minds the brilliatit 
achievements of the membership of this institute in electric lighting 
and power and communications and by calling their attention to the 
manifold achievements of the members of our sister societies in 
mechanical and mining and civil engineering, and the accomplish- 
ments of our fellow workers, the industrial chemists, they are being 
aroused to the vital importance of the products of science in the 
national defense. 

Arising out of this agitation comes a growing appreciation of the 
importance of industrial scientific research, not only as an aid to 
military defense but as an essential part of every industry in time 
of peace, 

1 President's address at the Thirty-Third Annual Convention of the American Institute 


of Electrica) Engineers, Cleveland, Ohio, June 27, 1916, Copyright, 1016) by American 
Institute of Electrical Enginéers, Reprinted by permission, 
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Industrial research, conducted in accordance with the principles 
of science, is no new thing in America. The department which is 
under my charge, founded nearly 40 years ago to develop, with the 
aid of scientific men, the telephone art, has grown from small be- 
ginnings with but a few workers to a great institution employing 
hundreds of scientists and engineers, and it is generally acknowl- 
edged that it is largely owing to the industrial research thus con- 
ducted that the telephone achievements and development in America 
have so greatly exceeded those of other countries. 

With the development of electric lighting and electrie power and 
electric traction, which came after the invention of the telephone, 
industrial scientific research laboratories were founded by some of 
the larger electrical manufacturing concerns, and these have at- 
tained a world-wide reputation. While vast sums are spent annually 
upon industrial research in these laboratories, I can say with an- 
thority that they return to the industries each year improvements 
in the art which, taken all together, have a value many time greater 
than the total cost of their production. Money expended in properly 
directed industrial research, conducted on scientific principles, is sure 
to bring to the industries a most generous return. 

While many concerns in America now have well-organized indus- 
trial research laboratories, particularly those engaged in metallurgy 
and dependent upon chemical processes, the manufacturers of our 
country as a whole have not yet learned of the benefits of industrial 
scientific research and how to avail themselves of it. 

TI consider that it is the high duty of our institute and of every 
member composing it, and that a similar duty rests upon all other 
engineeering and scientific bodies in America, to impress upon the 
mantfacturers of the United States the wonderful possibilities of 
economies in their processes and improvements in their products 
which are opened up by the discoveries in science, The way to real- 
ize these possibilities is through the medium of industrial research 
conducted in accordance with scientific principles. Once it is made 
élear to our manufacturers that industrial research pays they will 
be sure to call to their aid men of scientific training to investigute 
their technica] problems and to improve their processes, Those who 
are the first to avail themselves of the benefits of industria] research 
will obtain such a lead over their competitors that we may look 
forward to the time when the advantages of industrial research will 
be recognized by all. 

Industrial scientific research departments can reach their highest 
development in those concerns doing the largest amount of business. 
While instances are not wanting where the large growth of the insti- 
tution is the direct result of the care which is bestowed upon indns- 
trial research at a time when it was but a small concern, nevertheless 
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conditions to-day are such that without cooperation among them- 
selves the smal! concerns can not have the full benefits of industrial 
research, for no one among them is sufficiently strong to maintain the 
necessary staff and laboratories, Once the vital importance of this 
subject is appreciated by the small manufacturers many solutions of 
the problem will promptly appear. One of these is for the manufac- 
turer to take his problem to one of the industrial research laboratories 
already established for the purpose of serving those who can not 
afford a laboratory of their own, Other manufacturers doing the 
same, the financial encouragement received would enable the labora- 
tories to extend and improve their facilities so that each of the small 
manufacturers who patronizes them would in course of time have the 
benefit of an institution similar to those maintained by our largest 
industrial concerns, 

Thus, in accordance with the law of supply and demand, the emall 
manufacturer may obtain the benefits of industria! research in the 
highest degree, and the burden upon each manufacturer would be only 
in accordance with the use he made of it, and the entire cost of the 
laboratories would thus be borne by the industries as a whole, where 
the charge properly belongs. Many other projects are now being 
considered for the establishment of industrial research laboratories 
for those concerns which can not afford laboratories of their own, and 
in some of these cases the possible relation of these laboratories to our 
technical and engineering schools is being earnestly studied. 

Until the mannfacturers themselves are aroused to the necessity of 
action in the matter of industrial research there is no plan which 
ean be devised that will result in the general establishment of research 
laboratories for the industries. But once their need is felt and their 
value appreciated and the demand for research facilities is put forth 
- by the manufacturers themselves, research laboratories will spring up 
in all our great centers of industrial activity. Their number and 
character and size and their method of operation and their relation 
to the technical and engineering schools and the method of their 
working with the different industries sre all matters which involve 
many interesting problems—problems which I am sure will be solved 
as they present themselves and when their nature has been elearly 
apprehended, 

In the present state of the world’s development there is nothing 
which can do more to advance American industries than the adop- 
tion by our manifacturers generally of industrial research conducted 
on scientific principles. I am sure that if they can be made to appre- 
ciate the force of this statement, our manufacturers will rise to the 
occasion with all that energy ond enterprise so characteristic of 
Amaricn. 
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So much has already been said and so much remains to be said 


urging upon us the importance of scientific research conducted for 


the sake of utility and for increasing the convenience and comfort of 






nankind that there is danger of losing sight of another form of re- 
search which has for its primary object none of these things. I refer 
to pure scientific research. 

In the minds of many there is confusion between industrial scien- 
tific research and this purely scientific research, particularly as the 
industrial research involves the use of advanced scientific methods 
and calls for the highest degree of scientific attainment. The con- 
fusion is worse because the same scientific principles and methods of 
investigation are frequently employed in each case and even the sub- 
ject matter under investigation may sometimes be identical. 

The misunderstanding arises from considering only the subject 
mutter of the two clusses of research. The distinction is to be found 
not in the subject matter of the research, but in the motive. 

‘The electrical engineer, let us say, finding a new and unexplained 
difficulty in the working of electric lamps, subjects the phenomenon 
observed to a process of inquiry employing scientific methods, with a 
view to removing from the lamps an objectionable characteristic. 
The pure scientist at the same time investigates in precisely the same 
manner the same phenomenon, but with the purpose of obtaining an 
explanation of a physical occurrence, the nature of which can not 
be explained by known facts. Although these two researches are con- 
ducted in exactly the same manner, the one nevertheless comes under 
the head of industrial research and the other belongs to the domain 
of pure science. In the last analysis the distinction between pure 
scientific research and industrial scientific research is one of motive: 
Industrial research is always conducted with the purpose of accom- 
plishing some utilitarian end. Pure scientific research is conducted 
with « philosophic purpose, for the discovery of truth, and for the 
advancement of the boundaries of human knowledge. 

The investigator in pure science may be likened to the explorer 
who discovers new continents or islands or hitherto unknown ter- 
ritory. He is continually seeking to extend the boundaries of 
knowledge. 

The investigator in industrial research may be compared to the 
pioneers who survey the newly discovered territory in the endeavor 
to locate its mineral resources, determine the extent of its forests, 
and the location of its arable land, and who in other ways precede 
the settlers and prepare for their occupation of the new country. 

The work of the pure scientists is conducted without any utili- 
tarian motive, for, as Huxley says, “that which stirs their pulses is 
the love of knowledge and the joy of discovery of the canses of 
things sung by the old poet—the supreme delight of extending the 
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realm of law and order ever further toward the unattainable goals 
of the infinitely great and infinitely small, between which our little 
race of life is run.” While a single discovery in pure science when 
considered with reference to any particular branch of industry 
may not appear to be of appreciable benefit, yet when interpreted 
by the industrial scientist, with whom I class the engineer und the 
industrial chemist, and when adapted to practical uses by them, 
the contributions of pure science as a whole become of incalculable 
value to all the industries. 

I do not say this because a new incentive is necessary for the 
pure scientist, for in him there must be some of the divine spark 
and for him there is no higher motive than the search for the truth 
itself. But surely this motive must be intensified by the knowledge 
that when the search is rewarded there is sure to be found, sooner 
or later, in the truth which has been discovered, the seeds of future 
great inventions which will increase the comfort and convenience 
and alleviate the sufferings of mankind. 

By all who study the subject, it will be found that while the dis- 
eoveries of the pure scientist are of the greatest importance to the 
higher interests of mankind, their practical benefits, thongh certain, 
are usually indirect, intangible, or remote. Pure scientific research 
unlike industrial scientific research can not support itself by direct 
pecuniary returns from its discoveries. 

The practical benefits which may be immediately and directly 
traced to industrial research, when it ia properly conducted, are so 
great that when their importance is more generally recognized indus- 
trial research will not lack the most generous encouragement and 
support. Indeed, unless industrial research abundantly supports 
itself it will have failed of its purpose. 

But who is to support the researches of the pure scientist, and who 
is to furnish him with encouragement and assistance to pursue his 
self-sacrificing and arduous quest. for that truth which is certam as 
time goes on to bring in its train so many blessings to mankind? 
Who is to furnish the laboratories, the funds for apparatus and for 
traveling and for foreign study?! 

Because of the extraordinary practical results which have 
attained by scientifically trained men working in the industrial 
laboratories and because of the limited and narrow conditions under 
which many scientific investigators have sometimes been compelled 
to work in universities, it has been suggested that perhaps the theater 
of scientific research might be shifted from the university to the great 
industrial laboratories which have already grown up or to the even 
greater ones which the future is bound to bring forth. But we can 
dismiss this suggestion as being unworthy. 
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Organizations and institutions of many kinds are engaged in pure 
scientific research, and they should receive every encouragement, but 
the natural home of pure science and of pure scientific research is to 
be found in the university, from which it can not pass. It is a high 
function of the universities to make advances in science, to test new 
ecientific discoveries, and to place their stamp of truth upon those 
which are found to be pure. In this way only can they determine 
what shall be taught as scientific truth to those who, relying upon 
their authority, come to them for knowledge and believe what they 
teach. 

Instead of abdicating in their favor, may not our universities, 
stimulated by the wonderful achievements of these industria! Iabora- 
tories, find a way to advance the conduct of their own pure scientific 
research, the grand responsibility for which rests upon them? This 
responsibility should now be felt more heavily than ever by our 
American universities, not only because the tragedy of the great war 
has caused the destruction of European institutions of learning, but 
because even a worse thing has happened. So great have been the 
fatalities of the war that the universities of the Old World hardly 
dare to count their dead. 

But what can the American universities do, for they, like the pure 
scientists, are not engaged in a Incrative occupation? Universities 
are not money-making institutions, and what can be done without 
money ? 

There is much that can be done without money. The most tm- 
portant and most fundamental factor in scientific research is the 
mind of a man suitably endowed by nature. Unless the scientific in- 
vestigator has the proper genius for his work, no amount of financial 
assistance, no apparatus or laboratories, however complete, and no 
foreign travel and study, however extensive, will enable such a mini 
to discover new truths or to inspire others to do so. Judgment and 
appreciation and insight into character on the part of the responsible 
university authorities must be applied to the problem, so that when 
the man with the required mental attributes does appear he may be 
appreciated as early in his career as possible. This is a very difficult 
thing to do indeed. Anyone can recognize such a man after his 
great achievements have become known to all the world, but I same- 
times think that one who can select early » man who has within him 
the making of the scientific discoverer must have been himself fired 
with a little of the divine spark. Such surely was the case with Sir 
Humphrey Davy, himself a great discoverer, who, realizing the fun- 
damental importance of the man in scientific discovery, once said 
that Michael Faraday, whose genius he was prompt to recognize, 
constituted his greatest discovery. 
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T can furnish no formula for the identification of budding genius 
and I have no ready-made plan to Iny before the universities for 
the advancement of pure scientific research, But as a representative 
of engineering and industrial research, having testified to the great 
value of pure scientific research, I venture to suggest that the uni- 
versity authorities themselves might well consider the immense debt 
which engineering and the industries and transportation and com- 
munications and commerce owe to pure science, and to express the 
hope that the importance of pure scientific research will be more fully 
appreciated both within the university and without, for then will 
come—and then only—that sympathetic appreciation and generous 
financial support so much needed for the advancement of pure 
scientific research in America, 

While there are many things, and most important things, which 
the universities can do to aid pure science without the employment 
of large sums of money, there are nevertheless a great many things 
required in the conduct of pure scientific research which can be done 
only with the aid of money. The first of these, I think, is this: 

When a master scientist does appear and has made himself known 
by his discoveries, then he should be provided with all of the re- 
sources and facilities and assistants that he can effectively employ, 
so that the range of his gening will in no way be restricted for the 
want of anything which money can provide. 

Every reasonable and even generous provision should be made for 
all workers in pure science, even though their reputations have not 
yet become great by their discoveries, for it should be remembered 
that the road to great discoveries is long and discouraging and that 
for one great achievement in science we must expect numberless 
failures. 

I would not restrict these workers in pure science to our great wni- 
versities, for I believe that they should be located also at our tech- 
nical schools, even at these with the most practical aims. In such 
schools the influence of a discoverer in science would serve as a bal- 
ance to the practical curriculum and familiarize the student with the 
high ideals of the pure scientist and with his rigorous methods of 
investigation. Furthermore, the time has come when our technical 
schools must supply, in largely increasing numbers, men thoroughly 
grounded in the scientific method of investigation for the work of 
industrial research. 

Even the engineering student, who has no thoughts of industrial 
research, will profit by his association with the work of the pure 
scientist, for if he expects ever to tread the higher walks of the engi- 
neering profession he must be qualified to investigate new problems 
in engineering and devise methods for their solution and for such 
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work « knowledge of the logical processes of the pure scientist. and 
his rigorous methods of analyzing and weighing evidence in his 
scrupulous search for the truth will be of the greatest value. 

Furthermore, the engineering student should be taught to appreci- 
ate the ultimate great practical importance of the results of pure 
scientific investigation and to realize that pure science furnishes to 
engineering the raw material, so to speak, which he must work into 
useful forms. He should be taught that after graduation it will be 
most helpful to him and even necessary, if he is to be a leader, to 
watch with care the work of the pure scientist and to scrutinize the 
reports of new scientific discoveries to see what they may contain 
that can be applied to useful purposes and more particularly to prob- 
lems of his own which require solution. There are many unsolved 
problems in applied science to-day which are insoluble in the present 
state of our knowledge, but [ am sure that in the future, as has se 
often happened in the past, these problems will find a ready eolution 
in the light of pure scientific discoveries yet to be made. When thus 
regarded the work of the pure scientist should be followed with most 
intense interest by all of those engaged in the application of science 
to industrial purposes. Acquaintance, therefore, with the pure 
scientist, with his methods and results, is of great importance to the 
student of applied science. I believe that there is need of a better 
understanding of the relations between the pure scientist and the 
applied scientist and that this understanding would be greatly 
helped by a closer association between the pure scientist and the 
students in the technical schools. 

While I have drawn a valid distinction between the work of the 
two, they nevertheless have much in common. Both are concerned 
with the truth of things, one to discover new truths and the other to 
apply these truths to the uses of man. While the object of the eng1- 
neer is to produce from scientific discoveries useful results, these 
results are for the benefit of others. They are dedicated to the use 
of mankind and, as is the case with the pure scientist, they should 
not be confused with the pecuniary compensation which the engineer 
himself may receive for his work, for this compensation is slight, 
often infinitesimally se, compared with the great benefits received 
by others. Like the worker in pure science, the engineer finds in- 
spiration in the desire for achievement and his real reward is found 
in the knowledge of the benefits which others receive from his work. 

There are many other things which might be discussed concerning 
the conduct of pure scientific research in our universities and tech- 
nical schools, but enough has been suid to make it plain that I 
believe such work should be greatly extended in all of our American 
universities and technical institutions. But where are the uni- 
versities to obtain the money necessary for the carrying ont of a 
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grand scheme of scientific research! It should come from those 
generous and public spirited men and women who desire to dispose 
of their wealth in a manner well calculated to advance the welfare 
of mankind, and it should come from the industries themselves, 
which owe such a heavy debt to science. While 1t can not be shown 
that the contribution of any one manufacturer or corporation to a 
particular purely scientific research will bring any return to the 
contributor or to others, it is certain that contributions by the 
manufacturers in general and by the industrial corporations to pure 
scientific research as a whole will in the long run bring mamfold 
returns through the medium of industrial research conducted in the 
rich and virgin territory discovered by the scientific explorer. 

It was Michael Faraday, one of the greatest of the workers in 
pure science, who in the last century discovered the principle of the 
dynamo electric machine. Without a knowledge of this principle 
discovered by Faraday the whole art of electrical engineering as 
we know it to-day could not exist and civilization would have been 
deprived of those inestimable benefits which have resulted from 
the work of the members of this institute. 

Not only Faraday in England, but Joseph Henry in our own 
country and scores of other workers in pure science have laid the 
foundations upon which the electrical engineer has reared such a 
magnificent structure. 

What is true of the electrical art is also true of all of the other 
arts and applied sciences. They ore all based upon fundamental 
discoveries made by workers in pure science, who were seeking only 
to discover the laws of nature and extend the realm of human 
knowledge. 

By every means in our power, therefore, let us show our apprecia- 
tion of pure science, and let us forward the work of the pure 
scientists, for they are the advance guard of civilization. They 
point the way which we must follow. Let us arouse the people of 
our country to the wonderful possibilities of scientific discovery 
and to the responsibility to support it which rests upon them, and 
I am sure that they will respond generously and effectively. Then 1 
am confident that in the future the members of this institute, 
together with their colleagues in all of the other branches of en- 
gineering and applied science, as well as the physician and surgeon, 
by utilizing the discoveries of pure science yet to be made, will 
develop without number marvelous new agencies for the comfort 
and convenience of man, and for the alleviation of human suffering. 
These, gentlemen, are some of the considerations which have led me 
here in my presidential address to urge upon you the importance of 
a proper understanding of the relations between pure science and 
industrial research. 
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MINE SAFETY DEVICES DEVELOPED BY THE UNITED 
STATES BUREAU OF MINES. 


By Van. H. Mannie, Director. 


[With 7 plates. ] 


The present article outlines the character and the method of use 
of some of the more important devices developed by the Bureau of 
Mines in its investigations looking to greater safety in mining, and 
discusses the bureau’s work in educating and training miners to pro- 
tect themselves from harm and in furthering the use of safer ex- 
plosives and equipment in mines. Although the Bureau of Mines is 
investigating conditions, methods, and equipment in the quarrying, 
metallurgical, and other mineral industries as well as in mining, this 
article deals particularly with appliances used in coal mining. 


MINE RESCUE AND FIRST-AID WORK OF THE BUREAU OF MINES, 


In its mine safety and first-aid work the Bureau of Mines has four 
main objectives, as follows: 

First. To investigate and report on mine accidents to the end that 
their causes may be more thoroughly understood and the mine oper- 
ators advised as to the best means of avoiding them. 

Second. To teach the use of oxygen mine-rescue apparatus and the 
methods of performing first aid to the injured. 

Third. To send trained reseve crews to the scenes of explosions, 
fires, or other accidents in order to save life and property. 

Fourth. To acquaint mining men with safe and unsafe mining prac- 
tices through lectures, conferences, motion pictures, and the wide 
but judicious distribution of its publications. 

During the fiscal year 1916, 89 accidents were investigated and a 
thorough report made on each. If a given report indicated that 
electricity had been a contributory cause of the accident the matter 
was referred to the burean’s electrical engineers for consideration and 
recommendations as to ways of preventing similar accidents. Simi- 
larly problems concerning explosives, mine gases, and the coal dust 
and other hazards are referred to the bureau's experts. 

It is, of course, well understood that mining is a hazardous occu- 
pation and that juries more or Jess severe are of daily occurrence 
in large mines. From the very nature of the work, vranélently all 
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men injured underground have to be transported a considerable dis- 
tance before a doctor sees them, and frequently one to two hours may 
elapse between the time of injury and the time when the doctor first 
sees the patient, Consequently it is highly desirable that each miner 
should understand proper first-aid methods. 

Stationed at various mining centers throughout the country the 
bureau has first-aid miners, men with wide mining and first-aid ex- 
perience, who have been instructed in standardized first-aid methods 
by the burean’s mine surgeon. These men either work from the 
bureau headquarters in their district or are attached to the bureau's 
mine rescue cars or automobile rescue trucks, on which they travel 
from town to town, giving without charge a complete course in first 
aid. The bureau maintains eight such cars and three automobile 
rescue trucks. The miner is taught how to give artificial respiration, 
treat shock, control hemorrhage, and bandage any part of the body 
for fracture, dislocation, wound, or burn, and is shown the best 
method of transporting an injured person. 

Mine rescue methods have been taught in conjunction with the 
first-aid training. Burean employees, designated foreman miners, 
accompany its rescue cars and trucks and teach the mimers how to use 
the principal types of self-contained oxygen rescue apparatus. 
This apparatus consists of a steel cylinder containing oxygen at n 
pressure of approximately 2,000 pounds per square inch, with a reduc- 
ing valve which allows the flow of a definite quantity of oxygen per 
minute, at a pressure slightly above atmospheric, to pass from the 
eylinder to a reservoir from which it is breathed by the wearer. 
The exhaled air flows to a compartment containing regenerat- 
ing material, usually sodium hydroxide, by which the carbon 
dioxide of the exhaled air is removed. The regenerated air joins 
the stream of oxygen from the reducing valve, and the cycle is 

The foreman miners of the bureau give instruction in recovery 
methods, laying especial emphasis on the use of none but fully 
manned crews and on the need of the crews having such adjuncts as 
enfety lamps, canary birds (for detecting poisonous gases), life lines, 
and telephones. It is gratifying to note that but few lives have been 
lost in the past year through heroic but misdirected and unorganized 
recovery work. Before the organization of the bureau the loss of 
lives from this cause was high. 

Experiments looking toward a more thorough understanding of 
rescue apparatus and resuscitators have been carried on at the 
bureau’s Pittsburgh experiment station. Owing to the European 
war, apparatus formerly made in Germany and England are now 
made in this country, and it has been necessary to thoroughly inspect 
and test this American-made material. As a result of these tests 
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some serious defects were pointed out and these have been remedied 
by the manufacturers. A new and improved type of apparatus, sub- 
sequently described, has been developed by the bureau. 

In their training work the bureau’s field men observe many in- 
stances of safe and unsafe practice, and the knowledge thus gained 
they utilize through their district in conferences with the miners and 
the operators. When it is felt that one or more of the bureau's 
publications will be helpful to a particular miner or operator, the 
publications are forwarded. When the bureau's field men find 
gaseous or dusty conditions in mines and these conditions are dan- 
gerous or not well understood, they take samples of the air or dust 
und forward these to the bureau's laboratory for analysis.. The infor- 
mation obtained is then available for the operator concerned. 

The operators of mines in which adequate consideration is given 
to sufety features ure being given reduced rates for workmen’s com- 
pensation insurance. The benefits to the miners are even greater in 
that accidental deaths and injuries are being materially reduced. 


USE OF MOTION PICTURES IN MINE SAFETY WORE. 


In its general mine safety work the Bureau of Mines makes effec- 
tive use of motion pictures to illustrate (1) safe and unsafe methods 
and practices and (2) Bureau of Mines standard methods of mine 
rescue and first aid, 

Most of these films are taken by bureau photographers in coopera- 
tion with various mining companies; some are purchased, and others 
are presented to the bureau. They are shown to the mining: public 
by bureau representatives on every possible occasion, largely in con- 
nection with mine-rescue and first-aid training. A chronological loan 
record is kept of past, present, and prospective loans of films. It is 
estimated that during the past fiscal year films were shown to 160,000 
mining people, not including the thousands of visitors to the Govern- 
ment safety-first train. 

As these lms are for a specific vital educational purpose—to in- 
struct mine workers, many of whom know little of the English lan- 
guage or the work in which they are engaged—the scenarios are, so 
far as possible, criticized by expert engineers and surgeons. 

Stationary photographs, taken with the same educational object, 
are used to illustrate bureau reports and for lantern slides. That 
they may be intelligible to non-English-speaking miners, the titles 
to many of these slides are in four languages. 

When the interest of the miners in rescue, first-aid, and general 
safety work can not otherwise be aroused, a lecture by bureau engi- 
neers, with motion pictures or lantern slides of safe practices as con- 
trasted with dangerous practices, enables the lecturer to organize first- 


536 ANNUAL REPORT SMITHSONIAN INSTITUTION, 1916. 


aid and reseue classes, thus starting a safety propaganda where it 
otherwise would not be received. 


NEW FORM OF OXYGEN MINE RESCUE APPARATUS. 


After a long period of experiment the Bureau of Mines has devel- 
oped a new form of oxygen breathing apparatus for use in poisonous 
or irrespirable atmospheres in mines after fires or explosions. It is 
called the Gibbs apparatus, after its chief designer, W. E. Gibbs, 
engineer of mine-cafety investigations, of the bureau. 

Tn such apparatus, as it is impracticable to compress into a portable 
tank enough air to supply the breathing needs of the wearer for the 
hour or two during which he remains in poisonous atmospheres, pure 
oxygen is used. In general, an oxygen rescue apparatus consists of 
a small tank of compressed oxygen, a reducing valve through which 
the oxygen flows to a mouthpiece connected to the breathing bag by 
flexible tubes, and a receptacle containing caustic soda for absorbing 
the carbon dioxide from the exhaled air. Valves that open and close 
at each breath prevent expired air from returning to the lungs before 
it has passed through the purifier. 

To construct an apparatus of this kind would be relatively simple 
:f it were not for the conditions under which the apparatus 1s worn. 
As reseue crews work in the unmapped wreckage following mine 
accidents, in a presumably irrespirable atmosphere and often in 
smoke so dense that their electric lamps are of sniall help, any failure 
of an oxygen rescie apparatus may mean death to the wearer. 
Moreover, the labor of exploration and rescue is often arduous, and 
the apparatus worn must be as light as is consistent with strength 
and yet strong enough to withstand the hard knocks 1t is sure to 
receive. It must be mechanically so perfect that it will not fail to 
function. and yet be so simple that it can be manipulated with 
safety in the dark and in surroundings that exhaust the wearer both 
physically and mentally. 

The Gibbs apparatus, developed by the Burean of Mines, differs 
from others in the following particulars: 

By means of a new form of reducing valve the oxygen is supplied 
to the user at a variable rate which constantly adjusts itself to his 
immediate demands. 

A new form of carbon dioxide absorber keeps the inspired air pure 
and prevents it from reaching an uncomfortably high temperature 
during the two-hour standard period of use. 

The pressure gauge, which indicates the available supply of oxy- 
gen, is read by touch. Thirty minutes before the supply is exhausted 
it rings on alarm. 
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The apparatus, a self-contained unit, is‘carried wholly on the 
back of the wearer, so that his arms are unimpeded by the customary 
front breathing bag and its connections. 

An aluminum cover incloses the whole apparatus and protects it 
from injury. 

A pump within the mouthpiece permits the removal of saliva as 
fast as it is formed, 

The weight of the apparatus is only 30 pounds. Its gereral 
appearance is shown in plate 1. 

The apparatus hus satisfactorily passed severe tests, In use it 
is expected to prove more satisfactory than any such device hitherto 
available. Consequently, the United States will be independent of 
foreign makers of breathing apparatus for its future supply. 

DEVELOPMENT OF PERMISSIBLE COAL-MINE EXPLOSIVES. 
UHARACTER AND INCHKEASED USE OF PERMISSIBLE EXPLOSIVES, 

The risks arising in the handling, transportation, and use of ex- 
plosives have been lessened by the introduction of improved explo- 
sives for coal mines. In the past black powder was generally used 
in mines that were gaseous or contained dry coal dust, and many 
great mine disasters resulted. The Bureau of Mines seeks to have 
safer explosives used in dangerous mines, and to this end is testing 
explosives to determine their permissibility for such use. Those pass- 
ing the tests are termed permissible explosives, and their use is urged 
in all mines containing gas and large quantities of bituminous coal 
dust. In the year 1908 only 2,000,000 pounds of these permissible 
explosives was used in such mines, whereas in 1915 the amount of 
permissible explosives had grown to nearly 22,000,000 pounds. 

On October 1, 1916, 148 explosives had passed the required. tests 
and had been placed on the Bureau of Mines list of permissible 
explosives, 


MISCELLANEOUS TESTS OF PERMISSIBLE EXPLOSIVES, 


Other tests to which permissible explosives are subjected are as 
follows: 
Samples of the explosives on the permissible list are frequently 
collected for a chemical examination to determine whether they are 
similar in all respects to the samples originally tested by the bureau. 

The products of combustion of explosives submitted for permis- 
sibility are examined for poisonous gases, and no explosive is ad- 
mitted to the permissible list which gives more than 158 liters (5.5 
cubic feet) of poisonous gases from 14 pounds of explosive. 

All explosives are examined for liability of the ingredients to 
exude from the containers. 
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The relative strength of detonators is determined by the sand 
test. as perfected by the bureau. 


TESTS OF DETONATORS AND ELECTEIC DETONATORS. 


The Bureau of Mines not only tests explosives to determine their 
permissibility, but also prescribes the conditions under which they 
are to be used. One of these conditions is that permissible explosives 
shall be fired by a detonator, preferably an electric detonator, hav- 
ing a charge equivalent to that of the standard detonator ised nt the 
bureau’s Pittsburgh experiment station. The grade of electric de- 
tonator is recommended by the manufacturer for use with a par- 
ticular brand of permissible explosive; and should the explosive pass 
the required tests with the grade recommended, the same grade is 
prescribed by the bureau, but in no case can it be of less efficiency 
than a No. 6 electric detonator. A further requirement is that the 
charge of the detonator or electric detonator shall consist by weight 
of 90 parts of mercury fulminate and 10 parts of potassium chlorate 
or their equivalents. 

The importance of these prescribed conditions may be realized 
by considering the means whereby permissible explosives are fired 
in practice. Detonators or electric detonators are required for firing 
all permissible explosives now on the burean’s list. Although the 
explosives might, in many cases, be partly exploded by the aid of 
squibs or fuse or by means of black-powder primers, yet the ex- 
plosion so produced would not be complete; the explosives would not 
be used to their best advantage, and the gases produced would 
usually be dangerous. Therefore it is safer to fire detonating ex- 
plosives with detonators or electric detonators strong enough to 
cause complete detonation. 

The results of experiments made by the bureau show that the 
average percentage of explosives failing to detonate was increased 
more than 20 per cent when the lower grades of electric detonators 
were used instead of No. 6 electric detonators and was increased more 
than 60 per cent when these lower grades were used instead of No, 8 
electric detonators. 


DEVELOPMENT OF SAFER MINE ELECTRICAL EQUIPMENT. 





For several years past the bureau has been working to bring about 
the retirement from mines of dangerous open-flame lamps and the 
substitution of the relatively safe electric lamp operated by a battery 
earried on the miner's belt. 

The individual electric lamp, if generally adopted, will be a long 
‘step toward safety, as it cannot start fires or explosions as open-flame 
lamps may. Moreover, electric lamps give more light and distribute 
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the light better than flame safety lamps, and thus the miner obtai tains 





the added safety attendant upon good illumination. 

The bureau's method of procedure is to examine and test lamps 
submitted to it and to issue approval labels to such lamps as meet 
the requirements prescribed by the bureau as a minimum standard. 
Seven types of electric lamps have thus been approved. , 

When the work was first undertaken there were few portable elec- 
tric lamps in use in mines and these were not entirely satisfactory. 
At the present time there are between 75,000 and 100,000 portable 
electric lamps in use in the mines of this country, and the lamps 
approved by the bureau are being adopted at an average rate of about 
9,000 per week. 

Several years ago the bureau approved the first explosion-proof 
electric motor. These motors are designed to prevent any explosion 
or flash within the motor casing from igniting gas mm the mine air sur- 
rounding the motor. The type of motor brought out ly the burean’s 
approval was not only permissible for tse in gaseous mines, but rep- 
resented a standard of construction considerably superior to anything 
previously in use. One other motor has recently received the bureau's 
approval. These motors have met with considerable favor and at 
the present time are being adopted at the rate of about 1,000 a year. 
The bureau has applications for the test of 16 other machines, the 
development of which is being carried on by the manufacturers as 
rapidly as the present congested condition of their factories’ will 
permit. 

For the past two years engineers of the bureau have been develop- 
ing a set of suggested safety rules for the installation and use of 
electrical equipment in bituminous coal mines. These rules which are 
now in course of publication, were developed in cooperation with 
outside mining engineers and mine operators, and are the result 
of many conferences and revisions. No practical requirement has 
been omitted that will make safer the installation and tse of elec- 
tricity in mines, and it is therefore believed that the adoption of the 
rules will greatly further the cause of safety. 

The approval system of the bureau is to be extended to the me- 
chanical equipment of mines when the laboratory facilities now being 
provided are completed. 

GASOLINE LOCOMOTIVES FOR MINES. 

To determine the conditions under which gasoline locomotives 
might be used in mines without detriment to the health of miners an 
investigation was made of the maximum amount of carbon monoxide 
which may be produced by gasoline engines. This maximum amount 
determines the desirable size and the manner of use of such locomo- 
tives in # mine and the amount of ventilation necessary. 





Ste aN ic experimental explosion tests have been con- 
ducted at the experimental mine of the Bureau of Mines near Bruce- 
ton, Pa., in connection with the investigation of coal-mine explosions 
and their prevention. As a result of these tests two recommenda- 
tions are now being strongly made by the Bureau of Mines in con- 
nection with the prevention of mine explosions—first, that under con- 
ditions prevailing in the majority of the mines of the United States 
rock dust be used for rendering mine road dust noninflammable and, 
second, that rock-dust barriers be used at various points in the mine 
for limiting any explosions that may occur. 


USE OF ROCK DUST TO PREVENT COAL-MINE EXPLOSIONS, 


Another method of rendering coal dust inert is by watering, but 
unless the water is frequently applied it often happens that for con- 
siderable periods the road dust of mines using this method is not in 
satisfactory condition, because the water rapidly evaporates and 
leaves the dust dry; consequently the rock-dust method is strongly 
advocated, inasmuch as rock dust will give protection for much longer 
periods of time than will the application of water. 

Tn the use of the rock-dust method the coal dust is removed from 
the mine roads as completely as possible and all the surfaces through- 
out the mine are then coated with dry pulverized rock dust. As the 
road dust will be gradually coated with an accumulation of coal 
dust it is desirable when the percentage of combustible dust reaches 
a certain figure that more rock dust be distributed. This is usually 
done by a so-called “ rock-dusting machine.” 

In the event of an explosion the pressure wave that travels ahead 
of the explosion raises the rond dust in a cloud and if this cloud is 
largely composed of incombustible material it tends to blanket the 
flame of the explosion and limit its travel. The rock-dust method has 
been tried in one mine in Colorado for a period of about five years 
and in three mines in Pennsylvania for periods of one to two years. 
It is believed that the method will be extensively used in the future, 


ROCK-DUST BARRIERS, 


A rock-dust barrier consists of « number of boxes or shelves filled 
with rock dust, which in the event of an explosion is automatically 
dumped, resulting in the formation of a thick cloud of rock dust 
and the blanketing of the flame. The plan of using the barriers is 
to place them at the entrances of panels or sections of the mine, so 
that if an explosion occurs in a panel or section so protected, it can 
not travel beyond, or if the explosion occurs in another part of the 
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1. CLOUD oF Dust Causen BY THE DISCHAAGE oF ONE OF THE TROUGHS OF A 
TROUGH BARRIER IN A Mine Enter. 


2. S4MeE CLOUD FRom a DIFFERENT PONT OF VIEW, 





the barriers should be supplementary to rock dusting or to the water- 
ing method of rendering the coal dust inert. If the watering or 
reck-dusting method fails and an explosion is propagated beyond its 
origin, then the barriers should be effective in limiting the explosion 
to the particular section of the mine in which it originates, 

The original barrier, invented by J. Taffanel, of France, con- 
sisted of 10 to 15 shelves placed across the entry just beneath the 
roof, spaced about 10 feet apart, and loaded with rock dust. This 
barrier had two disadvantages: (1) Lf the explosion was light and 
slow moving it might pass under the barrier without discharging 
enough dust to quench the flame; and (2) the dust was exposed to the 
mine atmosphere, and under some conditions would become wet and 
packed, so that it was no longer in condition to be efficient in case of 
an explosion. Accordingly, a number of different types of rock-dust 
barriers were invented by George 5S. Rice, chief mining engineer of 
the Bureau of Mines, which did not have these disadvantages. All 
of these barriers are operated by the explosion itself through a 
leverage system sensitive to low pressures; the dust compartments 
are totally inclosed so that the dust is not exposegl to the air current. 

The bureau has tested and found satisfactory four different types 
of rock-dust barriers, namely, the trough barrier, the concentrated 
barrier, the door barrier, and the rock-dust stopping. Thetrough bar- 
rier and the concentrated barrier can be placed at any point in a mine 
entry high enough to permit their erection. Each type has a swing- 
ing board vane 100 feet beyond the barrier in each direction, these 
vanes being connected by a wire to the operating mechanism. When 
the explosion swings the vane it causes the barrier to dump the dust 
into the air current. Each type retains o certain amount of dust 
near the roof so that in case there is an interval of some seconds 
between the operation of the barrier and the passage of the flame, 
there will still be dust in the barrier to be dislodged by the pressure 
aecompanying the flame and to quench the flame. 

Plate 2, figure 1, shows a trough barrier in place in a mine entry, 
The wires connecting the barrier troughs with the vane can be seen 
on either side of the entry near the roof. When the barrier operates, 
the bottom boards drop as shown in plate 3, and a thick shower of 
dust falls into the entry. 

Plate 4, figure 1, shows a cloud of dust caused by the discharge 
of the dust from one of the troughs. 

Plate 4, figure 2, shows the same cloud from a different point of 
view. 

Plate 2, figure 2, shows a concentrated barrier after a light, 
slow-moving explosion. Before an explosion the shelves of this 
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barrier are all held in position near the roof. When the explosion 
operates the barrier, however, the shelves fall to the positions shown, 
and much of the dust is discharged into the entry. 

The door barrier consists of rock-dust compartments on both sides 
and above a mine door, the barrier being held in place by the frame 
of the door. If an explosion blows the frame out of position the 
entire barrier collapses and a large amount of dust is discharged 
into the air. 

The rock-dust stopping consists of two vertical rowa of shelves, 
one on each side of a stopping or wall, loaded with rock dust. In 
the event of an explosion the overturning of these sets of shelves, 
or the force of the explosion through the shelves causes the forma- 
tion of a dense dust cloud that cools the flame. 


ROCH-DUST BLOWER. 


Plate 5, figure 1, shows a rather crude type of rock-dust blower, 
with a chamber into which the dust can be fed from a hopper. 

Plate 5, figure 2, shows the dust being discharged through a hose. 
This blower is used to blow a thick cloud of dust into the air current. 
by which it is carried for considerable distances, when it settles down 
a8 a mantle over whatever coal dust there may be in the mine road or 
entry, and renders the coa] dust much less likely to assist the propa- 
gation of an explosion. The machine is particularly useful in earry- 
ing the dust into entries that are accessible only with difficulty, 


IMPROVED MINE-GAS DETECTOR, 


Although the electric safety lamp, ss compared with flame safety 
lamps, is much safer in gaseous mines, not alone because it will not 
under any conditions ignite the gas present, but because it gives 
a better illumination than the flame safety lamps, it does not take the 
place of the flame safety lamp in one of the latter’s most important 
functions, namely, that of testing for the presence of dangerous 


gases. 

_ There has long been a demand for some sort of an indicator or 
detector with which the presence of inflammable gas could be deter- 
mined more accurately than with a safety lamp. Such an indicator, 
called the Burrell gas detector, has been developed by one of the 
chemists of the bureau. For determining the presence of inflammable 
gases it has an advantage over a flame safety lamp because its use 
eliminates any error due to defects of vision, and anyone cian 
easily determine the exact. amount of gas present. Thus the detector 
not only makes unnecessary the use of the flame safety lamp but 
enables the proportion of gas present to be determined to within 0.1 
per cent. The flame safety lamp enables the miner to estimate only 
roughly the amount of gus present. 
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Burnett Gas DETECTOR. 








Moreover, the 2 use of the detector is not limited to mines or to 
detecting fire damp, but it can be used for proving the presence of 
any combustible gas, such as gasoline vapor, hydrogen, natural gas, 
or coal gas. 

Essentially, the detector consists of a U-tube, one branch of which 
is inclosed in a metal case, as chown in the accompanying photograph 
(pl. 6). To make the device ready for use the top a@ is unscrewed 
und water is poured in until it fills the two branches and rises to the 
zero point 4 on the scale. 

To make « determination of combustible gas, say methane, in mine 
air, the valve ¢ is opened, and by blowing gently into the reservoir 
the operator depresses the water column along the scale and forces it 
up to the top on the other side. A slight click when the water strikes 
the valve ¢ tells the operator that it has risen to the required height. 
Then the operator pinches the rubber tnbe ¢ and takes the instru- 
ment to the place where the sample is to be collected. When the 
pressure on the rubber tube ¢ is released, the water immediately comes 
hack to its original position, and on falling sucks through the valve ¢ 
a sample of the air to be tested. 

This sample rests in the combustion chamber e in contact with a 
platinum spiral. The valve is closed and the spiral is electrically 
heated by use of the binding posts f. Any combustible gas in the 
sample immediately begins to burn and at the end of a minute and a 
half is completely consumed. The electric current is then turned off 
und the instrument is shaken, thus forcing the water into the com- 
bustion space ¢ and cooling the gases. Immediately the water column 
on the open-tube side falls to some point on the graduated scale as a, 
the exact point depending on the percentage of methane present. 
The stale reading opposite the water level shows the percentage. 

The platinum wire can be heated by means of the storage battery 
of a miner's electric cap lamp, the battery being carried on a man’s 
belt, and the current being switched from the lamp to the detector, as 
the tests are made. 

The device is 10 to 20 times as accurate os the safety lamp, weighs 
less, and has fewer and more durable parts. 








PORTABLE APPARATUS FOR RAPID DETERMINATION OF INCOMBUS- 
TIBLE MATTER IN ROAD AND RIB DUSTS FROM COAL MINES, 


In applying rock dust in mines it is necessary to determine quickly 
and on the spot the approximate percentage of noncombustible 
matter in the road and rib dust in order to determine how much ad- 
ditional limestone or shale dust is required to prevent the propaga- 
tion of dust explosions. 

For this purpose the Taffanel volumeter has been modified and 
combined with a convenient portable field equipment. The complete 
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outfit is shown in plate 7. It weighs approximately 20 pounds. 
The carrying case is made of §-inch poplar, dovetailed at the corners 
and brass bound. and is provided with a cover and a handle. The 
outside dimensions are 7 by 13 by 14 inches high, which is large 
enough to furnish ample room for all the required apparatus, 
of aleohol, extra supply containers, etc. The outfit consists of the 
volumeter @, the pipette >, the balance ¢, the funnel d, the aleohol 
can ¢, the sampling scoop i, the sampling cloth g, etc. 

A determination of the percentage of combustible matter in a given 
sample of dust is made as follows: 

Twenty-five cubic centimeters of alcohol is measured into the 
volumeter flask with the pipette; 20 grams of the dust to be tested 
is then poured in. The graduated tube is inserted in the flask, and 
the dust and alcohol are thoroughly mixed by shaking, after which 
25 ec. more of alcohol is added from the pipette through the stem 
of the volumeter, all adhering particles of dust being carefully 
washed down. 

After one minute the scale reading of the meniscus is taken, and 
by reference to tables the percentage of noncombustible is obtained, 

The placing of this apparatus at the disposal of the employees of 

the bureau will enable them to determine whether the dust hazard 
in any mine in their district is such as to warrant treatment to prevent 
a dust explosion. 

It is further expected that when this apparatus becomes available 
for general use it may result in calling the attention of mine oper- 
ators to dangerous dust conditions that might otherwise eventually 
cause disastrous explosions. 
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NATURAL WATERWAYS IN THE UNITED STATES? 


Review of Recent Progress and Present Tendencles, 


By Lt. Col. Wa. W. Hants, 
Corps of Enginecra, 0. 8. Army, 


[With 9 plates.) 
PROBLEMS PRESENTED. 


In all countries where interior waterways are used for navigation 
to any marked extent, there arise many complex problems, of which 
the most important are: First, the physical, based on the character- 
isties of the river, such as its discharge, slope, the permanency of its 
hed and banks, and the feasibility of treatment so as to make it 
snitable for navigation; second, the economic, based on the charac- 
ter and expense of the work necessary for such a purpose, together 
with the return on the investment that can be obtained. 

‘These two classes of problems appeal in a more or less forcible 
way to different interests; the first more properly to the river engi- 
neer, and the second to those responsible for supplying funds—in 
the case of Government work, to Congress. Within comparatively 
recent years, the work of building channels has been more and more 
carefully studied in order to combine the best practicable solutions 
of all these problems, so that now no plan for a proposed river work 
is complete until the subject has been practically exhausted, on both 
the physical and economic sides, by the engineers proposing the plan. 


STAGES OF INLAND-WATERWAY DEVELOPMENT. 


Interior navigation in all countries has passed through several 
well-defined stages. The first stage antedates the use of steam as a 
propelling power, commencing with the time when the only means 
of transportation was by animals or animal-drawn vehicles, either 
wagons alld carriages, canal boats, or pack animals. This limited 
source of power restricted transportation lines to highways and 
canals. It was not until the use of steam was successfully applied to 

‘Paper presented at a meeting of the International Engineering Congress, 1016, at 


San Francisco, September 20-25, 1915. Reprinted by permission of the author from 
the Transactions of that Congress, 
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the shallow-draft river steamboat that the development of interior- 
river channels really began. This occurred early in the nineteenth 
century, and afforded an enormous stimulus to the construction of 
new and larger canals and the improvement of natural river channels. . 

The second period in the history of interior navigation began with 
the development of the steam railways, which expanded at o sur- 
prising rate immediately after they were found practicable, par- 
ticularly in those parts of the United States where ordinary roads 
and other means of communication were still largely undeveloped 
and unreliable. These railways soon entered into a vigorous com- 
petition with the rivers, canals, and highways, and before long took 
over a large part of their commerce. 

The third period in the history of interior waterways began dur- 
ing the latter part of the nineteenth century, when the industrial 
_ development of the areas adjacent to streams and the increase in 
population had provided more than sufficient commerce for the ex- 
isting railways, and had left a large volume of freight which could 
be more cheaply handled by water than by rail. In the United 
States during the first period above mentioned, the well-known 
canals, such as the Erie, Morris, Chesapeake and Ohio, and Delaware 
Canals were built, and with the advent of the steamboat « feverish 
eagerness to develop the river channels was felt throughout the 
large part of the United States extending from the Atlantic coast 
over the interior of the country as far west as the Mississippi River. 
In the succeeding years this movement increased until but few 
streams of any importance were without some improvement of their 
facilities. Notwithstanding the enormous increase in railway mile- 
age | of this country, this impulse in river development has also gone 

easing, but in many cases without much relation to the 
amount o commerce carried. It is only recently that this river work 
has begun to feel the checking effect of the railway competition, 
which has little by little taken from some of our streams the bulk 
of their commerce. Improvements in rail facilities and reduction 
of cost of ton-milenge have of late given the railroads an enormous 
advantage. 

For this reason, the third stage in this country in which the river 
resumes its former value can not be said to have begun except in 
certain localities where population is much congested, such as on tidal 
rivers like those in the vicinity of Philadelphia, Providence, or New 
York City, and perhaps ina few other similar regions accessible from 
the ocean for comparatively deep-draft ships. 





DISTRIBUTION OF WATERWAYS. 


In describing the present status and recent tendencies in river engi- 
neering in this country, and in giving a general view of progress in 
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this important branch of the Nation’s activities, only the more con- 
spicuous instances can be referred to in a paper of this kind and 
only a brief general analysis given. 

The work of deepening and regulating river channels in the 
United States has been much more extensive than is generally sup- 
posed. The amount spent on rivers, up to 1915, exclusive of harbors 
and canals, has amounted to $402,792,000, and there is at present 
river work under construction amounting to $187,064,000. New work 
recommended by the engineers but not yet adopted by Congress 
amounts to $130,315,000. 

The interior natural waterways of the United States may be divided 
into four general divisions, corresponding to the main geographical 
divisions of the country. Foremost of these is the lake system along 
our northern border. The other divisions are the portions separated 
by the two main mountain ranges—the Appalachians on the east 
and the Rocky Mountains on the west. These divide the United 
States into three main portions, the Atlantic Slope, the Pacific Slope, 
and the Great Mississippi River Basin. 

With the exception of the Hudson and the Delaware, there are but 
few large rivers on the Atlantic slope, and these are largely tidal. 
On the Pacific slope, the Sacramento and the San Joaquin Rivers 
form a system of navigation reaching both north and south in the 
State of California; and the Columbia River, farther north, offers 
a transportation line into the wonderfully rich and fertile Northwest, 

It is in the central portion of the country, however, that the great- 
est opportunities for channel construction exist, for the great Mis- 
sissippi Valley is traversed by one of the longest streams in the 
world, which, with its tributaries, offers many thousands of miles 
of navigable waterways, 

The distribution of streams in this country and their total navi- 
gable lengths are shown in the following table: 
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(P. 28, “ Transportation by Water," Report of Com. of Corporations, 1900, Part L) 


These navigable lengths must be considered as approximate, as 
definite lengths of navigable streams are seldom exactly determinable, 
Nearly all these streams are of comparatively shallow depths, and 
are, in the main, available for light-draft boats only. “Forty 
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streams have a total of about 2,600 miles of 10-foot navigation, and 
70 streams give about 3.200 additional miles of navigation of from 
6 to 10 feet during the greater part of the year, making a total of 
about 5,800 miles of 6-foot and over river navigation. The greater 
number of these streams flow into the Atlantic, but few of these have 
more than 100 miles of such navigation. The longest connected river 
system is the Mississippi and its principal tributaries, with about 
2,500 miles of 6-foot navigation.” (P. 29, “Transportation by 
Water,” Report of Commission of Corporations, 1909, Part T.) 


METHODS USED. 


With the exception of the protection of the ports on the Great 
Lakes and the deepening of their approaches and connecting links, 
the main work on these waterways has been in the nature of channel 

“development in the interior streams, It should be borne in mind that 
in this work greater difficulties of an engineering nature have been 
encountered than is usual in the streams of the older European coun- 
tries, on account of the greater magnitude of the work here and the 
variety of the engineering problems presented, but it will be noticed 
that most of the successful works here have their prototypes in some 
of the continental rivers, where longer experience than is available 
here has eliminated many of the weaknesses, and enabled the later 
works to embrace the best of the Old World practice. It has thus re- 
sulted that there is scarcely a river or harbor project anywhere in 
the world in successful operation, the methods of which have not 
been improved upon and used somewhere in this country. Within 
recent years many new and original methods have also been adopted. 
Foremost among these new means is the invention of the suction 
dredge, the grapple, drag, and self-closing dredge buckets, which 
have reduced so markedly the cost of channel excavation of recent 

: the invention of new methods of shore protection for rivers 
with unstable banks; the extensive use of reinforced concrete in lock 
and dam construction; the adoption of movable dams; and the 
enormous improvements in unloading machinery at terminals for ore 
and bulky freight. 7 

The facilities for navigution presented by the natural waterways 
of the United States place it in the first rank of the nations of the 
world in this respect, and within the last decade much new work has 
been done toward making these facilities more easily available for 
11Se. 

LAKE SYSTEM OF INTERIOR WATERWAYS. 

It is on our northern border, where the chain of Great Lakes pre- 
sents the most important system of interior natural waterways of 
this country, that the most conspicuous example of national benefit 
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is to be found. These inland seas are of enormous commercial ad- 
vantage, and nowhere in this country can we point to an instance 
where the water routes have increased in usefulness to a greater ex- 
tent than here. The depth of these lakes, the extent, and strategic 
location with regard to a special class of traffic make them superior 
in point of tonnage to any other system of interior waterways any- 
where, The iron ore deposits at the western end of Lake Superior 
are the most important in the world; and the coal deposits in west- 
ern Pennsylvania are of a magnitude and quality that make them 
au worthy complement to the ore fields, and well able to make the 
United States what it has become in the last 20 years—one of the 
foremost producers of iron in the world. Over one-half of the traffic 
of this lake system is iron ore shipped from about four ports on the 
western shore of Lake Superior to about a half dozen ports on the 
southern or southwestern shore of Lake Erie. The Lakes in them- 
selves present excellent channels for navigation, but obstructions at 
the falls in St. Marys River, lying between Lake Superior and Lake 
Huron, were u complete bar to the navigation of these lakes, up 
to 1855. At this time the portage railroad previously built around 
St. Marys Falls, in order to make possible shipments of ore by water 
over the remainder of the distance, was superseded by the first lock 
canal around St. Marys Rapids. This canal was of comparatively 
small dimensions, but demonstrated the possibility of this method 
of handling freight. It was built by the State of Michigan, and 
ndmitted vessels drawing up to 11.5 feet, and cost about $1,000,000, 
This money was raised by selling 750,000 acres of public land donated 
by the United States Government for this purpose. In 1870 the 
United States undertook to widen the canal and increase the capacity 
of the locks, the entire existing work having been turned over to the 
United States by the State of Michigan and freed from tolls some 
years before. This new lock, known as the Weitzel Lock, was opened 
to traffic in 1881 at a cost of about two and two-thirds millions of 
dollars. Commerce responded at once to these new facilities, and in 
1886 a third lock was commenced. This was built on the site of one 
of the old State locks and was opened to navigation in 1896. It cost 
about four and three-quarter millions of dollars and is known as the 
Poe Lock. It is 800 feet long by 100 feet wide, and admits vessels 
drawing up to 17.7 feet. This lock was soon inadequate, as the com- 
merce developed more rapidly than the Government provided facili- 
ties, und in 1907 a project for an additional lock with its own sepa- 
rate canal was adopted at an extimated cost of $6,200,000. It will 
have a length of 1,500 feet in the chamber, 80 feet width, and have a 
depth of 24.5 feet on the sills, (See pl. 1, fig. 1.) This lock is now 
under construction, nearly all of lock masonry being now finished. 
In 1912 a project for a fourth United States lock was adopted to have 
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the same dimensions as the third lock, and was estimated to cost 
$3,275,000, It will connect with the canal of the third lock. Work on 
this fourth lock is also under way, the excavation for the lock pit 
being about one-third done, 

The increased depth provided at the St. Marys Canal by the 
new locks made it possible to use deeper-draft vessels. This con- 
tinued until obstructions in the river channels in Lake Huron and 
Detroit Rivers began to be felt. In 1902 a project was adopted to 
provide for removing shoals in the entrance to the Hay Lake Chan- 
nel, a part of Lake Huron, and for securing a new outlet channel 
from Hay Lake by way of the old line through the West Neebish 
Channel, This project is now completed, affording a double channel 
from the Sault Locks to Lake Huron, having a clear depth of 21 
feet. The expense of all this work has been $9,100,000. It is 
worthy of note that the increase of depth and width in the old West 
Neebish Channel was obtained by diverting the water from this 
channel by cofferdams and then excavating the rock of the old river 
bed “in the dry.” This was the more economical method (pl. 1, fig. 
2). The work took about 5 years for completion and involved the 
removal of 1,585,158 cubic yards of rock, at a cost of $1.86 per cubic 
yard, and 5,461,120 cubic yards of earth, at a cost of $0.12} per 
cubie yard, and 3,324,275 cubic yards of earth, at 50.129 per cubic 
yard. These amounts are exclusive of “ overdepths,” for which half 
these prices were paid. 

In the Detroit. River, also, there were obstructions at Limekiln 
Crossing, which originally limited the draft of vessels to about 124 
feet. .As this river is on the route from the Lake Superior mines to 
the ore ports on Lake Erie, the deepening of this obstruction was 
needed as soon as the locks at St. Marys River admitted deeper- 
draft vessels than could pass these obstructions. In 1874, a project 
was adopted to provide for a channel from Detroit to Lake Erie 
having a width of 300 feet and a depth of 20 feet. This project was 
modified in 1888 to provide for a width of 440 feet. In 1902 a 
greater depth was provided for, viz, 21 feet, and a greater width, 600 
feet; and in 1910 a still greater depth of 22 feet was provided for. 
This channel, known as the Amherstburg Channel, is now complete, 
and cost $4,630,000. In 1907 a second channel was provided for, 
known as the Livingston Channel, and was opened to navigation in 
October, 1912, at a total cost of $6,754,000, This provides a separate 
channel for up-and-down traflic in the Detroit River. 

Tt will thus be seen that within a decade two new locks of great 
capacity are being added to the others already constructed, making 
four in all; and the channels at the upper and lower ends of Lake 
Huron have been deepened and double lines for traffic provided 
that up traffic may use a different line from that going down. . 
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These improvements have had a marked influence on freight and 
rangi rates. In 1885 the tonnage through the St. Marys locks was 

3,256,628 tons, valued at $55,413472. In 1912 the traffic was 72,472,- 
676 tons, valued at $791,857,837. The average of the five years 
1881-1885 was 2,399,310 tons, and for the five years 1908-1012 was 
57,519,768 tons, an increase of nearly twenty-four fold. The average 
distance that this commerce was carried was over 800 miles, The 
improvement in the channels since 1900 has enabled vessels to be in- 
creased in size from §,000 tons to 13,000 tons, and the cost of trans- 
portation has been reduced from 1.18 mills per ton mile, in 1900, to 
0.67 mill per ton mile, in 1912. It was estimated that the traflic 
passing the St. Marys River locks in 1912 amounted to upward of 
sixty billions (60,000,000,000) of ton miles, and it was asserted that 
the saving in freight of 0.51 mill per ton-mile was directly attribu- 
table to the channel improvements. It is worthy of note that the 
eastbound traffic greatly exceeds that bound westward, and that it 
is mainly bulk freight and mainly through traffic. Over one-half 
of it is iron ore and one-fourth coal, the remainder being made up 
of flour, grain, lumber, and miscellaneous freight. 


MISSISSIPPI RIVER SYSTEM. 


After the Great Lakes, the next most important system of interior 
natural waterways is the Mississippi River system. This river with 
its tributaries affords « navigable mileage of 13,912 niles and drains 
an area of about 1,300,000 square miles, In their original condition 
the rivers of this system were streams of shallow depth, obstructed 
at intervals by shoals and snags, and at certain seasons have always 
been subject to floods of greater or less magnitude. As a means of 
communication they were extensively used from the time that steam 
propulsion was first applied to the shallow-draft river steamboat: 
Before the construction of railways they were the sole means of 
reaching many localities, but as rail construction increased their 
commerce has been largely taken over by the rail lines in many cases, 
The most marked movement of the country’s commerce is from the 
west to the east and reverse. North and south business is much less 
in volume. It thus happens that the Mississippi River and many of 
its tributaries do not lie along the direction of the greatest volume 
of traffic. 

The early use of the streams depended on » suecessful application 
of steam power to a light-draft boat. The flat-bottomed shallow hull 
was thus a necessity. In order to get directive control in the swift 
currents, enormous rudders were necessary, and so the well-known 
gings of three or four rudders set side by side were finally adopted; 
each very long, to act positively, and placed so that the preponder- 
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ance of the length aft of the rudder post was slight, in order to 
reduce the power necessary to move them. The propelling power 
had to be applied in such a way as to give quick strong action in 
flood currents and enable the rudders to act while backing. This 
required a powerful stern wheel. The type of boat evolved under 
these conditions has not changed much in recent years and its 
efficiency has not been increased equally with rail power. The Gov- 
ernment, however, has endeavored toexamine into this question and an 
appropriation of $500,000 was made in 1910 to make experiments with 
a view to reducing the expense of river towing on the Mississippi and 
‘ts tributaries. Several experimental boats have been tried and are 
now being tested. Such favorable results have been met with in the 
twin screw “tunnel” type of steamboat that two are now being built 
for the lower Mississippi. Twin screws working in longitudinal 
tubes, or “tunnels,” under and within the hull are the propelling 
power. 

The Mississippi River is separated into three distinct parts—that 
above the mouth of the Ohio River, that between the Ohio and Mis- 
souri Rivers, and that below the mouth of the Missouri. In these 
parts the differences in the character of the river and in the methods 
of channel construction are conspicuous. From St. Paul to 5t. Louis, 
658 miles, the river was originally obstructed in many places by rock 
rapids and sand shoals. The first plan for its deepening was adopted 
in 1879 and provided for a channel depth of 44 feet over the whole 
distance. This was to be obtained by open river regulation. Here 
is to be found the most perfect instance of this class of river work 
in this country and is excelled in effectiveness nowhere. For many 
years the projected depth has been maintained throughout. The 
work has cost a little over $12,000,000. In 1907 it was proposed to 
incrense the channel depth to 6 feet throughout the length of this 
part of the river, at an estimated cost of $20,000,000, with a view to 
its completion within 12 years, This project was adopted and work 
has been under way since then. The work is now about one-fourth 

The available water power of the river attracted capital a few years 
ago, and the large market near at hand for electric power and the 
amount of water power going to waste induced engineers to propose 
a commercial enterprise which would save this waste and assist, 
incidentally, in the navigation of the river. Accordingly, at Keokuk, 
Iowa, a power dam has recently been built by private funds, which 
raises the water surface 40 feet. This has covered the former Gov- 
ernment canal around the rapids at Des Moines. It has backed the 
river up about 60 miles, affording 6-foot navigation for this distance. 
It is provided with locks for passing vessels. This work is a fine 
example of an industry that is increasing rapidly in importance in 
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this country, and although primarily for producing electric power, 
it has, incidentally, helped the navigation of the river materially. 

The commerce on this part of the Mississippi has not kept pace 
with the industrial development of the region through which it 
passes. The main reason for this is said to be that the commerce 
consisted principally of forest products, and as these diminish in 
supply there is nothing that fully takes their place. The commerce 
of this part of the river in 1912 was as follows: 
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(P. 2285, Rept, of Chief of Engineers, 1913.) 

This tonnage is 12 per cent less than that of the year before, and 
its value is 31 per cent less. Although the freight rates by water are 
only about two-thirds of those by rail, the disadvantages of inade- 
quate terminals, the difficulty of transfer of freight, and risk are 
together apparently greater than the advantage of the lower rates 
afforded by the river. There has been a decrease in commerce on 
this portion of the river since about 1890, as is shown by the following 
table: . 

Commerce of the upper Miasisaippi River (Annual Repta. Chief of Bugineera), 
1800... 4,900,000 tons (approximate), mainly logs and Inmber, 
1886... 275,000) tons, 
1hO.. 200,000 tons (approximate), 

1905_....__ 4,534,539 tons, 


1810_______  1816,004 tons. 


A comparison of the shipments by rail and river at St. Louis has 
been made by St. Louis Merchants’ Exchange, and by five-year 
periods is as follows (p. 295, “ Transportation by water,” Commission 
of Corporations, Pt. I1) : 
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From the foregoing it will be seen at » glance that the river com- 
merce at this point is not encouraging for the future of river improve- 
ments. The sizns all point to the fact that the facilities offered for 
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traffic by the river chunnels are now far in advance of the use made 
of them. ; 

In the section between the Missouri River and the Ohio, a length 
of 200 miles, the character of the river changes very noticeably, and 
we encounter a new class of problems presented by caving banks 
and shifting shoals (pl. 2). These shoals are largely made of sand 
and gravel brought down by the Missouri in flood, and largely by 
the caving banks carried into the channel by scour. In this section 
the present project contemplates the maintenance of an 8-foot chan- 
nel 200 feet wide throughout its entire length. This depth has been 
kept for many years, but only with cohstant work, In 1872 the first 
effort was made to deepen the shoals, which had then only 3} to 4 
feet of water on them, using solid dams and dikes of stone and brush 
to concentrate the low water flow into a single channel. These were 
only partially successful, and in 1881 the uniform depth of 5 foot, 
was adopted for the entire section, and the use of permeable dikes 
and hurdles was actively begun. These were found successful in 
holding and consolidating the moving sediment of the river, and thus 
providing new banks where needed. In 1907 the project was radi- 
cally changed as to methods, and since then dredging has been largely 
relied on for maintenance of the channel. Four hydraulic dredges 
of large capacity are now used in this work. Bank protection, 
permeable dikes, and hurdles are still extensively used, however, 
to produce permanent results. The last estimate of cost, made in 
1908, was $21,000,000, in addition to the expenditures of about two 
and a half millions spent up to that time. In all about fourteen and 
one-half millions of dollars have now been spent, leaving over seven- 
teen millions to complete the plan, which is now about one-third 


done. The use of the river for commerce has fallen off toa fraction 


of its former figures, notwithstanding these large expenditures. This 
will be shown by the following table of traffic at five-year intervals: 


Preight traflic by five-year infercals, 1890-1912 ( Repta. of Chief of Engincera). 
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In the lower portion of the river, from the Ohio to New Orleans 
Harbor near the Head of the Passes into the Gulf of Mexico, a length 
of nearly a thousand miles has been under the charge of the Missis- 

; ission since 1879. During all this time many ex- 
periments have been tried, and much has been learned with regard 
to this great river. Among the most noteworthy of these lessons is 
the importance of protecting the banks from caving and the greater 
reliance that can be placed on the operation of the hydraulic dredge. 
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1 A View FROM BeLow oF THE O10 RIVER LOCKS. 
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‘In this section, the project for a minimum channel depth of 9 feet 
with a 250-foot width has been maintained for many years with 
much success. The means employed have been the narrowing of the 
high-water width of levees and the maintenance of the width at and 
near low-water stages by bank protection and by supplementing these 
methods by dredging on bars as they re-form. A few years ago 
much reliance was placed on dredging as 1 sole means of improve- 
ment, and nine large-capacity suction dredges were built and are 
still being used; but the temporary nature of the work and the high 
cost of maintenance of channels by this method led to the more de- 
tailed study of bank protection. Between Cairo and New Orleans 
there are said to be over 750 miles of caving banks, corresponding 
fairly well to the length of one side of the river, and it is now believed 
that the greater part of the sediment of the new shoals is from this 
source. If the banks could be held from crumbling the river would 
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soon scour for itself a channel ample for navigation, and, further- 
more, the protection from floods by levees would then be considerably 
simplified. A more serious effort is being made of late years to cut 
down this supply of sand by an annual extension of the bank protec- 
tion (pl. 3, fig. 1), and by 1912 a total of 68.71 miles had been com- 
pleted. This work at Albermarle Bend alone is estimated to diminish 
the amount of material brought into the river annually by 11,000,000 
cubie yards. The commerce on this river has dwindled to such a 
small part of its former volume that protection against floods 1s now 
the most serious problem of the engineers. Experience has shown 
that this is best accomplished by levees, and since 1890 about half 


of the appropriations for the lower Mississippi have been devoted to’ 


that purpose. A new grade for levee height has recently been 
adopted (1914) for all United States work; but many levees have 


been built by State and local authorities, so but few are up to the: 


commission’s level. When breaks occur it is almost invariably in 
one of these low levees, and is usually caused by overtopping. 
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The money appropriated for this section of the river since 1879 
and expended under the Mississippi River Commission amounts to 
over $77,000,000. Owing to the method of keeping statistics, it is 
difficult to determine the total commerce, as the river is divided into 
districts, in each of which the commerce is recorded separately. The 
sum of these would contain many duplications. Memphis to Vicks- 
burg is a representative section, however, and would serve to show 
the tendency of commerce. 

1002____ —.-....— 1, 856, 389. | 1908_____________.____.. 1, 061, 408) 
1908... ---.------- _._.__. 1,940, 008 |-1900. os 
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The insignificant use now being made of this magnificent stream 
when compared with its capacity for transmission of freight is thus 
apparent. this river soon after the Civil War there were to be 
found the most elaborate river steamboats ever seen in this country. 
Passengers, package freight, grain, and cotton were hauled in great 
quantity, and with much profit. In the ensuing years railroads were 
completed along both banks of the river, practically the entire dis- 
tance to the Gulf, and first passengers, then package freight, then 
cotton, and finally grain have almost disappeared from the river, 
Now the main items of commerce are logs, sand, and coal. If this 
fine river could only have flowed from the neighborhood of Kansas 
City to some point on the Atlantic coast we might have a different 
condition to describe now, for the general direction of the greatest 
trafic movement is east and west. 

At the mouth of the Mississippi there is a very excellent example 
of the successful deepening of river mouths in tideless seas. The 
necessity for this project was felt very early, and in 1854 a plan for 
an open river mouth was proposed by a board of three Army engi- 
neers, of whom Gens. Barnard and Beauregard were members. 
This plan contemplated using parallel jetties of riprap rock on mat- 
tress foundations, so spaced as to control and use for deepening the 
confined river currents. The mouth of the Rhone and its unfavor- 
able experience with similar works were in part responsible for the 
delay in taking up this plan; but in 1875 Capt. J. B. Eads was given 
a contract to furnish a 26-foot channel with a 30-foot central depth 
through the South Pass, at a cost of $8,000,000, This sum was to 
cover maintenance for 20 years, or until 1901. It is now proposed to 
open a new channel through the Southwest Pass, 35 feet deep and 
1,000 feet wide, at an estimated cost of $6,000,000. This is the present 
have been completed by contract, at a cost of $2,627,000, being begun 
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in 1903 and completed in 1908. The work of dredging the channel 
has about four-fifths completed. Of 18,000,000 cubic yards of 
dredged material which had to be removed in 1905, less than three 
and one-half million yards now remain. The original depth of 9 feet 
has now been increased to 31 feet. 


THE OHIO RIVER SYSTEM. 


The Ohio River is the most important tributary of the Mississippi, 
and, indeed, it is the most important river of the country a5 a com- 
merce carrier, In point of tonnage Pittsburgh has the lorgest 
commerce of any inland river port. This river, like all those of the 
Mississippi Basin, was originally shallow, crooked, obstructed by 
sand bars, and has always been subject to wide variation of dis- 
charge. Work was done on this stream, originally, as early as 1827. 
Snagging, rock removal, and bar scraping were first tried, and later 
the channels were deepened by placing wing dams at important 
places to afford a 6-foot channel depth. Notwithstanding consider- 
able success in this direction, this did not meet all the requirements 
of navigation of late years, for new shoals would be formed in high 
water, and the uncertainties of open river regulation made the navi- 
gation precarious at low stages. But as work progressed the river 
channels became more reliable, and an enormous commerce, princi- 
pally in coal and lumber products, grew up, owing to the favorable 
location of the stream, running as it did between the coal centers in 
western Pennsylvania and the large cities along the Ohio and 
Mississippi Rivers. A terminal harbor at Pittsburgh was soon 
needed. In order to more easily reach the important coal mines and 
to provide a quiet port in which loaded con] barges could be stored 
during low water in large numbers ready for flood stages on which 
they could move downstream, a dam in the upper part of the river 
was necessary. In 1877 one was built, and the success which this 
had led to the construction of several others lower down in 1890, 
until in 1910 a project was adopted for the canalization of the entire 
Ohio River, with locks and movable dams throughout its length of 
about 1,000 miles (pl. 3, fig.2). This project is to provide a depth of 
9 feet and is now being constructed, 14 locks and dams having been 
completed, 4 will be finished during 1915, and 13 are now under con- 
struction. The estimated cost of the new project is over $64,000,000 
and is one of the most comprehensive plans of river improvement 
ever undertaken in this country. The plan provides for 54 locks, 
with single-leaf sliding gates instead of swinging gates (pl. 4, fig. 1), 
and includes dams having bear trap sections (pl. 4. fig. 2) and mov- 
able wicket sections (pl. 5, fig. 1) so arranged as to furnish pools hay- 
ing 9-foot channels at low stages, with all dams up, As the water 
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stages rise, sections of the dam are dropped until at high water no 
special obstruction to the flow of the river is offered, and navigation 
ean proceed over the dam without difficulty. This project was 
planned to be finished in 19 years. No records of the total commerce 
of this stream have been compiled during recent years, but at the 
various locks statistics of traffic are kept. The records at the Louis- 
ville lock of the commerce passing this point have been maintained 
for many years. It is shown in the following table for five-year in- 
tervals, to indicate present tendencies: 
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The tributaries of the Ohio comprise an extended system of navi- 
gation which reaches » large part of the Mississippi River basin. 
Along these tributaries, most of which enter the Ohio from the 
south, are over 4,000 miles of navigable channels. Many of these 
tributary rivers are under improvement of a most modern and elfi- 
cient type, and new projects of great interest have been begun on 
several within the last deeade. The Kanawha River was the firet 
to be equipped with navigable dams. The project for this work was 
adopted in 1875, but it was not until 1897 that the work was com- 
pleted. The total cost was $4,158,000. This covered the construction 
of eight movable dams and two fixed dams, a system which has 
given a 6-foot depth throughout the length of the eanalized portion 
of the river, of about 90 miles. Until the completion of railroads 
along the banks of this stream, the commerce consisting principally 
of coal, was of considerable size, with every indication of a marked 
increase in the future. This stream, like so many others in the Mis- 
sissippl basin, is not maintaining its importance as a freight carrier 
since the completion of the principal railroads, as will be shown by 
the following table. Nothwithstanding a great increase in the pro- 
duction of coal in the region of this river, the commerce of this 
stream has not expanded: 
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The cost of maintenance during 1912 was $97,002.78. The movable 
dams on this river are of the Chanoine wicket type and have proven 
eminently successful in providing pools for 6-foot navigation, As 
‘an engineering problem alone, the solution has been very satisfactory. 

The moe important tributary of the Ohio, in point of traffic, i is 

ahela. On this stream are located many coal mines, par- 
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1. THE WieweTs oF A Movaele Dam OW THE OHIO River, SHOWING SIGNS AND 
METHOD OF TRIFFING. 





> A New Concrete Lock on THE Lower CUMBERLAND RIVER. THE GATES ARE 
MOT YET IM PLAace. 


PLaTe 6, 





1. Rock ExXcaVaATiION ON THE TENNESSEE RIVER. Specially DesiGnen DRILL RAFT 
BORING PREPARATORY To BLASTING, 








2. CRANE BoaT on Bia Beno SHOAL, Tennessee Ry 
HANDLES THE LOOSENED Rock, Previously B 
CHANNEL TO TAHAINING WALL 


YER. THE GRAPPLE BUCKET 
LASTED, In ONE MOVEMENT FROM 


ee 


Sy ee a ee Pe ee ine ae ee ee 


‘NATURAL WATERWAYS IN THE UNITED STATES—HARTS, 569 


ticularly in the lowest six pools; and many of the steel mills of the 


Pittsburgh district are also on its banks in the lower part. Most of 
the traffic of this river is coal carried to the mills of Pittsburgh, 


or carried to the harbor of Pittsburgh in small tows of three or four 
barges, there to be made up into larger tows for shipment, at high- 
water stages, down the Ohio to other river points below. This river 
is canalized, by fixed dams, throughout its entire length of 131 miles. 
Traffic on this stream has increased enormously in recent vears. 
The commerce from 1890 to 1912 was as follows: 
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This system of lock and dams on the Monongahela was acquired 
by purchase by the United States in 1897, at « cost of $3,761,651.46, 
and since that time three locks have besn rebuilt and their dams 
equipped with movable tops, at a cost of about two and a quarter 
million dollars. In 1913, Congress ordered the rebuilding of Lock 
No, 6, at an estimated cost of $356,200. This river has had a very 
marked effect on the enormous steel industry of its region, by re- 
ducing the cost of coal. Its location is very favorable, and it has hada 
very important share in the development of the great steel mills of 
the Pittsburgh district. 

Tt should be mentioned, however, that the statistics of 1914 show 
that the commerce on the 55 miles of river above Lock No. 6 is in- 
significant as compared with the rest of the river. Although coal is 





mined along this part of the stream, comparatively little is shipped 


by water. The economic value of Locks Nos. T to 15 inclusive is thus 
seen to be slight. The reason for this is not apparent. 

The Allecheny River, which joins with the Monongahela to form the 
Ohio, is mostly used in the lower 25 miles, where up-stream navyi- 
gation is the main movement of traflic consisting mostly of Monon- 


gahela River coal for the steel mills along the lower 6 miles of the 


stream. Practically no coal comes down the Allegheny, for the 
reason that the coal fields, which are said to be as extensive as in 
the Monongahela Valley, are of thin veins and so can not yet compete 
with the Monongahela mines. In this lower 25 miles the locks and 


dams were completed, No, 1 in 1903, No. 2 in 1906, and No, 3 in 1904, 
all at a cost of $1,690,000. In 1919, a new project was adopted by 
Congress providing for extending slack-water navigation about 36. 


miles farther up-stream by constructing five new locks and dams, at an 
estimated cost of $2,788,000. No work has been done on this new 
project because of a provision of law which requires that before work 


can be begun satisfactory assurance must be given that the channel - 


spans of bridges which obstruct the river at Pittsburgh will be modi- 
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fied so as not to be in the way of vessels navigating the river. The 
commerce of this river for five-year periods is shown as follows: 
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Nearly all of the tributaries of the Ohio of any considerable size 
have been canalized, many within the last two decades. The Mus- 
kingum River had been provided with locks and dams for 6-foot 
navigation by the State of Ohio and a private corporation between 
1837 and 1841. This system was in a dilapidated state when taken 
over by the United States, in 1888, for rehabilitation, and at that 
time 10 new locks were authorized, in addition to the repairs, and, 
later, another lock, known as No. 11, was provided for. This project 
has been completed for several years. The total cost for repairs and 
maintenance since 1888 has been $2,050,000. The commerce has been 
slight, as is shown below: 
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The Little Kanawha, too, was equipped with locks and dams at 
an early date by a private corporation. It was not until 1906 that the 
United States purchased the four locks in the lower river, at a cost of 
$163,000, Before this, a fifth lock had heen built by the Government, 
in 1891, above the lower locks, The total money expended on this 
river was $251,000, by which the 4-foot navigation of the river has 
been restored and extended up-stream for 48 miles. Commerce has 
not been important, and consists principally of logs and railroad ties, 
materials best transported in rafts at high stages without the aid of 
locks and dams. During the last 24 years, the commerce has been 
as shown below, during 5-year intervals: 
(AOL ee sg AS |p I00G again 
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During the year 1912, $14,500 was expended in maintenance alone. 

The Big Sandy River is another tributary where locks and dames 
have been built within comparatively recent years, but where the 
commerce has always been unimportant. Three locks and dams of 
the movable needle type have already been built in the main river, 
27 miles long, and the present project provides for the continuance 
of the work up-stream by building eight locks and dams on the Tug 
Fork and on the Leviza Fork, the two branches forming the river. 
These ferks are also to be provided with 6-foot depths of channet, 
under the project. One lock and dam has been built on each fork, 
but it is now very unlikely that the others will ever be built—cer- 
tainly not for many years—as # reexamination into the worthiness of 
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these streams for further expenditures has been recently reported 
upon adversely. The cost of the five completed locks and dams has 
been $1,558,000, The commerce consists principally of logs and rail- 
road ties. It was originally hoped to reach the undeveloped coal 
fields at the headwaters of the forks by the river navigation, but the 
construction of railroads has made the extension of the slack water 

necessary and unprofitable. Commerce in recent years has been as 
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A conspicuous instance of the extension up-stream of the slack- 
water system of one of these streams, long after the commerce has 
declined to an unimportant figure, js the Kentucky River. The lower 
five locks of this system were constructed by the State of Kentucky 
in the years immediately followimg 1835, but they had grown useless 
and dilapidated, due to neglect, long before the year 1879, when they 
were turned over to the United States for restoration. These locks 
were restored at considerable expense, and a new project adopted 
soon after, involving the construction of 14 new locks and dams, to 
extend the 6-foot navigation up to Beattyville, at the headwaters, 
where it was hoped the coal veins would supply a volume of traffic 
that would justify the high cost of the work. If any hope of such a 
traffic was ever warranted, the railroads have since made it improb- 
ttble of fulfillment. The estimated cost of the proposed work was 
$4,565,550. Of this amount $3,870,000 has now been spent, and all the 
system completed except the two uppermost locks and dams. The 
principal present commerce of the river is logs and railroad ties, 
which are best floated down stream, at high water, in rafts. In 1912 
the commerce amounted to 156,400 tons. Previous years show a fall- 
ing off of business in spite of the greatly increased length of channel 
available. The commerce was as follows: 
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We see here an expensive system, costly to build and costly to main- 
tain, without enough commerce to warrant the outlay. This result 
was predicted 20 years ago by the local engineers, but without 
effect. The Beattyville coal can never compete with Pittsburgh coal, 
even along the lower Kentucky River. 

Several other small streams which empty into the Ohio have canal- 
ized sections. The Wabash River, flowing south from Indiana, has 
one lock and dam, having a 5-foot depth over the sills and about a 
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5-foot lift. It furnishes a pool about 12 miles 





les long, but at low 
water vescels have difficulty in reaching the pool from the Ohio as, in 
fact, is true of many of the tributary streams. This lock was built in 
1895 and cost over $260,000. The maintenance charges during 1912 
were $7,651, and tonnage handled that year was 1,187 toms. Since 
1807 the maintenance has cost $86,398.97. The Green and Barren 
Rivers likewise have canalized portions, providing 5-foot navigation 
from the mouth in the Ohio to Bowling Green, Ky., and Mam- 
moth Cave, a total distance of about 219 miles. The four old State 
locks in Green River and the one in Barren River were purchased by 
the United States in 1888 and restored to a condition for use, and 
two new locks were built in Green River a few years Inter. No. 6, 
the last of the series, was opened in 1906. The total cost has been 
about $2,086,000, exclusive of the cost of the two new locks, and the 
cost of maintenance in 1913 has been about $89,000. The freight has 
been largely exchanged with Evansville, Ind., which is a market for 
‘the logs and ties which form the bulk of the traffic. Coal on Green 
River forms the third important item of commerce. The commerce 
at the lowest lock of this stream will not include some local business 
which is carried on in the river above, but will include through 
freight and will serve to indicate the change in commerce in this 
stream from year to year. 
Commerce, Lock No. 1: 
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Farther west the Cumberland and Tennessee Rivers empty into 
the Ohio. The Tennessee is over 650 miles long and the Cumberland 
518 miles. On both of these streams considerable new work has been 
commenced within the last few years. The Cumberland has a series 
of seven locks, extending from Lock A, 41 miles below Nashville, 
ostream 106 miles, the last of which was finished in 1912, at a total 
cost of $2,418,952 for all seven. Lock A, below Nashville, cost 
#200,600, and Lock 21, near Burnside, Ky.. which was built to pro- 
vide a harbor at the headwaters of the river, cost $874,076, From 
Nashville to the mouth of the river, 193 miles, no locks were built, 
and the stream was in a very unsatisfactory state on account of shoals 
during low-water season. It was not until 1910 that the lower 
section, connecting with the slack-water part already finished, was 
provided for, at s cost of $3.165,000. This covered the cost of five 
new concrete locks and dams. One lock, just below Nashville, known 
‘as Lock A, had been finished in 1904, at a cost of $305,000. The 
‘work on the five new locks is now under construction (pl. 5, fig 2). 
The locks are to be of concrete, with steel gates and fixed concrete 





Smltheonian Report, 1916.— Harte. PLATE 7. 





1. A Rock Cur on THE TENNESSEE RIVER SHOWING TRAINING WALLS ALONG THE 
SIDES, AND A CONTRACTING SPUR ON THE LEFT. 





=. HALES BAR DAM, TENNESSEE RIVER, UNDER GONSTRUCTION. THis DAM HAS A 
#1-FooT LIFT, AND 16 BEING BUILT WITH PRIVATE FUNDS UNDER GOVERNMENT 
SUPERVISION FOR THE CREATION OF ELECTRIC POWER. 
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1. Dam No. 17, Black Warrior River, ALA, UNDER CONSTRUCTION, THis DAM 
HAS A §4-Foot LirT, AND is Beina Butt BY PaAVvATE ENTERPRISE FOR THE 
CREATION OF ELECTRIC PowER, LooxiIna TOWARD THE ABUTMENT END FROM 
THE LocKw Side. 
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dams, and will provide for 6-foot navigation from the Ohio to Nash- 
ville and there connect. with the upper river to a point above Car- 
thage, about 160 miles farther. The nine locks now in operation cost 
$129,562 for maintenance in 1918. Commerce on the Cumberland 
has been as follows, consisting largely of logs and lumber: 
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Of all the tributaries of the Ohio the Tennessee affords the greatest. 
variety of regimen. The lower section, of about 236 miles, is some- 
what like the Mississippi—a slowly flowing, crooked stream of small 
‘slope and comparatively large discharge, with low banks and soft, 
easily eroded bed. Dredging is the form of improvement mainly 
relied on for channel deepening. The next 238 miles is what is 
known as the “mountam section,” where swift currents, rocky beds, 
high and rocky banks, rapids, and whirlpools are met with, requiring 
rock removal, canalization, and latéral canals for their treatment. 
In the upper section, of about 188 miles above Chattanooga, the bed 
and banks are fairly permanent, but the shoals and rapids make 
navigation difficult at low water. Here regulation by dikes and 
excavation tunnels is used. The river is 652 miles long and has 
tributaries which increase its channel length to 1,300 miles, all of 
which can be used by steamboats, and 1,000 miles more can be used 
by rafts and flatboats. Tts drainage aren is 44,000 square miles. The 
work on this stream, which began as early as 1835, was done in a 
rather disconnected way until 1909, when a single project for the 
entire stream was proposed, providing for 6-foot navigation from 
the mouth up to Chattanooga and 5-foot from Chattanooga to 
Knoxville and the upstream end. The total estimated cost was 
$13,000,000 and 12 years the estimate of time in which the work 
should be completed for most economical results. Work is now under 
way on this project. In the lowest section the most formidable ob- 
struction is a rock shoal known os Big Bend. This work is note- 
worthy, as specially designed drill rafts are used for drilling and 
breaking up the bottom (pl. 6, fig. 1), and a crane boat, with a 90-foot 
beom and a grapple bucket, are used to remove the blasted material 
(pl. 6, fig. 2), the purpose being to place it in training walls on each 
‘side of the cut to act us guides for low-water navigation, and thus 
avoid handling a large part of the material by barge (pl. 7, fig, 1). 
This work is now under way. The dredging and rock removal under 
the new project was estimated to cost. $600,000 in addition to previous 
work. Already $534,000 has been expended on this section to secure a 
5-foot depth of channel, and the additional amount is required to get 
the 6-foot depth necessary and complete the deepening of the remain- 
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ing shoals. In the middle section are to be found the well-known 
Muscle Shoals, around which two canals, aggregating about 150 miles 
length, with 11 locks, were opened to navigation in 1890, at a cost, of 
$3,191,726. The maintenance of this canal has cost over a million 
dollars since then. The use made of the canal has never reached its 
full capacity, but its value has been considerable to Chattanooga and 
Bridgeport. The completion in 1911 of the $-mile lateral canal 
around Colbert Shoals, with its 26-foot lift lock, and the construc- 
tion of the dam at Hales Bar for power purposes, are the most note- 
worthy new features of this section. The Colbert Shoals Canal was 
commenced in 1890 and has just recently been completed at o total 
cost of $2,320,000. It is 8 miles long and provides for a draft of 
7 feet, The huge dam at Hales Bar was built by private persons for 
power purposes, and has a lift of over 41 feet, The problem of foun- 
dations presented many difficulties, but the work is now practically 
complete. The foundations are novel in river work in this country, 
and were made of concrete caissons sunk side by side in the river bed. 
From these the soft and imperfect rock of the river bottom was re- 
moved under air pressure and the caisson then “absorbed” in the 
foundation by filling with concrete. This dam and its appurtenances 
are said to have cost over $5,000,000, and are planned to provide 
55,000 horsepower when fully developed (pl. 7, fig.2). Itisa notable 
example of the cooperation of private and governmental agencies to 
secure the fullest development of the river’s resources, both in the 
creation of electric power and the deepening of the river for naviga- 
tion. Other interesting instances of recent construction are in the 
Mississippi at Keokuk, Towa, already referred to, and in the Coosa 
and Black Warrior Rivers in northern Alabama. In all there has 
been spent on the Tennessee River a total of $7,393,496, made up as 
follows: $328,255 in the upper section, above Chattanooga ; $6,591,210 
in the middle section, where the most obstructions exist; and in the 
lowest section $534,051. The commerce, in five-year periods, in tons, 
is as follows: 
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The Missouri River is the longest tributary of the Mississippi, 
being 2,551 miles long. Its width is from 300 feet to 1 mile, and its 
depth over shoals is only about 3 feet. Its banks and bed are easily 
eroded, and the channels frequently shift in position. At various 
times between 1838 and the present shoals have been deepened and 
snags have been removed from the channel at the worst places, but 
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no systematiq improvement was ever adopted until the project of 
1884 was commenced, providing for revetting the banks, regulating 
a widths to fix the channels in location, and removing snags. In 
all, $14,175,878 has been expended on this river up to 1913. The 
work has not served to stimulate commerce, as was hoped, for the 
tonnage of the river remains noticeably disproportionate to the length 
and size of the stream. It has merely shown that a navigable chan- 
nel can be obtained, although at a very great cost; The main efforts 
of the engineers have been directed toward the contraction of the 
river where necessary, rectification in other places, and securely hold- 
ing the channel in place by using revetment on the banks and per- 
meable dikes in the stream to collect and impound sediment at previ- 
ously selected places. This disproportion between the high cost of 
an adequate channel and the small use being made of it during late 
years has reduced the interest in this river, and until recently the 
work has consisted principally in maintenance of existing conditions 
by protecting caving banks and removing snags. For eight years, 
1884 to 1892, the river was under the direction of a commission simi- 
lar to the Mibatactat River Commission, but this method of adminis- 
tration has not been altogether successful, and it was abandoned on 
the Missouri in 1892. Notwithstanding these discouraging tend- 
encies, in 1912 a project was adopted to provide a 6-foot channel, 
within 10 years’ time, from the mouth in the Mississippi up to Kan- 
sas City, nearly 400 miles, at a cost of $20,000,000. This work 
is now under way, the principal reliance being put on dikes and bank 
revetment assisted by dredging. 
The commerce of this river below Sioux City, Towa, has been as 
follows: 
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The foregoing wai of the largest and most important rivers 
in the Mississippi River system will illustrate the tendency, so much 
more noticeable of late years than a decade or two ago, of the dimin- 
ishing part the rivers in this great basin are playing in the up- 
building of this important region. Many other smaller rivers would 
accentuate this important fact still more strongly. Nowhere in this 
country are the products of the farms more abundant; nowhere are 
the mines more productive; nowhere is the industry of the popula- 
tion accomplishing more than in this vast area. Commerce is in- 
creasing by enormous strides, and rail lines have multiplied their 
branches. The total commerce at St. Louis, receipts and shipments 
combined, was 1,265,592 tons by river, in 1890, and 15,240,141 by 
rail. In 1906 it was 416, 855 by river and 44,964,623 by rail. During 
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these 16 years rail business nearly trebled in volume, and river com- 
merce fell to one-third of its 1890 figures (St. Louis Merchants’ Ex- 
change Report). Grain has almost disappeared from the rivers. 
Cotton is no longer carried in quantity. The main items of river 
commerce are coal, sand, and forest products. Notwithstanding large 
sums for new improvements, nothing seems to have checked this 
decline in river commerce, wherever it has shown a positive tendency. 
With the exception of the Monongahela, and perhaps one or two 
other streams, the best that can be said for the busiest streams in this 
entire valley is that they are holding their own in tonnage from year 
to year, an admission in itself that the rivers are not sharing in the 
development of the region through which they pass. 

The rivers entering the Gulf are, in general, comparatively unim- 
portant as commerce carriers, with the exception of the Mississippi, 
which as a Gulf port has a river commerce which amounted to 
4.273.947 tons in 1912 at New Orleans, and for the 10 years preced- 
ing it showed a substantial increase, The main Gulf rivers are those 
of Alabama and those of Texas, Of the former, the Alabama River 
with its tributaries is the most important, owing to its length of 525 
miles of continuous waterway. This importance also arises from 
the location and direction as it proceds from the interior of the State 
and flows to Mobile and the Gulf. ‘The most recent project, that of 
1910, provides for a channel 4 feet deep, at low water, and 200 feet 
wide, from the Mobile River, where depths are sufficient for river 
boats, up to Wetumpka, just above Montgomery on the Coosa River. 
The channels of the Coosa are partly through regulated and partly 
through canalized portions Work on the Alabama River has 
already cost about $852,000, and on the Coosa, $2,045,000. The pro- 
ject for the Coosa provides for 23 locks and dams. The commerce 
of the Alabama in 1912 was 139,846 tons, valued at about $7,000,000, 
and on the Coosa, 52,342 tons, valued at a little over a million dol- 
lars. On the Coosa there is a notable example of a dam which is 
being built for power purposes under Government permission, It 
has a lift of over 63 feet and 1s to be provided, later, with locks for 
passing vessels, It is now completed and in operation. It will pond 
the water back for over 15 miles and will furnish a navigable channel 
4 feet deep or more for that distance. 

The Warrior and Tombigbee Rivers form a continuous line of 
water communication from the mouth in Mobile Bay up to the forks 
of the Warrior River and to the Warrior coal fields, about 407 miles. 
The Tombigbee portion, 185 miles from the Gulf up to the Warrior 
River, has been made navigable for 6-foot navigation by the con- 
struction of three locks and dams and by regulating work, at a cost 
of $1,348,000. This work is now completed. The Warrior River js 
to have 15 locks and dams, of which 12 have been completed and 2 


NATURAL WATERWAYS IN THE UNITED STATES—HARTS. 567 


provided for by recent appropriation and 1 still to be built. The 
total estimated cost is $9,247,000, of which $8,743,000 has already 
been made available by Congress. At Lock 17 a dam 63 feet high 
is being built by private funds for power purposes. It will be 
equipped with two locks in flight to pass vessels. This dam is now 
under construction and is practically finished (pl. 8, fig.1). The com- 
bined commerce of these rivers is comparatively small, amounting to 
464,754 tons in 1913. The cost of maintenance of 13 locks in opera- 
tion in 1913 was $122,000. The high first cost and large amount 
needed for maintenance will require a large increase in commerce if 
the work is to justify the judgment of those responsible for the 
undertaking. Commerce since 1890 has been as follows: 
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Of the Texas rivers the Trinity River is one of the longest in the 
State and has been navigated at favorable seasons for a distance of 
120 miles upstream from its mouth in Galveston Bay. It is a narrow, 
shallow, winding river, with low banks. It was proposed in 1902 to 
provide a channel, by open river work and locks and dams, to give 
a 6-foot depth up to Dallas, Tex., 511 miles from Galveston, at a 
total cost of over $5,000,000. This project was adopted after con- 
siderable discussion in Congress, and already $1,534,000 has been 
expended and three locks are now completed. The water is so low 
in this river at certain seasons that at one time it was seriously sug- 
gested that artesian wells be used for supplying eneugh water to 
overcome the waste due to lockages and evaporation. The commerce 
has never been important and is now completely interrupted by the 
unusable condition of the river below the lowest lock. This river is 
another noteworthy example of the policy of providing facilities for 
river navigation long in advance of the necessities of commerce, One 
of the hoped-for results of river improvement in this instance was 
the regulation of rail rates from Dallas to Galveston, but legislation 
in Texas has already accomplished much in this direction, and the 
necessity for the very expensive work required is accordingly much 
less evident now. 

PACIFIC COAST RIVERS. 


On the Pacific coast the most important river in point of com- 
merce is the Columbia River in Oregon and Washington. From its 
mouth in the Pacific Ocean up to the mouth of Willamette River, 
#8 miles, and thence up the Willamette River, 12 miles, to Portland, 
this waterway forms a very important artery of trade. Portland, 
by virtue of these rivers and their channels to the sea, becomes in 
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reality a seaport, a fact that has been of inestimable value in the 
development of the enormous trade in grain and flour that has 
sprung up largely with the Orient and made Portland one of the 
first grain-exporting cities of the country. The upper Columbia, 
together with the Snake River, for many years formed the only 
means of connection between the interior and Portland. In 1588 a 
line of railrond was opened along the south bank of the river and 
later, about 1910, a second line down the north bank connecting 
Spokane with Portland and Seattle was put in operation, These 
rail lines have reduced the importance of the river a5 a grain car- 
rier: but the rule of bringing seagoing ships.as far inland as possible 
will always maintain Portland as the main seaport of the Columbia 
and insure, if not increase, the value of a deep channel from Port- 
land to the sea. The first project for this channel was to provide a 
20-foot depth from Portland to Astoria at the mouth. This was 
adopted in 1877 and was easily secured, with dikes and training wells, 
assisted by dredging. In 1891 the proposed depth was increased 
to 25 feet, and about $1,800,000 in all was spent in completing this 
project. In 1902 a systematic program of dredging on a still larger 
seale was adopted and $2,639,000 was spent, in all, on this channel 
op to 1913, In 1912 the project was again extended to provide for 
a depth of 30 feet at low water and a width of 300 feet from Port- 
land to the head of the estuary at the ocean, and thence 26 feet over 
the bar in the sea. The estimated cost was $3,770,000, The extensive 
jetty work at the sea entrance has now resulted in a depth of 27 
feet at. low water on the bar, and, with a 7.5-foot tide, a draft of 27 
feet can be taken to sea by observing the tides, The river channel 
near Portland will be provided with three dredges, a new 40-inch 
suction dredge having just been completed by the city of Portland. 
Two large suction dredges (24-inch) are now being built for the 
Government, and on completion there will be six large suction 
dredges at work on the river channels between Portland and the 
sea, This method is mainly relied on to secure and maintain the 
proposed depth of 30 feet, but contracting dikes are used at localities 
wherever they are found useful, Already 22 per cent of the work has 
been done. Commerce on this part of the Columbia River has 
increased steadily of recent years and in 1912 amounted to 6.840.659 
and dairy products. —The commerce within recent years is as follows, 
by five-year periods: 
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1. A SECTION OF THE DALLES-CeLiLo Canal, CoLumMBIA River, Oneo., SHOWING 
CONCRETE LINING IN THE SECTION THROUGH SAND. 





2. EXcaVATION FOR A Lock IN THE BASALTIC Rock FoR THE DALLES-CELILO CanaL, 
CoLUMBeEA RIVER, OREG. 
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In the Columbia River above the mouth of the Willamette River 
there are still many difficult obstructions, for the character of the 
river changes abruptly at the Cascade Rapids, about 100 miles above 
Portland. Here the river has cut its way down several thousand 





feet through the Cascade Mountains in a narrow and precipitous: 


rocky gorge. To overcome these rapids a canal one-half mile long 
was built over 20 years ago and opened to navigation in 1896. A 
double lock, each part of which is 462 feet long, 92 feet wide, with 
a depth of 8 feet on the sills and with a total lift of 24 feet, was 
built and has been maintained in operation since then. It has cost 
$3,825,000. River commerce has not developed in this upper part of 
the river as was originally expected, as will be seen from the statistics 
of recent five-year intervals. Until the channels in the upper river 
are made safer, s great increase could hardly be expected; and in the 
meantime the railroads have been completed and have taken over 
nearly all the increase in commerce of this prosperous region. In 
1900 the commerce was 17.710 tons; im 1905, 35,166 tons: 1910, 32.794 
tons; and 1913, 63,219 tons. 

About 90 miles above the Cascades are the Celilo Rapids, a com- 
plete bar at present to the use of the river at all stages. Here o canal 
about 9 miles long is now being built, with four locks, each 300 feet 
long, 45 feet wide, and 7-foot depth over the sills, to overcome a total 
lift of 81 feet (pl. 8, fig. 2; pl. 9, fig. 1). This canal is being cut for 
part of its length through the basaltic rock of the locality (pl. 9, 
fig. 2), and the design of locks is somewhat unusual in the details of 
the walls and gates. The estimated cost of the work is $4,845,000, of 
which over $3,000,000 has already been spent and the work is now 
more than two-thirds completed. The original project, now dis- 
carded, provided for a boat railway on which vessels were to be 
raised about 10 feet above the water at the upper end and dropped 90 
feet at the lower end, after being transported about 9 miles overland. 
The light construction of the vessels of the Columbia River and the 
difieulty in building a car that would be suitable for safely carrying 
vessels over the vertical and horizontal curves which were indis- 
pensable to the plan were some of the strong reasons which caused the 
abandonment of this project. 

Whether the commerce of the upper Columbia River, together 
with that of the Snake, will ever warrant the high cost of this 
canal and that at the Caseades is a problem that will require many 
years in the future for solution. It was recommended that a portage 
road be built around the Celilo Rapids before commencing on the 
canal, in order to determine the volume and character of the com- 
merce which might develop. This portage road could be built for 
about one-tenth of the cost of the canal, and could be used as a eon- 
struction road if the canal were ever built. The pressure for a canal, 
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however, was so urgent that funds were finally provided without eon- 
sidering the portage road favorably, and the canal work is now well 
under way. The increase in the productive capacity of the rich ag- 
ricultural lands of eastern Washington and Oregon and western 
Tdaho is fully meeting the early expectations, but it remains to be 
seen how much the river will be used in the future asa line of com- 
merce in competition with two parallel lines of railroad in the same 
valley. 

At the mouth of the Columbia is a notable instance of river work, 
which, for the boldness of its undertaking and the success attending 
the work, has been widely studied and frequently commented on by 
river engineers. The training of the river currents over the bar in 
the ocean, including not only the tidal currents, but also those arising 
from the natural discharge of the river, are 50 directed as to scour 
greater depths, and the restriction of all useless side currents and the 
shelter for the channel thus created are all accomplished by double 
jetties of miprap 50 placed as to direct the dynamic effect, of these 
currents at a particular place on the bar, Originally bar depths 
were from 19 to 21. feet, but already the controlling depth is 27 feet. 
The south jetty is to be 7 miles long, extended into the open sea, 
where storms are of great violence and often of long duration. The 
north jetty is to be 24 miles long. The total sum expended has been 
nearly $9,000,000, including the cost for maintenance, The south 
jetty has been completed, and the north jetty has been started. A 
depth of 40 feet over the bar is expected when the work 1s nearer 
completion. 

The Sacramento is the principal river in California. The San 
Joaquin River, which joins with the Sacramento at the head of 
Suisun Bay, is used for navigation in the tidal portion up ‘as far as 
the Stockton Channel, about 45 miles, but above this point is not 
extensively used. The Sacramento is about 350 miles long, but the 
uppermost 90 miles of the river is torrential in character and not 
used for navigation. It is subject to numerous floods, which inundate 
several hundred thousand acres in the center of the State nearly 

very spring. Its low-water discharge is about 8,000 cubic feet per 
second, and at high water it has reached 640,000 cubic feet per second, 
Formerly the plan of channel development provided for securing 
7-foot. depth at low water up to Sacramento City, about 61 miles 
from Suisun Bay. In this bay the depths up to the mouth of the 








Sacramento are 14 feet and over. The project also provides for a 
4-foot depth from Sacramento to Colusa, 90 miles, and 2 feet to 
Red Bluff, about 110 miles farther. On this project. over $740,000 
has been spent, and the projected depths have been secured and 
maintained for many years. The Sacramento River and the Feather 
a tributary, were very much subject, a few years ago, to deposits 
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washed down from the extensive placer-mining regions of the upper 
Feather, Yuba, and Bear Rivers, and a commission of Army en- 
gineers was organized in 1891 to protect the stream. Débris con- 
ditions are now materially improved in the placer-mining regions, 
owing to the restrictions imposed. This commission, in the per- 
formance of its functions, has recently proposed a plan for com- 
bining the control ef floods, the impounding of mining débris, and 
the betterment of the navigation channels in a single project, which 
has been adopted recently by Congress and by the State of Cali- 
fornia, both sharing the expenses equally. This is a very unusual 
example of an excellent coordination of the various features of river 
work, and may be held up as an example to be followed on other 
streams. The estimated cost of the project is about $11,000,000, of 
which the State of California is to pay one-half and furnish the 
land necessary for levees and other works. The management of the 
construction work is to be under the direction of the Army en- 
gineers of the Government, and on completion the whole is to be 
turned over to the State for maintenance. Flood control, on the one 
hand, involving the reclamation of thousands of acres of valuable 
agricultural land from spring inundations, and channel development, 
on the other, are so related, and the additional need of restricting 
mining débris are all so intimately connected, that it made it es- 
sential to put one organization in charge of all the related activi- 
ties in order to secure economy in operation. This new project, ap- 
proved in 1910, includes the excavation of river channels by dredging, 
the construction of levees, using the excavated material in order to 
control high-water stages, and, further, involves the proper gauging 
of the river widths to prevent choking in the lower reaches. The 
river mouth is also to be widened and straightened. Mining débris is 
to be impounded, as far as possible, at the site of the mines. Already 
two large 20-inch suction dredges are at work on this project, which 
promises unusual results and widespread benefit. Commerce on the 
Sacramento amounted to 249,105 tons in 1890, 419,647 tons in 1895, 
454,506 tons in 1900, 353,164 tons in 1905, 425,000 tons in 1910, aiid 
477,292 tons in 1918. 


ATLANTIC COAST RIVERS. 


None of the rivers on the east coast of New England present any 
specially interesting or novel features in point of channel develop- 
ment or amount of commerce carried, except that there are a number 
of rivers entering bays, like the Mystic in Boston Harbor, which for 
a few miles partake of the character of tidal estuaries or harbors for 
important cities, and are the means of handling large quantities of 
freight, mainly coal. In general, this commerce is increasing, but 
this kind of stream is in a separate class; in fact, it is the only class 
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which the records show to be materially imcreasmg im commerce. 
Most of these streams have depths of 20 feet or over and furnish ship 
channels of considerable importance. In general, the tendencies on 
the other rivers in this vicinity is to. a decrease in commerce. 

The Mystic River was originally 14 feet deep in its lower portion, 
of about two miles, but was increased in depth to 25 feet by the pro- 
visions of the project of 1899, at a cost of $136,000. The latest proj- 
ect, that of 1910, provides for an increase to 30 feet depth, at an 
additional cost of $172,000. ‘The commerce of the river was originally 
incorporated in that of Boston Harbor, but in 1905 was 2,841,007 
tons; 1910, 3,245,620 tons; and in 1012, 3,671,242 tons, valued at 
$16,000,000, #0 per cent of which was coal, This harbor is fairly 
representative of those of its kind in this region and shows present 
tendencies. ) 

Providence River is only about § miles long, but is an estuary 
of much importance. Its original channel depth of less than 9 feet 
is now deepened to 25 feet, and the area of deep anchorage enor- 
mously increased. The latest projects, those of 1910 to 1913, provide 
for a 30-foot depth of channel and a deepening of the anchorages, at 
a total estimated cost of about $1,500,000, A new restriction, how- 
ever, is now included; that before work can be begun the State of 
Rhode Island and city of Providence shall complete their proposed 
public terminals and other harbor works, at a cost of $2,000,000. 
Already the Government has spent $1,824,000 on previous work. 
‘The commerce in 1895 was 1,643,700 tons; 1900, 2,823,308 tons; 1905, 
2,250,173 tons; 1910, 3,814,982 tons; and 1913, 4,585,364 tons. Com- 
merce by water is chiefly coal. The requirements of the United States 
Government that local interests shall share in the expense of harbor 
work is a new and-increasing feature of greut interest. 

The Hudson was one of the earliest rivers of the country to be 
improved by the Government. Work began even before 1822 by the 
State of New York, at which time the Erie Canal was opened, and 
in 1823 the Erie and Champlain both emptied into the pool created by 
the State dam at Troy, finished about that year. In the heginning 
the river was shallow in places and not over 4-foot depth existed 
over some shoals. Work by the United States began in 1834. At 
present a channel exists that affords a 39-foot draft from the sea up 
through the harbor of New York ‘to the city wharves in the lower 
portion of the river and from there 50-foot depth can be found up- 
stream for 93 miles and 24-foot for 24 miles farther, The upper 
étretch of 39 miles is limited to 9-foot draft except between Albany 
and New Baltimore, where 11 feet is available. This work has been 
completed mary years and hns cost about $5,500,000. The newest 
project, that of 1910, provides for 12-foot depth in the upper 39 
miles, necessitating « new lock and dam near the old State dam and 
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considerable open channel work. This dam, with the deepenin 

the old channel as far down as Waterford, is estimated to meh 
$0,186,064. About one-fifth of this work is now done. Commerce in 
the last two. years has declined, but this is ascribed to the uncer- 
tainty of the effect of the new Erie Canal and the abandonment of 
the river ice houses, The commerce in 1900 was 5,070,800 tons; 
1905, 3,513,545 tons; 1910, 5,033,360 tons; and 1912, 3,045,136: tons, 
valued at $172 107,996, 

Harlem River and Spuyten Duyvil Creek together form a water- 
way 84 miles long, connecting Long Island Sound with Hudson River 
along a lime north of New York City. The deepening of this water- 
way has resulted in a new channel which enables frei ght to be brought 
by water to a very large manufacturing region in upper New York 
City. Its commerce has increased very markedly of late years, Origi- 
nully the channel was narrow and crooked and only 4 to 6 feet deep. 
The project of 1878 provided for a channel 15 feet ‘deep and 350 feet 
wide, at an estimated cost of $2,100,000, The proposed width has 
now been increased to 400 feet and the project has been further am- 
plied from time to time and the estimate finally increased to 
32,500,000. Up to 1913 $1,683,000 had been spent and about 44 per 
cent of the work done, Full depths are not yet available at Macomb’s 
Dam and near East. Two Hundred and Tenth Street, but elsewhere 
the project is practically done. 


Commerce in— 
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This river may be said to have reached the third stage of develop- 
ment, before mentioned, where the congested condition of traffic has 
provided so much commerce that a large share necessarily. falls to 
the water lines. Arthur Kill is another stream emptying into New 
York Harbor of similar nature, Its commerce in 1912 amounted to 
$0,525,004 tons, valued at $515,437,656. 

Delaware River is 215 miles long, but the portion from Phila- 
delphia to Delaware Bay, 101 miles, is the part most used for navi- 
gation. In this lower portion the original depth of 17 feet has 
been increised materially, and the width of the channel nearly 
doubled. The first formal project, adopted in 1888, provided for a 
depth of 26 feet from Philadelphia to Delaware Bay, and a width 
of 600 feet. This project was completed in 1898. In 1899, it was 
planned to secure a depth of 30 feet. In all, $10,176,000 has been 
expended on this part of the river since 1884—on these two projects 
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and on former work. In 1910, the project was further amplified 
to provide a depth of 35 feet, and a channel 800 feet wide in the 
straight parts and 1,000 feet wide at the bends, all at an estimated 
cost of $10,920,000. This work involves the removal of 53,000 cubie 
yards of rock and over 73,000,000 cubic yards of soft dredging. 
Two suction dredges are now constantly at work on the new project. 
About $2,000,000 has been spent thus far, and the new work about 
one-eighth completed. In recent years the commerce has shown a 
healthy increase. 
In 1890 it was 11,556,270 tons. 

1895 It was 15,620,553 tons, 

1000 It was 21,010,232 tons, 

1005 it was 24,885,571 tons, valued at $1,012,847,409. 

1010 it was 24,677,671 tons, valoed at $1,027,580,882, 

1912 lt wos, 26,207,335 tons, valued at $1,255,106,621L 

By far the largest item of this commerce is coal. It will be seen 
from these figures how important a part in the development of this 
enormous traflic the channel development has played. 

The St. Johns River, in Florida, is another example of increasing 
traffic, fostered and encouraged by well-chosen river work. This 
stream was originally closed at its mouth by a bar on the ocean, 
over Which there was only 5 to 7 feet depth at low water. By means 
of two jetties, supplemented by dredging, these depths have now 
been permanently increased to 25 feet at low water. The upper 
river, also, was originally interrupted by shoals of about 11 feet 
depth. In 1879, a project was adopted for a channel having a depth 
of 15 feet from Jacksonville to the sea, 27.5 miles. In 1892, it was 
found that the channel over the bar had been ‘fixed in position by 
jetties, and the depth increased, by that time, to 13 feet at low 
witer, and a new project for 18 feet depth of channel was thereupon 
adopted before the earlier work had been completed. This latter 
project was completed in 184. In 1896 the proposed depth of 24 
feet at low water and width of 300 feet was approved, and work 
was undertaken. This project was practically completed in 1910, 
when the present project of a 30-foot depth of channel was adopted. 
The newly proposed width is 300 feet in straight reaches and 600 
feet at bends. On the earlier projects $4,000,000 has been expended, 
and on the present plan $1,266,912, and work is about half com- 
pleted. This new channel has been very effective in affording 
cheaper lines for freight destined for northern ports and affects a 
large and prosperous area. Commerce has increased at a healthy 
rate and has justified the original estimates of growth, and appar- 
ently warranted the expenditures necessary. 
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The success attending the opening of the mouth of this river in 
the Atlantic Ocean has been very marked. This river, together with 
the Columbia River and several others on the Atlantic and Pacific 
cousts, furnishes examples of a distinctly courageous treatment of 
river mouths in the open sea. This method of applying twin jetties 
of riprap to bar harbors has now been well tried, and is accepted 
as an approved method of overcoming the obstruction caused by 
streams and tides at the mouths of rivers emptying into tidal seas, 


GENERAL OBSERVATIONS. 


Tn conclusion, it might be well to summarize some of the more notice- 
able tendencies in our interior natural waterways. First, one is struck 
at once with the enormous increase in the commerce of the Great 
Lakes between the western end of Lake Superior and the harbors of 
northern Ohio, In spite of all efforts, it seems almost impossible to 
maintain facilities much in advance of the needs of navigation. New 
and larger locks at the “Soo,” new and deeper channels in Lake 
Huron are scarcely complete before deeper boats and more perfect 
terminal facilities make these waterways inadequate to the new de- 
mands. Notwithstanding the several months of idleness in the win- 
tertime, when ice stops all navigation, the tonnage carried has in- 
creased year by year until it has been necessary to have separate 
channels for upbound from these used for downbound vessels, and 
very much more than double the lock capacity at St. Marys Rapids. 
The new and extensive projects for the accommodation of this traffic 
seem well justified. 

Second, it seems deeply disappointing to see nearly all of the 
rivers of the Mississippi Valley either conspicuously declining in 
traffic or, in a few cases, holding their own with much difficulty. Not- 
withstanding the adoption of the best type of locks and movable 
dams, the most modern and effective open river work, and the aid 
afforded by the Government in improving the shallow-draft river 
steamboats, notwithstanding huge appropriations and extensive work 
of the highest engineering skill, notwithstanding the enormous in- 
crease within recent years in every branch of industry in this wide 
aren, these rivers have declined in usefulness and importance; their 
freight has been extensively taken over by the railronds of this 
region; boating has dwindled as a business until the Mississippi 
River itself—a stream unequalled in possibilitiese—now flows idly 
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to the Gulf with only a small fraction of its former traffic. A marked 
diminution in appropriations for all rivers in this valley may be 
expected in the next few years. Already signs are pointing to a 
more careful scrutiny of all work proposed in this region and to 
a closer study into the probable benefit to the country as a whole 
of the large expenditures now being made annually. 

Third, it is gratifying to note the healthy growth in the commerce 
of many of those coastal rivers which flow into seaports and enable 
deep-draft vessels to reach interior cities from the sea. Coal is an 
important item of their cargoes, and the lowering of the cost of 
this commodity is widespread in benefit.. This character of channel 
development may be expected to continue to increase in capacity as 
long a8 an increase in traffic and saving in cost of transportation can 
be shown. Here, too, it seems probable that new work will more than 
ever need to have conclusive reasons given for its adoption by the 
Government before it can be undertaken. 

Fourth, the success in the application of the lessons learned by 
experience in the jetty system of deepening the entrances to rivers 
from the sea has been very satisfactory. The Columbia River, the 
Mississippi River, and the St. Johns River are all examples of diffi- 
cult kinds of engineering in which Americans have been pioncers, 
and the results are exceptionally satisfactory. Nowhere in the world 
have such daring attempts been made, and nowhere have results been 
more effective. The great perfection of the suction dredge has so 
reduced the cost of channel excavation that now new channels are 
being deepened that before were too expensive and hazardous for 
even a conclusive trial, asin the case of the Ambrose Channel en- 
trance to New York Harbor. This method of deepening, so useful 
in interior channels, has also been widely adopted as an auxiliary 
to jetty work, and is now generally recognized as o necessary aid in 
bar improvement. Although dredging in some harbors, as at the 
mouth of the Columbia, has not demonstrated its value in this place, 
still the results at Galveston, Mississippi River, St. Johns River, and 
New York, and nearly all ports on the Atlantic and Gulf coasts, have 
been conclusive. 

Fifth, the recent, but nevertheless desirable, combination of sev- 
eral governmental activities in river work under a single head has 
been ayruin recogni rie @ | in the Sacramento River. For some years 
the control of floods on the Mississippi by levees has been carried 
on by a cooperation of the State and Federal forces, under a tacit 
agreement never specifically stated in the law. On the Sacramento 
we now find reclamation of flooded areas, control of floods, deepen- 
ing of channels for navigation, and the exclusion of mining débris 
all included under, the Federal management by law. In thia work 
the State assists by paying one-half of the expense, by donating the 
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land needed for levees, and by taking over the work and maintain- 
ing it after completion. The share that the locality should pay 
toward a project of this character must depend mainly on the 
distribution of the benefit, and is debatable; but that the execution of 
such work should be handled as a single unit by the Government 
seems beyond argument. It is gratifying to note the acceptance of 
this principle. 

Sixth, there is a recent and growing tendency to conserve the 
energy of our navigable rivers by private enterprise in order to de- 
Sei the electric power now being wasted. This requires a cooper- 
ation between the Government on the one hand and the private inter- 
ests which build the necessary plant on the other. It is seldom that 
a dam for the creation of electric power is just what the needs of 
navigation require, so there must be some adjustment or balance 
between the private and public requirements. Usually the company 
builds the dam at its own expense, and sometimes the lock in 
addition, and is often restricted as to the height of dam and location. 
The present power dam in the Mississippi River at Keokuk is com- 
pleted; that at Hales Bar in the Tennessee is nearly finished; and two 
are under construction, one on the Warrior and one on the Coosa 
River in northern Alabama. It is too soon to say whether these ven- 
tures will prove to be commercial successes. It 1s encouraging to find 
that some reasonable basis can be found on which the power of a 
navigable stream can be conserved whenever it has a commercial 
value. 

Seventh, the deepening of the channel of the Providence River, 
which has recently been made contingent on the construction by the 
city of Providence and the State of Rhode Island of public port and 
terminal facilities at their own expense, illustrates a comparatively 
new and yery important tendency. It is more than ever expected of 
late that the localities benefited by Government projects will share in 
the expense of the work as well as in the benefits. Portland, Oreg., 
has undertaken to maintain at its own expense the upper part of the 
channel from Portland to the sea, The jetties at Siuslaw River 
mouth, in Oregon, will be paid for largely by the locality. The Sac- 
ramento River improvement is to be one-half paid for by the State 
of California, and other assistance is to be rendered. A public wharf 
was required to be donated by the town of Burnside on the upper 
Cumberland River before Lock 21 would be completed. Many other 
instances might be stated, so that this principle of the localities shar- 
ing in the expense of river work is now well established. In this 
way the earnestness of the communities urging Government work 
can be easily tested, and the public oftentimes assured that the chan- 
nels when completed are not to be the sources of undue profit to 
the private owners of the only easily accessible landings. 
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THEODORE NICHOLAS GILL. 


By Witutam Heater Dac. 4 
[With 1 plate] 


Dr. Theodore Nicholas Gill was born on Broadway, New York 
City, below the city hall, March 21, 1857, and died at Washington, 
D. C., September 25, 10914. He was the son of James Darrell and 
Elizabeth Vosburgh Gill. The father was the son of a merchant 
of St. Johns, Newfoundland, descended from an old Devonshire 
family. The mother came of old New York Dutch stock. 

A few years later the family moved to 164 Grand Street, on the 
border of the city, which was then almost the country, with open 
fields, trees, and groves in plain view. The city of New York had 

at that time only some 300,000 population. 

- The boy received the rudiments of education from his mother, and 
at the age of 8 was sent to the Mechanics’ Grammar School on 
Crosby Street, then a highly esteemed educational establishment. 

A year later his mother died, the father gave up housekeeping, and 
his son was placed in charge of a private tutor at Greenville, N. Y. 
Here he received a very thorough training in Latin and Greek, the 
father having ambitions that the son should eventually become a 
clergyman. 

Later his father married again and resumed housekeeping on 
West Twenty-sixth Street near Sixth Avenue, and still later moved 
to Brooklyn. Young Gill was then recalled from Greenville and 
sent toa private classical school in the city. 

His love of nature and instinct for collecting developed early, and 
it is perhaps not merely a coincidence that, in coming by the ferry 
from Brooklyn and daily passing the great Fulton fish market, his 
attention should have been especially drawn to the study of the 
fishes of New York. 

As young Gill arrived at the age when it seemed necessary to 
decide on « profession, it became evident to him that he had no taste 
for theological studies. After due deliberation he decided to study 

‘Reprinted by permission “from Blographical Memoirs, Vol. 5, Natfonal Academy of 
Gelences, Joly, 1910, The origina! article contains # ee of all of Dr. Gill's 
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law and entered the office of S. W. and R. A. Gaines, a well-known 
law firm of that period. The latter partner had married a sister of 
James Darrel Gill, and was therefore a connection interested in 
Theodore’s suecess in life. 

His extraordinary gift of memory doubtless enabled him to absorb 
the essentials of legal learning, but an overpowering tendency toward 
the study of nature greatly abridged his law studies and he never 
applied for admission to the bar. His visits to the fish market be- 
came more constant, while the adjacent water front sheltered sailing 
vessels from all quarters of the world, where sailors with shells ane 
curios were daily to be encountered. His grandfather's family being 
residents of Newfoundland, where the fisheries were of the first im- 
portance, he kept himself informed through everything he could 
reach of matters relating to the subject. ) 

The pursuit of scientific studies at that period and for a long time 
afterwards offered no prospect of a self-supporting career. Though 
there are no data on record it is reasonably certain that Gill’s family 
must have looked with doubt, if not absolute disapproval, on his de- 
votion to studies which did not promise even a bare living. At all 
events with a young family from his second marriage to bring up 
and educate Gill's father was not in a position to support him in an 
unproductive profession. 

He was therefore soon left dependent on his own resources, which 
for years were barely sufficient to maintain his existence. 

According to Dr. Gill himself we find him about this time seeking 
and obtaining from the Wagner Free Institute of Science in Phila- 
delphia a scholarship which yielded him the meager means of pur- 
suing his studies in natural history and thus coming in contact with 
a group of men who helped to lay the foundations of American 
science. This grant, he stated to a friend some time before his death, 
was the deciding factor in his resolve to devote himself to scientific 
studies. 

He became acquainted with most of those who at that time in 
New York were interested in natural history, especially J. Carson 
Brevoort, whose zoological library was then reputed to be the best 
in the United States, and D. Jackson Stewart, a wealthy amateur, 
whose great collection of shells has finally found a resting place in 
the American Museum of Natural History. 

About this time Dr. William Stimpson, the distinguished student 
of invertebrate zoology, while in New York heard amusing refer- 
ences to a young student of law who kept a horse's skull under his 
desk at the office where he was studying. Investigating this phe- 
nomenon further, he made Gill’s acquaintance. Partly ag a result of 
Stimpson’s report to Prof. Spencer F’. Baird of the Smithsonian In- 
stitution, the latter, always interested in young students of nature, 
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entered into correspondence with Gill and promoted his studies. A 
report on the fishes of New York which Gill had in preparation was 
accepted for publication in the annual report of the Smithsonian In- 
stitution when its author was only 19 years old. 

Mr. D. Jackson Stewart in the interest of his collection financed 
an expedition to the West Indies and in December, 1857, Gill made 
his first visit to Washington and to the Smithsonian better to pre- 
pare himself for the undertaking. Here he made the personal ac- 
quaintance of Profs. Henry, Baird, and others whom he had known 
previously only by correspondence. 

Gill sailed in January, 1858, on a large schooner, with a pleasant 
group of passengers. 

‘He visited several of the Antilles, and especially Barbados and 
Trinidad, where he spent some weeks, being cordially assisted by 
many of the residents. Finding the marine fishes much the same at 
all the islands visited, he confined his attention especially to the 
peculiar fresh-water fishes of Trinidad with very satisfactory results. 

After his return he devoted himself to working up this collection. 
He went to Washington in August, 1858, for this purpose, and stayed 
for several months with Stimpson. He also spent much timein Phila- 
delphia, and his report with several subsequent papers was published 
in the Annals of the New York Lyceum of Natural History, the 
predecessor of the present New York Academy of Sciences. 

Tn 1859 the death of his grandfather in Newfoundland made neces- 
sary a visit to that.country in connection with the settlement of the 
estate. Guill improved the opportunity by studying the fauna of 
that remote region. 

On his return, through Prof. Baird's intervention, he obtained an 
appointment with a group of workers to whom was assigned the task 
of reporting on the collections made during the Northwest Boundary 
Survey under Archibald Campbell. Among these were George Gibba, 
the ethnologist, Prof. William Turner, Dr. Stimpson, and Dr. George 
Suckley, Dr. Caleb Kennerly, the zoologist of the expedition, had 
died at sea on his way home from the Pacific coast. 

‘During this period Gill lived at the Rugby House (now the Ham- 
ilton House), where he did a large part of his work. Unfortunately, 
owing to the breaking out of the Civil War, the reports on the work 
of the commission were left mostly unpublished, Gill’s among them, 
though some of his preliminary data appeared in the Proceedings of 
the Academy of Natural Sciences at Philadelphia. 

Among those who were working at the Smithsonian in 1861 were 
F. B. Meek, the paleontologist; Thomas Egleston, afterwards pro- 
fessor of mineralogy in Columbia University; Dr. F. V. Hayden, the 
geologist; Robert Kennicott, the explorer; Prof. Matile, one of 
Agassiz’s Swiss coadjutors in physics and at that time an assistant 
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of Prof. Henry; Dr. William Stimpson, who was working on the 
invertebrata of the North Pacific Exploring Expedition under Ring- 
gold and Rodgers; and August Schénborn, artist, who made most 
exquisite silver-point drawings of Stimpson’s North Pacific crus- 
taceans. 

These formed an informal association known as the Megatherium 
Club, whose members took meals together and foregathered with 
Stimpson and Kennicott for joyous evenings, The constant fluctua- 
tion in attendance, due to the coming and going between Washington 
and the fields of exploration in the West, tended toward disintegra- 
tion, and the club virtually dissolved in a few years. 

At the invitation of Prof. Henry, Gill came to the Institution in 
1861, and during the following winter was appointed to the charge 
of its great scientific library, which had been collected and organized 
by that eminently capable librarian, Prof. C. C. Jewett. This post 
he held until 1866, when, at the instance of Prof. Henry, the Smith- 
sonian books were deposited as a special collection in the Library 
of Congress. Gill went with the books to the Capitol as Assistant 
Librarian of Congress, and finally became senior assistant, retaining 
that post until 1874. All this time he had retained his quarters in 
the Smithsonian building, to which he hastened as soon as the usual 
office hours in the library were over. There most of his scientific 
work was done in the midst of an accumulation of books, pamphlets, 
unfinished manuscript, and débris of various kinds, piled on shelves, 
desk, and floor in a manner to strike terror to any housewife. How- 
ever, old James Gant, the colored dignitary who “looked after the 
young gentlemen” and prided himself on having been body servant 
to a former President of the United States, was very willing to 
obey the injunction that nothing should be touched, and the aecumu- 
lations continued for many years. 

Finally, when the biological collections were transferred with their 
curators to the new National Museum building in 1909, and the room 
occupied by Gill formed one of those assigned to the staff of the 
Bureau of Ethnology, the professor was obliged to move to other 
quarters. He regarded the ancient heaps with dismay, and relieved 
himself of respor sibility by presenting them, with all their contents, 
to the library of the Smithsonian Institution. 

The earlier publications of Gill appeared in the annals of the New 
York Lyceum of Natural History, of which he became a member in 
1858. In November, 1860, he was elected a correspondent of the 
Academy of Natural Sciences of Philadelphia, and for several years 
his papers, appearing in rapid succession, formed a large part of the 
academy's volumes of proceedings. With the establishment of the 
American Journal of Conchology in 1865, and of the American 
Naturalist two years later, an opportunity was utilized for printing 
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various communications on mollusks and miscellaneous subjects. 
After the starting by Prof. Baird, in 1878, of the series known 
as the Proceedings of the United States National Museum, most of 
Gill’s papers were printed there, in the Smithsonian Miscellaneous 
Collections, or in the annual report of the institution. 

When the United States Fish Commission began its work under 
the direction of Prof. Baird he gathered about him a number of 
specialists who worked up the collections, and to Prof. Gill naturally 
fell a large part of the taxonomic work on the fishes. Hence the 
annual reports of the commissioner contain numerous contributions 
from his pen. He was also associated with Prof. Baird in the 
preparation of the Jatter’s “Annual Record of Science and Industry,” 
published by the Harpers and its subsequent equivalent which for 
some years appeared in the annual reports of the Smithsonian Insti- 
tution, beginning after the appointment of Prof. Baird as seere- 
tary. in L578, 

Most of the zoological data of Johnson’s Cyclopedia and the 
zoological definitions of the Century and Standard dictionaries were 
furnished by Gill, though Dr. Elliott Cones acted as supervising 
editor. 

In 1898 Gill acquired a small ornithological magazine called the 
Osprey and for a time associated Coues with him as editor, but the 
arrangement did not work well and Coues was obliged to withdraw. 
In 1899 Gill toak entire control and with a brilliant coterie of as- 
sistant editors carried the periodical on for several years, during 
which he frequently contributed to 1ts columns. 

His contributions to the labors of the committee on nomenclature 
of the American Ornithological Union were cordially acknowledged 
by them, and his infinence in standardizing zoological nomenclature 
in general has been very great, though in the main indirectly exer- 

Any classification of a large group of animals becomes obsolete 
with the increase of authentic data and the general progress of 
science: but that grasp of the subject which includes the best ideas 
of the current period and is joined with the capacity to weld them 
into a well-balanced scheme of classification is rare. It was pos- 
sessed] by Dr. Gill in an eminent degree. In fact, we shall hardly 
exceed the bounds of certitude if we call Dr. Gill the most eminent 
American taxonomist. . 

His papers were rarely long. He seemed to prefer to take up small 
groups, such as families and genera, and work out their relations. 
No great monograph exists among his publications Their total 
mass, however, is very great, and their influence, especially on the 
‘lassification of fishes, has been profound. 
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His revisions naturally met with criticism from those long familiar 
with the existing order. In a majority of cases he lived to see his 
views accepted by authorities on fishes. His ideas on Avian classifi- 
cation are quite different from those generally accepted, especially 
in regard to the relative taxonomic value of characters, but it is by 
no means certain that the views of future ornithologists will not 
much more closely approximate to those of Gill. 

His work on mollusca, excepting the general classification em- 
bodied in the * Arrangement of the families of mollusks,” was chiefly 
of the nature of revisions of particular families or genera, The 
* Arrangement of families” brought together the most complete 
knowledge existing at the time of the relations of the different groups 
of mollusks; but the subsequent advance of science in that respect 
has been relatively much greater than in mammals or fishes, and 
Gill's arrangement has at present chiefly an historical value. 

Of the arrangement of the families of fishes and mammals others 
can speak with an authority denied to the present writer, but the 
impression left after conversation with experts is confirmatory of 
their exceptional value. 

The present Commissioner of Fisheries has had the kindness to 
furnish for this memoir the following estimate of Dr. Gill’s work on 
fishes : 

Dr. Gill's chief contributions to Ichthyology were his taxonomic papers. In 
his taxonomy, which was largely supported by his osteclogical research, he had 
no equal among his contemporaries In America or abroad. His papers represent 
a very large amount of painstnking Investigntion of a character for which he 
wns especially well fitted and for which few nective workers have the time, the 
fitness, or the inclination. His conclusions have been very generally accepted 
and form the basis for our present classificntion of fishes. While for years 
European ichthyologists disagreed with hia views, his system has finnily been 
accepted by practically all the active men at the present time. Next to his 
taxonomic contributions rank bis papers on the structure and habits of fishes, 
Flis papers on the life histories of fishes also are noteworthy, their chief value 
being in the assembling and welghing of scuttered observations and their pres- 
entation In form that is exceedingly helpful to all workers in this fleld. 

His knowledge of the biological Uterature of all countries and all times was 
amazing and profound, In estimating his Influence on sclence, full cognizance 
should be given to the readiness with which he placed this knowledge, together 
with his time and talents, ot the disposal of everyone, and to the permanent 
enlue of the encouragement be was ever most anxious to give to all those who 
were fortunate enough to be brought In contact with him, 

In noticing the death of Prof. Gill in the Annual Report of the 
U. S. National Museum for the year ending June 30, 1915, Mr. 
Richard Rathbun, Assistant Secretary in charge of the Museum, thus 
expresses himself in regard to his colleague and collaborator: 

Rarely does one find, as in the present Instance, the more or less accidental 
early phases In the groping for a career converge in such a manner as to at 
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once become useful and necessary, Dr. Gill's early training was 4 most fortu- 
note one, for the splendid classical schooling of his youth gave him a complete 
fnmillnrity with Greek and Latin, and his legal knowledge, combined with the 
former, rendered him a judge where questions of nomenclature were Involved. 
His subsequent Ubrary training brought him in contact with the world's ltera- 
ture, and this, yoked with great Industry and a phenomennal memory, made 
him the acknowledged master in his chosen fleld, It also produced a breadth 
of knowledge that rendered him a fountain of information, und, as some one 
hos stated, “ With the simplicity of the truly great and the truly able he gave 
freely of his stores of knowledge, so that to all the Investigators who came 
in contact with him he proved an ever-ready source of exact and reliable tnfor- 
mation and a sound adviser.” It Is certain there are few workers In systematic 
biology In Washington and many other places who have not received assistance 
from Dr, GIL 

Very soon after his arrival in Washington, Gill became associated 
~ with Columbian College, afterwards Columbian University, and still 
later reincorporated under the name of George Washington Univer- 
sity. In 1860 he was made adjunct professor of physics and natural 
history; from 1864 to 1866 and 1873 to 1884, lecturer on natural 
history; from 1884 to 1910, professor of zoology, and for the re- 
mainder of his life professor emeritus. The university, in apprecin- 
tion of his merits, conferred upon him in 1865 the degree of master 
of arts; in 1866 an honorary doctorate of medicine; in 1570 the doc- 
torate of philosophy; and in 1895 that of laws. 

Dr. Gill was naturally elected to membership of many scientific 
societies, both at home and abroad. He became a member of the 
American Association for the Advancement of Science in 1868, and 
a fellow in 1874. In 1896 he was elected vice president of Section F, 
zoology, and upon the death of Prof. E, D. Cope, the president elect, 
he succeeded to the presidency of the association at the meeting held 
in 1897 at Detroit. 

He was elected a member of the National Academy of Sciences 
in 1873, and represented the academy at the Boston meeting of the 
International Zoological Congress in 1898 and at the celebration 
of the 450th anniversary of the foundation of the University of 
Glasgow, Scotland, in 1901. He was a member of the American 
Philosophical Society, of the Philosophical Society of Washington, 
the Biological Society, a founder of the Cosmos Club of that city, 
a foreign member of the Zoological Society of London, and of same 
70 other societies and scientific bodies. 

As a young man, Gill was slender and rather delicate in appear- 
ance, with black hair, dark eyes, and a somewhat brunette com- 
plexion. His relatives by his father’s second marriage seem to have 
partaken of a constitutional delicacy, as death removed many of 
them at a comparatively early age. I have referred to the fact that 
in his early manhood Gill was compelled to extreme frugality by an 
insufficient income. It was only in middle age that by inheritance 
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and some fortunate investments he reached what are generally 
termed “easy circumstances,” The hardships of these early years 
left their impression on his habits, to some of which he clung with 
amusing pertinacity long after they seemed to his friends and rela- 
tives uncalled for. He was fond of social intercourse with intelli- 
gent people and seemed to enjoy ladies’ society, but never married. 

After his youthful expedition to the West Indies he traveled little, 
and his only visit abroad was to the anniversary celebration of the 
foundation of Glasgow University, in 1901. He found his recrea- 
tion chiefly in books, conversation with kindred spirits, and at the 
meetings of the Literary Society. 

An occurrence which gave great pleasure both to him and his 
friends was a subscription banquet tendered him at the Cosmos Club, 
December 15, 1912, on the completion of the seventy-fifth year of his 
age and the fifty-sixth year of publication of his contributions to 
knowledge. 

On this occasion his many friends improved the opportunity of 
expressing their estimation of his merits as a man and a scholar and 
their gratitude for his many kindnesses in granting to any inquirer 
the benefit of his encyclopedic knowledge and phenomenal memory. 

A paralytic stroke three or four years before his death perma- 
nently enfeebled him and his remaining days were quiet and un- 
eventful. 

dn September, 1914, he visited his brother, Herbert A. Gill, in the 
lovely suburbs of Washington and a few days later was confined to 
his bed. On the morning of the 25th he was apparently mentally 
clear as usual and inquired about the news, but before noon he passed 
away suddenly. The interment took place at Oak Hill Cemetery. 

I have to acknowledge my indebtedness to Dr. H. M. Smith, Mr. 
Herbert A. Gill, Mr. Richard Rathbun, Dr. Mareus Benjamin, Prof. 
C. H. Kigenmann, and Dr. T. 8S. Palmer for data furnished by them, 
either in print or otherwise, and of which I have freely availed 
myself in the preparation of this memoir. 


THE LIFE AND WORK OF J. H. FABRE: 


By BE. L, Bowvies, 
Member of the Institute, Professor at the Museum of Natural History, Paris, 


Fabre, the hermit of Serignan, called “the inimitable observer by 
Darwin, and by Victor Hugo “the Homer of insects,” reached the 
age of 99 years in the radiance of an unsought fame that rose spon- 
taneously from his work. He died where he had dwelt for a full half 
century, and his last gaze has fallen on the foliage of that henceforth 
celebrated spot, the rustic home of his quiet happiness, the peaceful 
theater of his wonderful researches. Like his life, the dying vege- 
tation of the field bursts forth into glorious colors before entering 
into rest; like his work, it will not cease to be vigorous and to produce 
the richest bloom. 

The origin of Fabre, however, was very humble and his youth beset 
with obstacles) Sprung from poor parents who had kept a modest 
market at Saint-Léons in the Rouergue Mountain, he at once was the 
toy of paternal vicissitudes that led him almost everywhere in the 
Midi and finally to the Vanclusien country, which became his adopted 
home. This wandering life was not at all suited to study. It pre- 
vented his remaining at the College of Rhodez, where he paid for tui- 
tion by rendering certain services and was thus compelled to educate 
himself. He first entered the Normal School of Avignon. This was 
merely the starting point, not the goal where he found his special 
calling. As a primary instructor at the College of Carpentras, as 
professor at the Lycée of Ajaccio, and finally at the Lycée of Avignon 
he explored with an insatiable ardor every branch of human thought. 
He soon became familiar with the ancient languages, and mathe- 
matical and physical sciences divulged their secrets to him. He re- 
ceived diploma after diploma, and became the doctor of sciences, 
laureate of the institute. He was a wonderful teacher. Students 
were spellbound by his words, and he attained unparalleled succeas in 
the free courses of secondary instruction established by him for the 
young girls at Avignon. But he was considered a peculiar person, 
wrapped up in his own researches, and, despite his success, his 
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diplomas, and his early raaldrsinaibe, and despite the favor of Minis- 
ter Duruy, who decorated him and sought to make him a preceptor 
of the Imperial Prince, he abandoned his alma mater and retired to 
Orange, then to Serignan. He must be independent, for official reg- 
ulations were displeasing to his unrestrained nature; he needed the 
open air of the country, for his first researches had inflamed him and 
kindled a desire to catch the mysteries of life in their actual un- 
folding. 

He was now free, but without means, and the expenses of his 
family were heavy. How then, could he supply the needs of his 
nestlings? This he did by ceaseless toil and an inimitable talent; 
the day was given to researches, the twilight and the night to works 
of instruction. Though he broke the chains that belonged to the 
professorship he still remained an apt teacher, delightfully enter- 
taining, and so he continued to the end of his days, teaching only 
through his writings. In this way there appeared one after another 
many popular and instructive works which have been the charm of 
scholars since about 1870; such works as “ Ravageurs des Cultures,” 
~ Auxilisires,” “ Cosmographie,” “ Physique,” “Chimie,” and many 
other publications where the author made it a pleasure to render 
the most abstract scientific questions plain and attractive. Under 
the impetus given by Duruy, these books were introduced through- 
out the schools, and such were their charms that they instructed 
parents as well as pupils. But, apart from some didactic treatises, 
these smaller works were intended more to arouse interest and to 
attract toward science, than to lead to a diploma, They were aban- 
doned by the schools for the undigested manuals that are laid aside 
with pleasure after one examination, and to the great detriment of 
true culture our students no longer use them. Thanks to our 
teachers they have been in some measure reintroduced, so that they at 
least find place in the agricultural and schoo! libraries. 

That talent of explaining, that wonderful clearness, that power 
of arousing enthusiasm, were qualities which belonged to himself, 
and were part of his very nature. They are chown in the scientific 
works to which he owes the best of his reputation, but here combined 
with other qualities more striking still, a rich vocabulary and a 
special gift of imparting life to the subleots concerning which he 
wrote. He devoted his whole soul to his task, and with a passion 
that very quickly became communicative. His favorites were insects. 
those strange animals with peculiar habits. He loved them from his 
earliest boyhood, and had always burned with the desire to scrutinize 
the mysteries of their existence. Once engrossed in the fascinating 
subject, he was not contented to scientifically describe his heroes, 
but he made them alive to our gaze, in their native environment, 
Maurice Maeterlink said of him, “He is one of the most learned 
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naturalists, and the most marvelous of poets in the modern and 
really legitimate sense of the word.” 

A poet he was in his “Souvenirs entomologiques,” as also in the 
ode on “ Nombre” which resembles Victor Hugo, and in his volume 
of provincial chants (Oubreto prouvencalo) which brings Mistral 
to mind. But we must leave a domain where Maeterlink has the 
right to be judge, and study the “Souvenirs entomologiques™ the 
better to know the scientific work of Fabre. This work begins 
with a research on the reproductive organs of the Myriapods, a 
doctoral thesis not devoid of good points, but which does not indi- 
cate the direction in which the author should turn to find success 
and fame. Fabre was no more an anatomist than a systematist. 
He studied actual life and the dissecting scalpel as well as the 
entomological pin aroused deep horror for those all ended in death. 
The merely chance reading of a memoir by Léon Dufour showed 
him “some horizons not yet suspected * and he started in the fur- 
row “which proved to be his calling.” This memoir treats of a preda- 
tory wasp of the genus Cerceris, which captures exclusively the 
Buprestis beetles and piles them up for its larve in a cell dug in the 
ground, The beetles first are’ inert and Dufour considered them as 
dead, but for many weeks they retain all their freshness and to 
explain this astonishing mystery the aged entomologist of Landes 
supposed that in killing them, the Cerceris inoculated them with its 
venom us an antiseptic to prevent decay, This hypothesis is not at 
all incredible; but Fabre always had a longing for the exact truth 
and he wanted te know all the details of the drama. As this species, 
Cerceria bupreaticida, is rare in Provence he studied a hunter of 
weevils, Cerceris tuberculata, abounding in the vicinity of his home. 
Multiplying observations and originating some ingenious experi- 
ments, he came to a conclusion which disproved Dufour's hypothesis. 
The prey of the Cerceris are not dead; the wasp has struck them in 
the.nerve centers with its sting and made them motionless by its 
venomous prick; rendered almost lifeless they will be defenseless 
and always fresh victims for the gluttonous larve of the Cerceris. 
This work inaugurated the series of entomological researches by the 
author. Its inherent value is very great, but its superior merit is 
that of introducing the experimental method into the study of the 
habits of insects, a method almost entirely neglected by Reaumur 
and by the Hubers. This method became particularly advantageous 
in the ingenious hands of the eager investigator who was the leader 
in it. Tt characterized all his entomological works and constituted 
one of his principal titles to the gratitude of learned men. It is 

today in its full value throughout France and America 
where it is practiced by numerous biologists. The institute recog- 
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nized this new publication by awarding to the memoir on the Cerceris 
& prize in experimental physiology. 

One of the best examples of the application of the experimental 
method to the biology of insects is presented by Fabre’s researches on 
the laying of eggs by the species Osmia. The greater part of these 
solitary bees build their cells in cavities where most convenient, in a 
Helix shell, old gallery of an Anthophora, hollow stem of reeda or 
brambles, ete. When they lay their eggs in hollow twigs the cells 
are arranged in series, the largest at the bottom with the eggs first 
laid, the last at the top, newer and smaller in size. Now those born 
at the top are males, which emerge first, and the large earlier cells in 
turn yield females. Can the bee have the instinct for placing in each 
cell an egg of a desired sex? Or, rather, will the sex of the egg be 
determined by the food of honey and of pollen, which is less in the 
male than in the female cells? By some simple experiments and 
conclusions reached in his meager laboratory, Fabre proved without 
contradiction the truth of the second hypothesis. He placed the eggs 
of Osmia in a reed, and at the hatching time he introduced the foods, 
putting a large supply in the small cells and a small supply in the 
large cells. The result was always the same, except that the large 
cells yielded small females and the small cells, now well provisioned, 
gave large males, In a larger reed the Osmia built with more irregu- 
larity, but always placed a male egg in the small cells, a female egg 
in the large cells; and if it was compelled to divide its layings among 
narrow shells where it was impossible to arrange large cells, it laid 
only male eggs. From such a divided laying of 26 eggs Fabre ob- 
tained 25 males and only 1 female. Therefore the egg which comes 
from the ovaries does not determine the sex; but it acquires its sex 
in traversing the genital paths, and the female possesses the instinct 
of placing in each cell an egg of the sex desired. It may be said that 
the Osmia has knowledge of the sex of the egg that it lays and that 
it can produce this sex at will. This is one of the most beautiful dis- 
coveries of Fabre and is due entirely to the application of the experi- 
mental method. Without doubt the reason for the phenomenon 
remains unknown, and one is lost in hypotheses to establish it: but 
it is demanded that important works penetrate the domain of the 
unknown until mystery totally disappears. 

To scrutinize and to follow in their enchantment the mysterious 
habits of insects, it does not suffice to be an ingenious experimenter; 
there must be a keen observation, a patience that can not be discour- 
aged and an extraordinary intuitive power. Fabre had these quali- 
ties up to the point of genius and gave brilliant proof of it in his 
studies on the blister beetles of the genera Sitaris and Meloe. All 
that was known about the development of these insects, the so-called 
lice of the solitary bees, for which the genus Triungulinushad been 
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established, was that it is the young larva of a blister beetle, but its 
origin and destination were unknown, Fabre threw full light on this 
problem to the great surprise of biologists. The Sitaris are developed 
as parasites in the cells of Anthophora. They come forth in summer, 
are paired and lay a great number of eggs which a month later yield 
very active larve, to which has been given the name of triungulins. 
These larve pass the winter without food. In the spring they are 
attached to the hairs of the male Anthophora, then to the females, 
when the pairing is accomplished, and with these last enter into the 
cell of their host. Once established in this home, it devours the egg 
deposited by the bee on the cake of honey and pollen, moults, and 
comes forth in the form of a scarcely moveable fat worm with very 
short feet. Instead of being carniverous like the triungulin, this 
second form of larva is nourished by the honey cake, prepared by 
the bee, devours the cake entirely, moults, takes the form of an 
almost footless pseudo-chrysalis, and passes the winter buried in its 
exuvia. In the spring, moulting again, and in a new form of larva 
the insect remains motionless, covered with two exuvie instead of 
one. At the opening of summer this third form of larva transforms 
into an entirely characteristic chrysalis and this one yields the adult 
which throws off the two exuvial envelopes in order to leave the nest 
of the Anthophora. These extraordinary phenomena were consid- 
ered by Fabre as a hypermetamorphosis, that is, a complication of 
normal development. It was not at all possible to characterize them 
otherwise at the time they were brought to light. Since then it has 
been possible to follow them among numerous blister beetles and to 
establish their identity. The triungulin is evidently adapted to the 
hunt for the host. As for the pseudo-chrysalis it is considered by 
Edmond Perrier as a larva which is encysted at the time of high or 
low temperature to await a more propitious season. The Meloe, 
studied likewise by Fabre, is less abnormal than the Sitaris. 
After all, larval polymorphism is only one of numerous chapters 
that Fabre has added to entomological history, and in doing this he 
has helped to establish the extreme pliability of insects on their 
coming from the egg, which serves to explain the singular predomi- 
nance of these beings in the animal kingdom, The Leucospis gigas is 
se chalcidoid Hymenoptera whose larvw devour those of the nesting 
bees of the genus Chalicodoma. Several females of Leucospis are 
likely to oviposit in the same cell of mortar which protects the future 
victim and this can suffice only for the nourishment of a single para- 
site. If all the Leucospis hatched, there would be famine. But poly- 
morphism averts this danger. The first form of larva that issues 
from the egg, is very alert and provided with long hairs that measure 
the cell in every sense. The first hatched hastily destroys all the 
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other eggs, and as s0on as this is accomplished there emerges a vermi- 
form larva which “sits at the table” and sucks in its victim by 
mouthfuls. In another parasite of the Chalicodoma, Monodon- 
tomerus, this polymorphism is useless, for the larve are very small 
and a great number can be tabled around the nymph that serves for 
their nourishment. On the other hand, polymorphism is necessary 
among the Diptera of the genus Anthrax, which is likewise parasitic 
of the nesting bees. But here the primary larve are not extermina- 
tors: hatched outside of the cell where the Anthrax eggs are laid, 
their role is to soften the walls of mortar, so as to slip through the 
fissures, which readily yield to their tenuous bodies and the long 
terminal hairs. 

The researches of Fabre on the Coleoptera of cow-dung show us 
habits still more diverse and perhaps more interesting, Each species 
has its special habitat and Fabre studied them in great numbers: 
the sacred beetle (Ateuchus), Onthophagus, Copris, Onitis, ete. 
Observation is here particularly difficult for these insects lay their 
eggs underground and it is at the bottom of obscure galleries that 
their larve are found; but the ingenious biologist knew well how to 
overcome other obstacles. 

In this extensive series of works there may be chosen ag an ex- 
ample the history of the sacred beetle, Ateuchus sacer, of which 
Fabre wrote the first chapter in the middle of the last century and 
the final chapter 50 years later. Since ancient times it has been 
known that this singular insect made little balls of dung and rolled 
them into a burrow where it buried itself with them: and it was 
acknowledged that this ball served to nourish the adult as well as its 
offspring. But that is nothing: though the pill is suitable for the 
parents, it is too coarse for the delicate intestine of the larve. For 
these last there must be a special dung, fine and well sorted, which 
the mother knesds into a fine pear-shaped core that will serve for a 
home and a covering for the future larva. Its wall is hard and the 
center soft, and the egg, resembling a great pearl of amber, is at- 
tached to the tip of the pear, lodged in a porous cell where the air 
can easily enter. Here the young larva is hatched. It gets its nour- 
ishment from the unctuous matter, and in the hard shell it will trans- 
form into the chrysalis, then into the adult. The wonderful chapters 
given to this history must be read to understand the difficulties that 
the biologist had to overcome and the rooted errors that he made 
to disappear. Among these last errors I will single out that which 
described these insects as helpful beings always ready to offer a 
strong hand to an embarrassed confrére. When a sacred beetle with 
great effort rolls its round pill, another one very often comes to its 
rescue; this was done, however, not in the least to render aid, but 
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rather to profit by an absence that might permit the stealing of the 
precious burden. | 

It would take many pages to review the results of a work lasting 
without respite for three-quarters of a century: I have dwelt upon 
certain problems solved by Fabre to bring into relief the range of 
his researches. To indicate the extent and the unusual character of 
this work I limit myself to certain of its many chapters, such as the 
thapter on the Lampyrids or glowworms, where we are shown the 
labor of these insects whose larve are nourished on live snails; the 
study of the Necrophorus that carry on the unheard-of task of bury- 
ing dead bodies in which they find their subsistence; and the chapters 
devoted to diverse occupations of the weevils, the prickers of fruits, 
the cutters of young sprouts, the cigarmakers or rollers of leaves, 
Fabre revealed to us the cruel affections of the Mantids and the 
fascination that these voracious carnivores practice on their victims; 
the egg laying of the crickets and the peculiar maneuvers employed 
by their young to make their exit from the hole of the eg; the 
covering made by the Phryganids and the Psychids; the long evolu- 
tion of the cicada in the ground; and the mechanical wanderings of 
the marching caterpillars. Better than McCook, he has followed the 
marvelous work of the orb-weaving spiders and likewise, with Mog- 
gridge, the tricks of Mygale and the burrowing Lycosids. He has 
given us an unparalleled description of the habits of the scorpions. 
What errors has he made to disappear! The resemblance of the 
Volucella to the wasps or the bumblebees is now known not to be 
attributed to a defensive mimicry, for these Diptera do not feed on 
parasites in the nests of their hosts, but are their destroyers. The 
simulation of death is a myth among the spiders as well as among 
the insects. Although these creatures seem to be lifeless when 
touched they do not adopt a defensive maneuver but present all the 
characteristics of a cataleptic condition: this is a new chapter added 
to the history of hypnosis. 

Fabre always showed a predilection for the Hymenoptera which 
hunt and paralyze insects intended for food for their young; it is 
through these that he lends into the field where he became famous, 
and it is to them that he frequently refers in the following studies. 
He has reviewed nearly all of them and each one revived the ersta- 
eies he had experienced in studying the Cerceris; the Philanthus, 
hunters of bees; the Ammophila that store up caterpillars; the mud- 
daubers and the Pompilids that attack spiders; the hunters of plant 
lice, of grasshoppers, of Mantids, of crickets, of flies, of beetles: all 
have successively been his favorites, all have brought him like as- 
tonishment. This is perhaps the most captivating part of his work; it 
is certainly the most extensive and the most original. Before his work 
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absolutely notnaing was suspected of these extraordinary customs. 
Since then it is acknowledged that Fabre has accorded to the wasps 
an intensive anatomical knowledge, although many of them stab at 
random, and certain ones are limited to maiming their victim. The 
fact of pricking the nerve centers has practically been contested and 
the paralytic effect attributed to poison much more than to the prick. 
But there are some defects here as always when criticising researches 
of a wide range. After all, when Fabre’s work is examined there is 
no trouble in seeing that none of these details had escaped him. He 
never disputed the paralytic action of the poison inoculated by the 
insect, and the wonderful researches by the Peckhams on the Pom- 
pilids, which hunt Lycosids, have clearly established the fact that 
the thrusts of the sting given by the predatory insect produce two 
different kinds of paralysis, one functional, and often temporary, re- 
sulting from the action of the venom, the other structural and per- 
sistent, produced by the dart which more or less injures the nervous 
centers. 

In philosophy Fabre was a realist, opposed to hypothesis, and con- 
sequently little inclined toward comparative biology, still less to 
pry into times. “Geological strata,” he said, “have conserved 
the forms, but they are silent on the origin of instincts.” He was 
from that time an opponent of the theories of evolutionists, which 
he covered with his objections, even with jeers. Intense in his 
studies, he was not less so in his ideas. He was spirited in discus- 
sion as well as in his work. His researches on hunting wasps gave 
to his mind the philosophic bent from which he never deviated. The 
Tachytes, which hunt Mantids, stabs at the right spot and renders 
helpless its formidably armed victim. It “therefore knows where 
the nerve centers of its prey are seated, or what is better it acts 
as though it knew. This knowledge, of which it is ignorant, has not 
been acquired by it and by its race through efforts improved from 
age to age and by habits transmitted from one generation to an- 
other. * * * The paralyzing power of the Mantids is more dan- 
gerous and does not allow a half success; under penalty of death, 
the wasp must be effective the first time. No; the surgical art of 
the Tachytes is not an acquired trait. Whence, then, does it come, 
if not from the universal knowledge on which all depends and all 
lives?” Fabre reaches the same conclusion for the larvy of the 
Scolia, very skillful in eating the larve of rose-chafers (Cetoniids) 
paralyzed for them, but incapable of this act when they are offered 
another prey. He says that being in danger of death from a larva 
not paralyzed, they have not been able to progressively acquire the 
habit. Their art of eating larve of the rose-chafers manifested it- 
self fully from the first. “But then, this is an inborn instinct, the 
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instinct that apprehends nothing and forgets nothing, the instinct 
unalterable by time.” 

Tn drawing his conclusions this way Fabre was dominated by the 
general rule and did not note exceptions. In living nature the habits 
of insects are the results of a series of acts which are mechanically 
linked, and the deviations of the mechanism are much less aie 
than the mechanism itself. Not that the deviations have escaped 
the notice of the observer; he was far too wise not to perceive them, 
and there was no one more keenly interested in them than was he; 
but he subordinated them to the general rule and did not give them 
the importance that most zoologists have since justly accorded to 
them. In fact, though widely differing from Weismann, he be- 
lieved, as Weismann did, in the innate character of habits and a; 
with him that habits acquired in the course of the individual ex- 
istence are not hereditary. Jt should always be noted that Weis- 
man, the convinced evolutionist, admits the changing of habits by 
germinal mutations, while Fabre, the enemy of hypotheses, shunned 
all explanation on this point and, with respect to the origin of habits, 
reverted to “ universal knowledge on which all depends and all lives.” 
He left the question open and would further say, like Montaigne: 
*T do not know.” 

Moreover, he was a man of great sincerity, and though he severely 
eriticized the idea of evolution, nevertheless he brought out many 
facts that can be assigned their place to support that idea, The 
larve of hunting wasps would be incapable of touching with- 
out danger a prey different from that served to them, and Fabre 
observed that he could successfully serve “the larvm of the hairy 
Ammophila with an adult black cricket, accepted, moreover, as 
willingly as its natural gume, the caterpillar.” He did not be- 
lieve at all in the individual education of insects, and he showed us 
the triungulin of the Sitaris, at first seizing, like a hair of the bee, 
the slender straw offered to it, then, acting from experience, refusing 
to accept this ruse, Upon these observations and many other similar 
ones he founded his thesis. 

* Pure instinct alone,” he said, “would leave the insect disarmed, 
in constant conflict with circumstances. * * * In this confused 
melée, a guide is needed. * * * This guide the insect certainly 
possesses in a marked degree. This is the second domain of its 
paychological nature. Here it is conscious and perfects itself by 
experience. Not daring to call this aptitude rudimentary intelli- 
gence, a name too broad for it, I shall term it discernment.” Here 
we are very near the most modern ideas, and very far from the 
German mechanist school which regards insects as simple reflex 
machines. 
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A step further and we come to pure Lamarckism, to the inheri- 
tance of habits acquired by experience. Like many other predators, 
the yellow-winged Sphex hollows out its burrow before starting on 
the chase, then returning with the prey, places it on the edge of the 
hole to make a last visit to his domicile. If the prey be moved a 
little distance, the wasp on coming out of the hole, hunts it up, brings 
it back to the edge of the hole and again begins a visit. This is 
the mechanism of instinct. “One after another, as many as forty 
times, I have repeated the same experiment on the same individual,” 
reports Fabre, “and its persistence was greater than my own, its 
tactics never varied.” But in a group studied the following year the 
Sphex were less stupid; after two or three experiments they frus- 
trated the deceit and entered their home with the game, “ What 
would you say to this?” he demanded. “The tribe that I examine 
to-day, the issue of another stock, for the offspring return to the home 
selected by the previous generation, is more skillful than the tribe 
of last year. The knowledge of craftiness is transmitted; some 
tribes are more skillful and some more stupid, apparently following 
the faculties of their fathers.” Here we are well on the threshold 
of Lamarckism, for these better gifted individuals have learned 
from experience to be on their guard against an accident which 
would not be rare under natural conditions. 

It seems now to be well established that the psychic evolution has 
been and is still effected in two ways: By short jumps or mutations, 
and slowly, by experience; heredity, in both cases, fixing the new 
habits which then take the automatic form of instincts. In spite of 
his ideas on unchangeable instinct Fabre has contributed more than 
any other man to making known the mechanism of the phenomena 
of evolution. Through the charm that he knew how to give to his 
observations he has raised up in all countries a host of eager investi- 
gators who admire him without adopting his belief. Through his 
exhaustive criticisms sustained by minutely controlled facts he kept 
evolutionists busy and has prevented them from resting on the laurels 
of the great masters who established the theory; finally by his works 
themselves he was one of the artisans who contributed the most to 
prove this lust. 

More profound than Réaumur and with a charm which Réaumur 
lacked Fabre has exerted and will long exert an influence equally 
great. He was a professor in the highest meaning of the term, and 
moreover, a teacher of an entirely special kind, who dwelt alone and 
raised up followers by the magic of his style, the powerful interest 
of his works, In that as in all things is seen a perfect originality 
and of the highest standard. His sympathetic biographer, Dr. Legros 
has justly written of him, “He owed little to others, savants or 
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authors, and the formula of his style as well as the secret of his art 


are uniquely his own since he acquired them.” 
Fabre has proved more than anyone else the difficulties of life, 


' + 


but he knew how to dominate them by his own talent and by his 


courage in conserving intact the independence which kept him open 
minded and which he always considered as his most valuable asset. 
Modest and simple in his tastes, eager in his researches, deeply in 
love with the quiet country, he would taste the most profound joys 
in the open ficld where he dwelt alone among his favorite insects 


and the perfumed plants which there shot forth without fetters as 


in full nature. In this terrestrial paradise of the biologist now 
given to science by his devoted friends his step has traced unusual 
and numerous paths where henceforth continuers of his work will 
come for inspiration. It was there that the homage of the institute, 
which made him one of its correspondents, and later, the plaudits 
of a renown of which he never dreamed, came to find, I was about 
to say, to disturb him. It is there that he forever rests, leaving to 
new generations the example of a life made fertile by constant toil, 
_ by noble independence, and by the brilliancy of a talent that borders 
upon genius. 
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